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STBUCTXTRAL  TIMBEB  IN  THE  UNITED  STATES. 
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Madison,  Wis.,  U.  S.  A. 

and 

W.  B.  GBEELEY,  Assistant  Forester 

U.  S.  Forest  Service,  Dept.  of  Agriculture 
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INTBODUCTION. 

This  paper  will  attempt  a  survey  of  the  timber  resources 
of  the  United  States,  with  reference  primarily  to  structural 
uses.  Information  regarding  the  species  of  particular  inter- 
est to  engineers  is  presented,  together  with  a  summary  of  the 
data  obtained  by  the  United  States  Forest  Service  on  their 
mechanical  properties  and  structural  values.  The  practical 
importance  of  grading  rules  and  commercial  specifications  for 
structural  timbers  justifies  a  brief  reference  to  the  present  sit- 
uation in  that  regard. 

The  total  amount  of  standing  timber*  in  the  United  States 
suitable  for  the  manufacture  of  lumber  is  estimated  to  be  about 
2,870,000,000,000  board  feet.  The  original  stand  has  been  esti- 
mated at  5,200,000,000,000  board  feet.  Of  the  difference,  it  is 
probable  that  about  one-third  has  been  destroyed  by  forest  fires, 
one-third  lumbered,  and  one-third  wasted. 

The  forest  regions  of  the  United  States  are  shown  in  Fig- 
ure 1.    Slightly  more  than  one-half  of  the  supply  of  timber  is 

*The  estimates  of  stand  are  taken  largely  from  a  report  of  the 
Bureau  of  Corporations  of  the  Department  of  Commerce  on  *'The  Lumber 
Industry",  and  the  Beport  of  the  National  Conservation  Commission. 
These  estimates  include,  for  the  most  part,  only  timber  of  sawlog  size,  as 
determined  by  current  requirements.  A  figure  representing  the  total 
forest  resources  of  the  United  States,  including  fuel,  pulpwood,  etc., 
would  be  materially  larger. 
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in  the  Pacific  Northwest  (Washington,  Oregon,  Idaho,  and 
northern  California) ;  about  one-fourth  of  the  total  amount  is 
in  the  Southeast;  the  remaining  one-fourth  is  distributed 
throughout  the  former  centers  of  production,  the  Lake  States 
and  the  Northeastern  States. 

Figure  2  shows  the  estimated  timber  supply  by  States  and 
species. 

The  amount  of  lumber  handled  by  the  saw  mills  of  the 
United  States,  in  1911,  1912,  and  1913,  by  States  and  species, 
is  shown  in  Table  1  of  the  Appendix.  The  average  amount  of 
wood  used  annually  in  the  United  States  for  the  last  few  years 
has  been  about  52,000,000,000  feet  B.  M.  This  amount  is  made 
up  of  sawed  lumber,  ties,  mine  timbers,  wood  used  for  paper 
pulpy  distillation,  etc.,  but  does  not  include  fuel,  fence  posts, 
and  rails.  It  is  distributed  among  the  principal  wood-using 
industries  as  shown  in  Table  2  of  the  Appendix. 

The  material  in  Table  2  utilized,  at  least  in  part,  for  en- 
gineering construction,  is  included  under  (1)  Lumber  and 
Structural  Timber,  (4)  Ties,  (5)  Mine  Timbers,  (7)  Car  Con- 
struction, (22)  Poles,  and  (23)  Ship  and  Boat  Building,  or  a 
total  of  44  percent  of  the  entire  wood  consumption.  Just  what 
proportion  of  this  44  percent  is  used  for  engineering  construc- 
tion,  statistics  do  not  show,  but  it  seems  safe  to  assume  that 
approximately  one-fifth  of  the  timber  annually  consumed  in  the 
United  States,  with  a  valuation  estimated  at  $100,000,000  is 
devoted  to  such  uses. 

FUTURE  TIMBEB   SUPPLY  OF   THE   UNITED  STATES. 

About  23  percent  of  the  standing  timber  in  the  United 
States,  or  673  billion  feet,  is  in  public  ownership.  The  most 
important  of  the  public  timber  lands  are  the  National  Forests, 
which  aggregate  165  million  acres;  the  timbered  portions  of 
the  Indian  Reservation,  which  total  7  million  acres;  and  For- 
est Reserves  in  the  ownership  of  various  States,  which  exceed 
upwards  of  3%  million  acres.  On  these  areas,  broadly  speak- 
ing, the  forests  are  being  cut  conservatively  and  extended  by 
artifiicial  planting;  protection  from  forest  fires  is  afforded  and 
a  continuous  production  of  wood  under  approved  forestry 
methods  is  assured. 
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Aside  from  these  public  holdings,  however,  there  is,  as  yet, 
little  prospect  of  the  scientific  renewal  of  the  present  enormous 
forest  resources  of  the  United  States.  Timber  has  not  yet 
attained  a  sufficient  value  to  justify  the  practice  of  forestry. 
Lumbering  is  still  largely  the  exploitation  of  virgin  timberlands 
by  destructive  methods  and  without  regard  for  the  future  pro- 
duction of  wood,  a  condition  forced  upon  the  industry  by  its 
unstable  market  and  the  fluctuating,  often  excessively  low, 
value  of  its  product.  Exceptions  to  this  general  condition  are 
restricted  to  small  parts  of  the  eastern  States,  where  the  prac- 
tice of  forestry  is  made  possible,  economically,  by  exception- 
ally favorable  markets  for  varied  wood  products. 

# 

The  manufacture  of  lumber  in  the  United  States  is  there- 
fore a  nomadic  industry,  shifting  from  section  to  section  as  the 
supplies  of  virgin  timber  are  exhausted.  Until  1860,  the  bulk 
of  the  lumber  produced  was  cut  from  the  Alleghany  Moun- 
tains and  northeastern  States.  For  the  next  thirty  years,  the 
vast  white  and  Norway  pine  stands  of  the  Lake  States  fur- 
nished most  of  the  country's  lumber.  The  industry  then,  as 
represented  by  the  greater  part  of  its  mill  capacity  and  out- 
put, moved  into  the  southern  yellow  pine  belt  on  the  Atlanti-c 
and  Gulf  Seaboard.  The  production  from  that  section  is  now 
at  its  height,  approximating  17  billion  feet  annually.  The  total 
stand  of  southern  yellow  pine  is  estimated  at  384  billion  feet; 
hence,  at  the  present  rate  of  cutting,  twenty  years  will  witness 
its  exhaustion  as  a  large  factor  in  the  American  lumber  trade. 
In  the  meantime,  the  output  of  the  Pacific  Coast,  already  reach- 
ing 8  billion  feet  of  Douglas  fir  in  Oregon  and  Washington,  is 
steadily  climbing;  and  it  is  simply  a  question  of  years  before 
it  will  exceed  that  of  the  lumber  regions  of  the  East. 

The  shifting  character  of  the  lumbering  industry  in  the 
United  States  is  seen  in  the  change  from  period  to  period  in 
the  species  of  timber  making  up  the  bulk  of  its  commercial 
product.  Southern  pine  is  now  in  very  general  use  as  a  struc- 
tural timber,  but  the  movement  of  the  industry  to  the  Pacific 
Coast  is  going,  in  the  future,  to  replace  it  to  a  considerable 
extent  with  Douglas  fir,  just  as  the  yellow  pine  has  replaced 
Norway  pine,  spruce,  and  various  hardwoods  in  many  struc- 
tural uses. 
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It  is  roughly  estimated  that  the  total  annual  drain  upon 
the  forests  of  the  United  States  from  fires,  insects  and  lumber- 
ing combined,  including  wood  for  all  uses,  is  around  100  billion 
board  feet.  The  annual  growth  of  wood  in  the  forests,  most  of 
which  is  a  matter  of  chance  rather  than  of  management  or 
scientific  method,  is  probably  not  over  one-third  of  this  amount. 
The  country  is  thus  evidently  drawing  upon  its  forest  capital 
at  the  rate  of  60  to  70  billion  feet  annually.  Long  before  the 
present  enormous  forest  resources  are  eaten  up,  however,  it  is 
more  than  probable  that  readjusting  economic  conditions,  par- 
ticularly higher  values  for  timber  and  a  lower  per  capita  con- 
sumption, will  reduce  the  annual  drain  to  an  amount  not  more 
than  the  annual  growth.  With  its  enormous  areas  of  non-agri- 
cultural  lands, — apparently  best  suited  to  the  production  of 
timber,  in  the  natural  order  of  things, — it  is  probable  that  the 
United  States  will  not  only  supply  its  own  needs  but  continue 
to  be  a  large  exporter  of  timber.  Even  the  quality  of  the 
lumber  placed  upon  the  market,  which  is  of  primary  interest 
to  the  structural  engineer,  will  change  but  very  gradually  as 
old  sources  of  supply  renew  their  stands  of  merchantable  ma- 
terial. For  the  next  thirty  or  forty  years  at  least,  there  is  no 
question  as  to  the  ability  of  the  United  States  to  furnish  high- 
grade  structural  timbers  from  its  southern  pine  and  Douglas 
fir  forests,  to  meet  almost  any  demand  for  such  material  from 
any  portion  of  the  world. 

PRINCIPAL  STRUCTURAL  SPECIES. 

The  principal  species  used  for  structural  or  engineering 
purposes  in  the  United  States  fall  naturally  into  three  groups: 

1  Timbers  of  the  Southeast 

2  Timbers  of  the  Pacific  Coast 

3  Timbers  of  the  New  England  and  Lake  States 

TIMBERS  OF  THE  SOUTHEAST. 

The  Pines. 

For  the  past  20  years  the  southern  pines  have  furnished 
the  larger  part  of  the  timber  used  for  building  purposes  in  the 
United  States,  and  still  continue  to  supply  over  twice  as  much 
saw  timber  as  their  nearest  competitor,  Douglas  fir.      (See 
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Table  1.)  These  pines,  including  longleaf,  shortleaf,  loblolly, 
and  other  varieties  of  minor  importance,  such  as  Cuban  pine, 
spruce  pine,  and  pond  pine,  grow  principally  in  a  belt  from 
200  to  400  miles  wide  along  the  Atlantic  Coast  and  the  Qulf  of 
Mexico,  from  Virginia  to  Texas. 

Nomenclature. — Considerable  confusion  exists  in  regard,  to 
the  names  of  the  southern  pines.  Specifications  of  engineers, 
architects,  and  builders  often  call  for  southern  pine,  and  allow 
any  or  all  of  the  pines  in  question.  A  list  of  the  botanical,  and 
some  of  the  common,  names  of  the  three  principal  southern 
pines  is  given  in  Table  4  of  the  Appendix. 

Commercially,  the  southern  pines  are  often  divided  into 
two  classes,  called  ** Select  Structural*'  and  **No.  1  Structural", 
or  ''Select*'  and  "Merchantable",  or  ''Grade  I"  and  "Grade 
II",  or  "Longleaf"  and  "Shortleaf",  etc.  These  class  names 
are  descriptive  of  quality;  Grade  I  material  is  intended  to  in- 
clude heavy  sticks  with  few  defects,  without  reference  to  their 
botanical  classification ;  and  Grade  II  material,  to  include  tim- 
ber of  an  intermediate  quality.  Most  of  the  timber  classed  in 
Grade  I  is  true  longleaf,  although  clear,  heavy  sticks  of  short- 
leaf  and  loblolly  not  infrequently  fall  in  this  grade. 

The  botanical  characteristics  which  will  enable  the  three 
principal  southern  pines  to  be  distinguished  in  the  field  are 
given  in  Table  5  of  the  Appendix. 

Distribution. — ^Longleaf,  shortleaf,  and  loblolly  pine  trees 
do  not,  as  a  rule,  exceed  30  inches  in  diameter  and  100  feet  in 
height.  Logs  cut  from  the  southern  pines  average  below  20 
inches  in  diameter  at  the  top. 

Longleaf  pine  commonly  grows  in  pure  stands  of  wide 
extent,  to  the  almost  complete  exclusion  of  other  species.  It 
occurs  principally  in  a  belt  200  miles  wide  in  the  lower  part 
of  the  Southern  States  which  border  upon  the  Atlantic  Ocean 
and  the  Gulf  of  Mexico.  Longleaf  attains  a  diameter  of  16  in- 
ches breast-high,  with  a  height  of  about  100  feet,  in  from  one 
hundred  and  ten  to  one  hundred  and  forty  years. 

Shortleaf  pine  is  a  tree  of  the  plains  and  foothills ;  in  the 
South  it  rarely  grows  above  an  altitude  of  2,500  feet,  and  in 
the  northern  portion  of  its  range,  not  above  1,000  feet.  East  of 
the  Mississippi  River  the  tree  appears  scattered  among  the 
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hardwoods;  while  west  of  the  Misgissippi  it  forms  large  for- 
ests  on  the  table-lands  of  the  hill  country,  especially  in  Arkan< 
saa,  northern  Louisiana,  and  Missouri.  Under  favorable  con- 
ditions, shortleaf  reaches  a  diameter  of  16  inches  breast-high 
and  a  height  of  about  85  feet  at  an  average  age  of  one:  hundred 
and  ten  years. 

Loblolly  pine  has  taken  a  most  prominent  part  in  the  re- 
newal of  the  forests  of  the  southern  Atlantic  States,  on  lands 
which  were  once  cleared.    It  grows  rapidly  when  young  and 


rig.   3.      Lomlut  Pin*    (Flniu  PilDitili). 

does  not  demand  so  much  direct  sunlight  as  the  other  southern 
pines.  East  of  the  Mississippi,  loblolly  pine  frequents  the  low 
pine  barrens  and  their  swampy  borders,  and  farther  back  from 
the  coast  is  found  on  the  table-lands  of  northern  Mississippi, 
Alabama,  Georgia,  and  South  Carolina.  West  of  the  Mississippi 
there  are  heavily  timbered  areas  of  loblolly  in  Arkansas,  Lou- 
isiana, and  Texas  as  far  as  the  Colorado  River.  LobloUy  pine 
reaches  a  diameter  of  16  inches  breast-high  and  a  height  of 
about  90  feet  in  from  forty  to  ninety-five  years.     Trees  twenty 
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years  old  average  about  45  feet  in  height  and  from  1  to  6  inches 
in  diameter  breast-high. 

The  ranges  of  the  three  principal  southern  pines  are  shown 
on  diagram  maps  in  Figures  3,  4  and  5. 

Oharacteristios  of  Wood. — The  wood  of  all  the  southern 
pines  is  much  alike  in  appearance.  The  sapwood  and  heart- 
wood  are  distinctly  marked,  the  sapwood  being  yellowish  white 


BborUMf  Fins   (Plnm  EcblniM). 


and  the  heartwood  reddish  brown.  The  heartwood  of  old  logs 
is  generally  heavier  than  the  sapwood  on  account  of  more  sum- 
merwood  being  formed  when  the  tree  was  comparatively  vigor- 
ous. The  layers  of  growth,  or  auDual  rings,  show  distinctly  in 
the  wood  of  these  pines  and  the  width  of  the  annual  rings  gen- 
erally varies  with  the  age  period  of  the  tree,  being  greatest  in 
early  life  and  least  in  the  sapwood  of  mature  trees.  The  alter- 
nating bands  of  dark  summerwood  and  lighter  colored  spring- 
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wood  are  distinct  in  the  southern  pines.  The  physical  charac- 
teristics of  the  three  principal  southern  pines  are  given  in  Table 
6  of  the  Appendix. 

UtUization. — Longle&f  pine  is  an  excellent  structural  tim- 
ber, and  finds  a  wide  use  in  bridge,  trestle,  warehouse,  and  fac- 
tory construction  in  the  form  of  dimension  timbers,  posts,  piles, 
and  joists.    In  the  building  of  railroad  cars,  longleaf  has  been 


Tig.  S.     Loblaltr  PUn   (Plmu  Ta*da). 

largely  used  on  account  of  its  strength  and  stiffiaess.  It  is  abo 
employed  to  a  large  extent  for  flooring,  on  account  of  its  hard- 
ness and  wearing  qualities.  Longleaf  furnishes  a  very  satis- 
factory material  for  paving  blocks,  and  in  the  United  States  is 
largely  used  where  wood  is  employed  as  a  paving  material. 

Shortleaf  and  loblolly  are  used  principally  for  building 
lumber,  such  as  interior  finish,  flooring,  ceiling,  frames  and 
sashes,  wainscoting,  weatherboarding,  joists,  lath,  and  shingles ; 
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for  boxes  and  packages,  in  the  form  of  boards  and  veneers,  and 
in  cooperage  for  the  manufacture  of  slack  barrels.  Shortleaf 
and  loblolly  are  also  used  to  some  extent  for  construction  pur- 
poses, in  bridge  and  trestle  work,  and  heavy  building  opera- 
tions. The  use  of  preservative  processes,  by  which  the  timber 
under  treatment  is  impregnated  to  a  certain  depth  with  an 
antiseptic  liquid,  usually  creosote  oil,  which  prevents  or  re- 
tards decay,  has  increased  the  use  of  shortleaf  and  loblolly  for 
structural  purposes. 

Many  of  the  mills  manufacturing  southern  pine  lumber  are 
located  near  the  coast,  where  their  wharves  are  directly  acces- 
sible to  lumber  schooners  and,  oftentimes,  can  be  reached  by 
ocean  steamers.  In  this  way  a  large  amount  of  lumber  is 
shipped  to  the  northern  markets  and  also  abroad.  The  inland 
mills  ship  north  or  west  by  rail,  or  to  the  nearest  coast  shipping 
point  for  foreign  trade.  The  principal  northern  coast  markets, 
such  as  Baltimore,  Philadelphia,  and  New  York,  are  supplied 
with  southern  pine  rough  lumber  almost  entirely  by  cargo  ship- 
ments from  Norfolk,  Charleston,  Savannah,  Jacksonville,  Pen- 
sacola.  Mobile,  and  New  Orleans.  Dressed  stock  is  shipped  by 
rail,  and  the  railroads  supply  all  southern  pine  lumber  to  the 
large  northern  inland  markets,  such  as  Chicago,  Buffalo,  Cin- 
cinnati, Pittsburgh,  St.  Louis,  and  Kansas  City.  These  ship- 
ments are  collected  from  various  points  convenient  to  localities 
where  mills  happen  to  be  operating.  Port  Arthur  and  Galves- 
ton are  also  important  lumber  markets,  especially  as  shipping 
points  to  foreign  countries. 
Cypress. 

The  amount  of  standing  cypress  (Taxodium  distichum) 
in  the  United  States  is  estimated  at  about  40,000,000,000  feet. 
The  cut  has  been  steadily  increasing  and  in  1913  was  slightly 
over  1,000,000,000  feet.  On  account  of  the  slow  growth  of 
cypress  and  its  scanty  reproduction,  the  prospects  for  a  long 
continued  supply  of  this  wood  are  not  bright. 

The  name,  bald  cypress,  is  sometimes  used,  due  to  the  tree 
losing  its  foliage  in  winter.  The  terms,  white,  red,  yellow,  and 
black  cypress  are  frequently  employed  to  indicate  some  special 
or  desirable  property  in  the  wood  from  certain  localities,  and 
have  led  to  much  confusion. 
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Cypress  ^ows  in  commercial  quantities  aloog  the  Atlantic 
Coast  and  Oulf  of  Mexico  from  Maryland  to  Texas,  and  in  the 
Mississippi  Valley  as  far  north  as  the  junction  of  the  Mississippi 
and  Ohio  Rivers.  Throughout  its  range,  it  occupies  parts  of 
swamps  and  creek  bottoms  and  the  deltas  of  rivers.  The  geo- 
graphical range  of  cypress  is  shown  in  Fig.  6. 

On  fertile  lands,  cypress  attains  large  dimensions,  gener- 
ally a  height  of  over  100  feet  and  a  diameter  of  more  than  4 
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feet  above  the  swell  or  bottle  butt.  An  age  of  500  years  is  not 
at  all  uncommon.    On  poor  soils,  the  trees  are  much  smaller. 

The  wood  of  cypress  is  rather  dark  in  color,  fine-grained, 
and  with  narrow  rings  (slow  growth)  sharply  defined.  The 
sapwood  is  from  %  to  4  inches  wide  and  lighter  in  color  than 
the  heartwood.  The  heartwood  is  especially  noted  for  its 
durability. 

Cypress  is  cheaper  than  high  grade  white  pine  and  dearer 
than  high  grade  southern  yellow  pine.  It  can  be  had  in  large 
dimensions  free  of  knots  and  defects. 
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It  is  not  SO  easily  kiln-dried  as  the  pines  and  requires  a 
longer  drying  period. 

Cypress  is  used  largely  for  sash  and  door  work  and  ex- 
terior house  construction.  Also  for  tanks  and  silos,  and  in  fact 
for  all  purposes  where  it  is  exposed  to  the  weather  or  to  the 
action  of  water. 

TIMBERS  OF  THE  PACIFIC  COAST. 

Douglas  Fir. 

Douglas  fir  (Pseudotsugu  taxifolia)  is  one  of  the  most  im- 
portant of  American  woods.  In  point  of  production  it  ranks 
second  to  the  southern  pines,  which,  however,  are  made  up  of 
several  species.  Estimates  place  the  available  supply  at  over 
500  billion  feet  board  measure — a  much  greater  amount  than 
for  any  other  species  grown  in  the  United  States.  The  center 
of  lumber  production,  which  is  now  in  the  Southeast,  will  doubt- 
less shift  to  the  Northwest  as  the  southern  pine  forests  become 
more  and  more  depleted,  making  Douglas  fir  the  principal 
lumber  tree  of  the  country. 

Douglas  fir  is  known  by  various  names  in  different  sections 
of  the  country.  The  most  commoji  names  and  the  States  in 
which  they  are  used  are : 

Douglas  fir  (Utah,  Oregon,  Colorado,  Washington). 
Red    fir    (Oregon,    Washington,    Idaho,    Utah,    Montana, 
Colorado). 

Douglas  spruce  (California,  Colorado,  Montana). 

Yellow  fir  (Oregon,  Montana,  Idaho,  Washington). 

Spruce  (Montana,  California). 

Oregon  pine  (California,  Washington,  Oregon). 

Fir  (Montana). 

Puget  Sound  pine  (Washington). 

The  name  Douglas  fir  has  been  adopted  by  the  Forest  Ser- 
vice and  by  various  trade  and  technical  associations,  and  is 
coming  into  general  commercial  use. 

The  geographical  range  of  Douglas  fir  is  shown  in  Figure 
7.  Douglas  fir  is  most  abundant  and  attains  its  largest  size  not 
far  above  sea  level  in  southern  British  Columbia  and  in  the 
region  between  the  coast  of  Washington  and  Oregon  and  the 
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western  foothills  of  the  Cascade  Mountaics.  Here,  large  trees 
crowded  close  together  reach  a  height  of  from  200  to  300  feet, 
forming,  either  alone  or  mixed  with  western  hemlock,  very 
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dense  forests  that  yield  from  35,000  to  60,000  board  feet  per 
acre,  and  sometimes  as  much  as  100,000,  and  in  one  recorded 
instance,  500,000*  feet. 

*  TronmctionB  of  the  Boyol  English  Arboricultoral  8oc.,  Vol.   VI, 
p.  228. 
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In  the  eastern  part  of  its  range  in  the  Rocky  Mountain 
region,  where  the  rainfall  is  not  abundant  and  where  extremes 
of  climate  occur,  the  trees  are  much  smaller,  rarely  over  lYz 
feet  in  diameter  and  90  feet  high.  In  this  section  the  stand 
ranges  from  2000  to  8000  board  feet  per  acre. 

The  spring  and  summerwood  in  the  annual  rings  vary 
greatly  in  density.  The  spring  growth  is  soft  and  spongy  and 
almost  white,  while  the  summerwood  is  hard  and  flinty  and 
very  dark.  The  number  of  rings  per  inch  may  vary  from  as 
few  as  four  or  five  to  as  many  as  forty-five. 

Douglas  fir  is  extensively  used  in  the  building  trades;  by 
the  railroads  in  the  form  of  ties,  piling,  car  and  bridge  material; 
and  by  many  of  the  manufacturing  industries  of  the  country. 
It  is  an  excellent  structural  material  and  is  probably  most 
widely  known  in  this  capacity.  The  large,  straight,  clear 
trunks  of  Douglas  fir  make  it  possible  to  supply  very  large 
timbers  of  high  quality.  Pieces  2  feet  by  2  feet  in  section  and 
100  feet  long  can  readily  be  supplied  by  mills  equipped  to 
handle  such  lengths. 

Douglas  fir  is  shipped  all  over  the  United  States,  except 
to  the  Southeast;  and  in  the  Mississippi  Valley  and  eastward 
comes  into  sharp  competition  with  southern  yellow  pine.  Large 
amounts  are  exported  and  the  Panama  Canal  will  probably  ex- 
tend the  markets  for  this  species  still  further. 

Western  Hemlock. 

Western  hemlock  (Tsuga  heterophylla)  has  often  been 
considered  as  an  inferior  wood,  especially  in  localities  where 
it  is  not  well  known.  The  results  of  recent  investigations  of  its 
properties  show  this  prejudice  to  be  unfounded  and  that  it  de- 
serves a  place  as  an  important  western  wood. 

Western  hemlock  is  known  under  a  variety  of  names  in 
different  localities.  It  is  often  given  a  fictitious  name  for  the 
purpose  of  assisting  in  marketing  the  lumber.  Certain  com- 
mercial organizations,  however,  are  beginning  to  place  hemlock 
on  the  market  under  its  own  name.  The  common  names  in  use 
are  hemlock,  western  hemlock,  hemlock  spruce,  western  hem- 
lock spruce,  western  hemlock  fir.  Prince  Albert  fir,  gray  fir, 
silver  fir,  and  Alaska  pine.  The  names  gray  fir  and  Alaska  pine 
are  favorite  ones  among  lumbermen  of  the  Pacific  Northwest, 


STRUCTURAL  TIMBER  IN  THE   UNITED  STATES 


15 


while  in  England,  western  hemlock  fir  and  Prince  Albert  fir 
are  nsed. 

Western  hemlock  is  found  along  the  Pacific  Coast  from 
Alaska  to  northern  California,  and  as  far  inland  as  British 
Columbia,  northern  Idaho  and  northwestern  Montana.  See  Fig. 
8.  The  best  stands  are  found  in  the  coast  region  and  through  the 
Cascade  Mountains  at  an  elevation  of  from  1500  to  3500  feet.    In 


Fig.  8.     WetMm  Hemlock  (Traga  Heterophjlla) . 


the  State  of  Washington  western  hemlock  has  been  estimated  to 
form  approximately  13  percent  of  the  merchantable  timber. 

Mature  trees  reach  a  diameter  of  from  2  to  5  feet  and 
attain  a  height  of  from  125  to  150  feet.  Exceptional  trees  have 
measured  8  feet  in  diameter  and  250  feet  in  height. 

The  heartwood  of  western  hemlock  is  almost  white.  The 
yellowish  white  sapwood  forms  a  very  small  proportion  of  the 
trunk  and  is  generally  not  over  one  inch  in  thickness.    The 
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green  wood  has  a  diistinctly  sour  odor,  which  is  not  present  in 
seasoned  material.  •  The  lumber  is  often  mixed  with  Douglas 
fir  and  sold  and  used  for  the  same  purposes. 

Western  hemlock  is  suitable  for  all  but  the  heaviest  con- 
struction work.  It  has  a  limited  use  in  bridge  and  trestle  build- 
ing and  has  been  employed  in  caisson  construction.  In  house 
construction  it  is  used  a  great  deal  as  a  framing  material.  For 
this  class  of  work  it  is  satisfactory,  and,  locally,  brings  the 


Fig.  9.     Redwood   (Sequoia  Sempervlrens) . 

same  prices  as  Douglas  fir.  Western  hemlock  dimension  stock 
in  cargo  shipments  commands  a  lower  price  than  Douglas  fir. 
Redwood. 

Redwood  (Sequoia  sempervirens)  grows  on  the  California 
Coast  in  a  strip  extending  inland  from  10  to  30  miles  and  ex- 
tending from  the  northern  border  of  the  State  southward  to  a 
little  below  Monterey. 

Redwood  is  sometimes  confused  with  the  ''bigtree" 
(Sequoia  washingtoniana) ,  a  timber  of  similar  color  but  softer 
in  texture,  noted  for  its  great  size  and  age.     The  **bigtree", 
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however,  is  logged  only  in  small  quantities.  Mature  redwood 
trees  attain  an  age  of  from  500  to  800  years,  much  less  than 
the  age  reached  by  the  **bigtree".  The  average  trunk  is  from 
6  to  10  feet  in  diameter.  Trees  20  feet  in  diameter  and  300 
feet  or  more  in  height  have  been  measured. 

The  heartwood  varies  in  color  from  a  light  cherry  to  a  dark 
mahogany.  The  narrow  sapwood  is  almost  white.  The  number 
of  annual  rings  on  a  cross-section  of  redwood  may  vary  from 
10  to  50  in  an  inch.  The  bark  is  reddish  brown  and  very 
fibrous. 

Redwood  is  used  for  all  kinds  of  construction  and  finish- 
ing purposes,  for  ties,  shingles,  paving  blocks,  telegraph  poles, 
and  tank  and  pipe  staves.  The  lasting  qualities  of  redwood 
make  it  especially  suitable  for  building  construction  when  the 
conditions  are  favorable  to  decay. 

Some  60  or  70  California  mills  turn  out  the  entire  cut  of 
redwood.  The  principal  distributing  points  for  redwood  are 
San  Francisco  and  Eureka,  for  both  rail  and  water  shipments. 
In  addition  to  the  redwood  lumber  distributed  throughout  the 
United  States,  large  quantities  are  exported  to  Australia,  South 
and  Central  America,  Mexico,  Europe,  Africa,  and  the  Hawaiian 
Islands. 
Western  Larch. 

Western  larch  (Larix  occidentalis)  is,  at  present,  but  little 
used  as  a  structural  material  and  knowledge  of  its  properties 
is  limited.  The  wood  is  more  commonly  known  as  larch  or 
tamarack  in  the  region  of  its  growth. 

Western  larch  grows  throughout  the  basin  of  the  Columbia 
River  from  southern  British  Columbia  and  the  western  slope 
of  the  Continental  Divide  in  Montana  to  the  eastern  slope  of 
the  Cascade  Mountains  in  Oregon.  The  best  stands  of  larch 
timber  are  found  in  northern  Idaho,  northeastern  Washington, 
and  northwestern  Montana.  Western  larch  generally  occurs 
mixed  with  other  species.    Its  range  is  shown  in  Fig.  10. 

The  annual  rings  show  a  distinct  dark  and  light-colored 
band.  In  material  tested  by  the  Forest  Service  the  number  of 
rings  per  radial  inch  varied  from  11  to  60.  The  heartwood  is 
reddish  brown  in  color  and  the  sapwood  yellowish  white.  The 
latter  runs  from  one-half  to  one  and  one-half  inches  in  thick- 
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ness  for  trees  up  to  3  feet  in  diameter.  Knots  are  generally 
sound  and  not  over  one  and  one-half  inches  in  diameter.  They 
are  common  and  frequently  occur  in  groups  or  clusters.  West- 
ern larch  is  subject  to  ring  shakes  and  trees  are  frequently 
butted  to  get  rid  of  such  material. 

Western  larch  is  a  hard,  heavy  wood,  having  many  of  the 
qualities  of  Douglas  fir  and  is  often  found  in  the  same  uses. 
It  is  used  to  some  extent  for  cross-ties  and  has  given  satisfac- 
tion.    Its  hardness,  fine  grain  and  pleasing  reddish  color  are 


Fig.  10.     Western  Larch   (Lariz  Ocddentalis) . 


making  it  more  and  more  popular  for  flooring  and  other  forms 
of  finish.  The  chief  use  of  western  larch  as  a  structural  wood 
is  in  local  railroad  and  mining  centers,  and  for  framing  in  the 
Northwestern  States.  Larch  is  not  as  strong  as  Douglas  fir, 
and,  considering  also  its  limited  supply,  will  have  no  such  im- 
portance as  fir  as  a  structural  timber.  As  the  grading  of  struc- 
tural woods  becomes  more  refined,  on  the  basis  of  funda- 
mental qualities,  larch  will  undoubtedly  have  its  markets 
extended. 
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Spokane  ia  the  principal  distributing  point  for  the  com- 
paratively small  amount  of  western  larch  that  is  shipped  for 
consumption  outside  the  region  of  growth. 
Western  Yellow  Pine. 

The  wide  range  and  large  supply  of  western  yellow  pine 
(Pinus  ponderosa),  and  the  fact  that  in  exteusiTe  regions  it  is 
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practically  the  only  timber,  give  it  a  very  important  place  as 
a  structural  timber. 

The  total  stand  of  western  yellow  pine  in  the  United  States, 
in  1909,  was  estimated  at  275  billion  feet  B.  M.  Douglas  fir 
was  the  only  species  that  was  given  a  greater  total.  The  stand 
of  the  three  southern  pines  taken  together  was  placed  at  one- 
third  more  than  western  yellow  pine. 

The  names  under  which  western  yellow  pine  goes  vary  with 
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the  locality;  among  them  are  bull  pine,  red  pine,  pitch  pine, 
western  pitch  pine,  western  pine,  and  California  white  pine. 

Few  trees  have  a  range  as  wide  as  that  of  western  yellow 
pine.  It  has  its  best  development  on  the  Pacific  Coast,  but  it 
covers  one-third  of  the  United  States.  It  is  cut  in  Arizona, 
California,  Colorado,  Idaho,  Montana,  Nevada,  New  Mexico, 
Oregon,  South  Dakota,  Utah,  Washington,  and  Wyoming. 

Mature  trees  reach  a  diameter  of  from  three  to  seven  feet 
and  a  height  of  from  100  to  200  feet.  The  heartwood  is  red- 
dish white  in  color,  and  the  thick  sapwood  is  almost  white. 
The  wood  of  western  yellow  pine  varies  widely  in  resin  con- 
tent, rate  of  growth,  and  color,  due  in  part  to  the  wide  range 
in  climate,  altitude,  and  soil  over  which  the  species  grows. 

Western  yellow  pine  has  furnished  a  large  part  of  the  ties 
and  bridge  and  trestle  timbers  for  railroad  building  in  the 
western  mountains  and  plateaus.  Its  uses  range  from  the 
coarsest  construction  to  the  making  of  patterns,  as  a  competitor 
of  white  pine.  It  is  used  largely  in  house  construction,  for 
flumes,  as  a  mine  timber,  and  for  bridge  work.  The  lumber  is 
widely  exported,  and  reaches  New  Zealand,  Australia,  England, 
Ireland,  Scotland,  the  continent  of  Europe,  and  elsewhere. 
Common  grades  of  lumber  are  shipped  as  far  east  as  the  Lake 
States,  and  the  higher  grades  to  the  Atlantic  Seaboard. 

Western  yellow  pine  is  a  softer  and  lighter  wood  than 
Douglas  fir  or  longleaf  southern  pine.  Western  yellow  pine  is 
not  primarily  a  structural  timber,  but  one  more  adapted  to 
shop  uses,  planing  mill  products  and  finish ;  and  because  of  its 
soft  texture,  white  color  and  non-resinous  character,  is  mar- 
keted largely  as  western  white  pine. 

TIMBERS  OF  NEW  ENGLAND  AND   THE  LAKE   STATES. 

Norway  Pine. 

Norway  pine  (Pinus  resinosa)  was  formerly  much  used  in 
construction  work,  but  as  the  northern  forests  have  become 
more  and  more  depleted  it  has  been  replaced  by  wood  from  the 
southern  forests  and  the  northwest.  The  species  is  still  used 
to  some  extent,  however,  in  the  Lake  States  for  structural 
purposes. 
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Norway  pine  is  also  known  as  red  pine,  hard  pine,  and 
Canadian  red  pine.  Its  commercial  range,  as  shown  in  Fig.  12, 
lies  in  Michigan,  MititieBota,  and  Wisconsin,  and  in  the  provinces 
of  Canada.  A  small  quantity  is  cut  in  New  York,  Pennsylvania, 
and  New  England. 

The  tree  attains  a  diameter  of  from  2  to  3  feet  and  a 
height  of  from  75  to  125  feet.  The  wood  has  a  rather  coarse 
grain,  and  is  somewhat  resinous,  lying  between  white  pine  and 
pitch  pine  in  this  respect.  In  color  the  heartwood  is  light  red 
and  the  sapwood  yellow  or  often  almost  white. 


Fig.   IS.     Norway  Fin*   (Flnni  BailnOM). 

The  wood  was  largely  used,  and  is  still  used,  both  in  this 
country  and  in  Canada  and  England,  for  masts,  spars,  piling, 
and  deck  plank.    It  is  used  in  car  construction,  including  sills 
and  frames. 
Tamarack. 

Tamarack  (Larix  laricina)  is  at  present  a  structural  tim- 
ber of  minor  importance  and  is  used  only  locally  in  the  North- 
em  States.  It  is  known  also  as  larch,  hackmatack,  American 
larch,  black  larch,  and  red  larch. 

Tamarack  has  the  widest  range  of  the  northeastern  coni- 
fers. It  has  its  approximate  southern  limit  in  northern  Penn- 
sylvania, Indiana,  and  Illinois,  and  extends  northward  to  the 
Arctic  circle  and  westward,   in  the   United   States,  to  central 
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Minnesota.  The  best  specimens  grow,  where  the  moisture  is 
not  excessive,  on  the  edge  of  swamps  and  along  the  banks  of 
sluggish  streams. 

The  average  diameter  of  tamarack  is  from  15  to  20  inches 
and  the  average  height  60  feet.  Forest-grown  trees  have  a 
clean,  straight  bole.  The  wood  resembles  Norway  pine.  The 
grain  is  rather  coarse.  Lumbermen  recognize  two  varieties  of 
tamarack,  the  red  and  the  white,  the  distinction  being  based 
on  the  color  of  the  heartwood,  which  varies  with  the  soil  and 
climate. 

The  wood  is  used  in  ship-building,  sometimes  in  the  form 


Ffg.  13.     TuntrMk  (Lkilz  Ii*rleliia>. 

of  knees,  and  also  for  spars  and  masts,  and  for  ties,  and  tele- 
graph poles. 
Bed  and  WMto  Spmce. 

The  wood  of  red  and  white  spruce  fPicea  rubens  and  Picea 
canadensis)  is  very  similar  in  appearance  and  properties,  and 
the  two  are  commonly  considered  simply  as  "spruce",  as  far  as 
their  use  for  structural  purposes  is  concerned. 

Red  spruce  has  a  reddish-brown  bark,  and  white  spruce,  a 
light  grayish  bark.  In  both,  the  needle-shaped  leaves  are  set 
thickly  on  the  branches.  The  cones  of  white  spmce  are  about 
2  inches  long  and  those  of  red  spruce  slightly  shorter. 

Red  spruce  grows  in  New  England,  Michigan,  Wisconsin, 
Minnesota,  North  and  South  Dakota  and  Montana,  and  practi- 
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cally  throughout  the  whole  of  Canada  and  Alaska,  except  near 
the  west  coast. 

White  spruce  has  a  more  limited  range.  It  extends  from 
New  England,  through  New  York,  Pennsylvania,  and  West 
Virginia,  to  eastern  Tennessee. 

The  wood  of  both  spruces  is  dull  white,  sometimes  tinged 


Fig.  14.     Bed  Spmoe   (Picea  Babena). 

with  yellow  or  red.  The  sapwood  is  not  distinctly  marked.  The 
summerwood  rings  are  more  clearly  marked  in  the  red  spruce. 
Red  and  white  spruce  are  used  in  New  England,  and  to  a 
less  extent  elsewhere,  for  joists  and  small  forms  of  structural 
timber.  These  species  have  a  high  value  for  paper  pulp  and 
will,  doubtless,  never  be  of  more  than  local  importance  as  struc- 
ttu'al  material. 
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Eastern  Hemlock. 

The  output  of  hemlock  (Tsuga  canadensis)  has  been  declin- 
ing for  several  years,  due  to  the  lessening  supply  of  the  timber. 
The  cut  in  1912  was  29  percent  less  than  in  1899.  The  tree  is 
sometimes  called  "hemlock  spruce",  and  sometimes  simply 
"spruce",  in  Pennsylvania,  Delaware  and  the  southern  parts 
of  its  range. 

The  commercial  stands  of  eastern  hemlock  are  found,  prin- 


Fig.  IS.     Eutarn  Hemlock  (Tnita  euudsuali), 

cipally,  in  "Wisconsin,  Michigan,  West  Virginia,  Pennsylvania, 
New  York,  and  New  England.  It  has  been  estimated  that  Wis- 
consin and  Michigan  contain  half  of  the  present  supply. 

The  wood  is  reddish  brown  in  color.  The  sapwood  is  dif- 
ficult to  distinguish  from  the  heartwood.  The  annual  rings  are 
distinct. 

About  two  thirds  of  the  hemlock  timber  cut  in  the  United 
States  is  used  in  its  rough  form  for  joists,  rafters,  boxes,  con- 
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Crete  forms,  construction  lumber,  etc.  The  remainder  la  further 
maniifaetured  into  finished  products  before  reaching  the 
market. 

The  markets  recognize  Lake  States  hemlock  and  Eastern 
States  hemlock.  Generally  the  two  classes  do  not  go  on  the 
same  markets. 


Oak. 

Oak  is  still  used  in  large  amounts  for  construction  pur- 
poses, especially  railroad  ties,  although  the  increasing  cost  of 
the  timber  in  dimension  sizes,  due  to  its  special  fitness  for 
veneer,  furniture,  and  finish,  is  making  the  use  of  oak  as  a  con- 
struction timber  more  and  more  local. 

Over  50  different  species  of  oak  grow  in  the  United  States. 
The  range  of  the  principal  commercial  species  is  shown  in 
Figure  17.    The  lai^est  stands  are  located  in  the  southern  Appa- 
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lachian  region.  Tennesseie,  Kentucky,  and  West  Virginia  were 
the  largest  contributors  of  oak  timber  in  1912. 

The  wood  of  the  oaks  is  generally  considered,  commercially, 
as  either  ** white  oak"  or  *'red  oak".  White  oak  generally  in- 
cludes the  species  with  comparatively  dense  wood  and  light 
color  and  with  the  pores  in  the  wood  closed ;  and  red  oak,  the 
species  of  lighter  weight  and,  frequently,  reddish  color  and 
with  numerous  open  pores,  which  render  the  wood  unsuitable 
for  the  manufacture  of  liquid  containers  and  make  it  more 
susceptible  to  decay. 

Oak  is  used  largely  in  vehicle  construction  and  for  framing 
where  strength  is  required.  In  the  regions  of  its  growth,  it  is 
employed  in  bridge  construction  as  stringers,  posts,  and  floor- 
ing, for  piling,  and  for  car  sills  and  bolsters. 

PACTOBS  AFFECTING  THE  VALUE  OF  STRUCTURAL  TIMBER. 

Until  recent  years,  large  quantities  of  high-grade  timber 
suitable  for  engineering  construction  were  available  in  the 
United  States.  But  little  necessity  was  felt  for  economy  in 
sizes  or  careful  quality  grading.  Engineers  and  builders  de- 
manded and  received  structural  timber  of  the  highest  quality. 
There  was  an  ample  supply  in  the  forests  to  cut  from,  and  tim- 
ber of  questionable  quality  was  left.  Years  of  heavy  cutting 
in  the  finest  stands  of  structural  timber,  naturally,  have  had 
their  effect,  and  in  many  localities  it  is  now  somewhat  difficult 
to  obtain  shipments  of  the  highest  quality  material.  The  prac- 
tice of  cutting  timber  of  an  intermediate  or  poor  quality  into 
structural  material,  as  well  as  high-class  timber,  and  the  grow- 
ing tendency  to  place  these  timbers  of  various  qualities  on  the 
market  has  made  the  question  of  grading  rules  and  methods  of 
inspection  of  increasing  importance.  The  purpose  of  such  rules 
is  to  separate  structural  timbers  into  classes  in  such  a  way  that 
the  material  in  any  one  class  will  be  of  approximately  uniform 
quality.  Grading  rules  must  be  based  on  test  data  and  a  knowl- 
edge of  the*  requirements  of  the  trade  and  the  ability  of  the 
producer  to  meet  these  requirements. 

The  two  qualities  of  greatest  value  in  the  wood  of  struc- 
tural timber  are  strength  and  durability.    In  order  properly 
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to  select  material  for  a  given  use,  a  knowledge  of  the  influence 
of  the  various  physical  characteristics  of  timber  on  its  strength 
and  durability  becomes  necessary.  The  characteristics  which 
may  be  considered  in  judging  the  properties  of  timber  are  den- 
sity of  wood,  direction  of  grain,  moisture  condition,  proportion 
of  sapwood,  and,  in  addition,  defects,  such  as  knots,  checks,  and 
shakes. 
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Density. 

The  strength,  hardness,  shock-resisting  ability,  and  stiff- 
ness of  wood  vary  with  its  weight  in  small,  clear,  straight- 
grained  pieces  of  the  same  moisture  content.  The  relation  of 
bending  strength  to  dry  weight  for  a  single  species  (longleaf 
pine)  is  shown  in  Figure  18.  The  same  relation  is  shown  for  113 
different  species  in  Figure  19.  From  these  figures  it  will  be  seen 
that  as  the  weight  increases  the  strength  increases,  both  in  the 


SPICIfIC  siiavitV 
RELATION  BETWEEN  BENDING  STRENGTH  AND  PR 

Fig.  19. 
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case  of  pieces  all  cut  from  the  same  kind  of  wood  and  in  the 
case  of  average  values  of  many  different  kinds  of  wood.    What, 
then,  is  needed  is  some  means  of  estimating  density  from  a 
visual  inspection.     Wood  is  made  up  of  concentric  rings  of 
growth.    Each  ring  consists  of  two  parts,  springwood  and  sum- 
merivood.     The  springwood,  as  its  name  indicates,  is  formed 
first,  and  in  the  woods  commonly  used  for  structural  purposes 
is  the  lighter  colored,  softer  part  of  the  ring.     The  summer- 
wood  is  built  up  later  in  the  season  and  is  darker  and  heavier 
than  the  springwood.     (Fig.  20.)     In  certain  woods,  the  change 
from    springwood    to    summerwood    is    distinctly    marked,    so 
that  the  proportion  of  summerwood  in  an  annual  ring  or  in  a 
cross-section  can  be  closely  estimated.     (Fig.  21.)     Summerwood 
is  considerably  heavier  than  springwood..    A  number  of  tests 
on  small  pieces  of  summerwood  and  springwood  cut  from  wide- 
ringed  loblolly  pine  showed  a  density  and  strength  about  twice 
as  great  in  the  summerwood  as  in  the  springwood.     The  pro- 
portion of  summerwood  in  a  cross-section  of  a  stick,  therefore, 
becomes  a  means  of  estimating  its  density  and  strength.      It 
should  be  remembered  that  density  is  the  basic  factor  govern- 
ing strength  and  that  the  proportion  of  summerwood  as  a  sat- 
isfactory indicator  of  strength  is  dependent  on  the  difference  in 
density  of  the  two  parts  of  the  annual  ring  and  on  the  closeness 
with  which  these  parts  can  be  differentiated. 

It  is  to  be  regretted  that  very  little  data  are  available  in 
regard  to  the  influence  of  density  on  durability  in  the  case  of 
any  one  species.  The  heavier  species  are  not  necessarily  the 
most  durable,  since  isome  of  the  lightest  woods,  as  cedar,  red- 
wood, and  cypress,  have  excellent  lasting  properties,  while 
some  of  the  heavier  hardwoods,  as  hickory  and  red  oak,  are 
notably  less  decay-resisting.  On  the  other  hand,  the  lighter 
woods,  basswood  and  cottonwood,  are  not  durable,  while  the 
heavy  woods,  osage  orange  and  locust,  are  durable. 

As  to  the  resin  content  of  the  pines  being  a  means  of  judg- 
ing their  durability,  there  are  apparently  little  data  available 
on  this  point  also.  While  the  toxic  properties  of  resin  appear 
to  be  very  low,  the  presence  of  resin  in  wood  keeps  out  moisture 
and  air,  and  in  this  way  it  acts  as  a  preservative.  It  is  quite  a 
common  occurrence  to  find  lying  in  the  woods  pine  logs  which 
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rig.  20.    PbotoBlcrogiaph  of  Donalu  TU. 
Note  porous  ipringwood   ind  denier  lummerwood. 

at  first  sight  are  apparently  in  a  fair  state  of  preservation,  but 
on  examination  the  sap  is  found  to  be  entirely  decayed,  the 
only  portions  remaining  sound  being  such  parts  of  the  heart 
as  are  permeated  with  resin.     It  is  also  a  well  known  fact  that 
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fence  posts  chosen  from  pitchy  material  last  longer  than  simi- 
lar posts  from  wood  with  a  small  pitch  content.  It  seems  rea- 
sonable, therefore,  to  consider  that  a  high  percent  of  resin  is 
favorable  to  durability. 


Tls-  SI.     Oioii  BeeUoD  of  LoUollr  PUM  B»Di». 

Note  dlSarant  praportiona  ol  ■Dmmerwood. 

Direction  of  Orain. 

By  grain  is  commonly  meant  the  lines  formed  by  cutting 
the  rings  of  annual  growth.  If  a  stick  is  sawed  from  a  log  in 
such  a  way  that  these  lines  run  diagonally  across  the  stick  in- 
stead of  parallel  to  the  edges,  the  load  that  it  will  carry  as  a 
beam  will  be  considerably  reduced,  and,  moreover,  failure  will 
be  more  complete  when  it  occurs. 
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There  is,  however,  another  kind  of  cross-grain,  known  as 
spiral  grain,  which  is  more  difficult  to  detect  than  that  jnst  de- 
scribed^ but  which  also  weakens  the  timber  and  may  eanse  com- 
plete failure.  The  wood  of  the  conifers  may  be  considered  as  baUt 
np  mainly  of  elongated  cells  running  lengthwise  with  the  trunk, 
with  a  much  smaller  proportion  of  cells  in  small  bundles  located 
at  right  angles  to  them  and  lying  radially.  These  groups  or 
bundles  of  cells  are  termed  pith  rays.  Their  cross-sections 
appear  on  a  magnified  tangential  or  flat-grained  face  of  timber 
as  figures  tapering  on  each  end,  with  the  long  axis  vertical,  and 
on  a  radial  section  as  light-colored  bands.  In  oak,  as  an  example, 
the  pith  rays  are  very  much  in  evidence,  and  form  the  figures 
in  quartered  material.  In  the  conifers,  however,  the  pith  rays 
are  not  generally  noticeable.  Not  infrequently  the  cells  of 
which  a  tree  is  built  up  follow  a  spiral  course  around  the  pith 
instead  of  lying  vertically.  In  such  trees  the  cross-sections  of 
the  pith  rays  are  also  inclined  or  lie  diagonally  and  form  an 
indication  of  spiral  grain.  It  is  quite  possible  for  a  piece  to  be 
straight-grained,  so  far  as  the  annual  rings  are  concerned,  and 
still  to  have  a  spiral  grain.  Spiral  grain  is  often  indicated  in 
seasoned  material  by  the  diagonal  direction  of  fine  surface 
checks  which  occur  at  the  pith  rays.  Splitting  a  block  of  wood 
will  show  whether  or  not  it  has  spiral  grain. 

Moisture. 

While  the  effect  of  moisture  on  strength  is  very  marked  in 
small  clear  pieces  of  wood  (Fig.  19),  it  is  much  less  in  evidence 
in  large  pieces.  Under  the  present  methods  of  seasoning  struct- 
ural material,  any  increase  in  the  strength  of  the  wood  fiber  is 
commonly  offset  by  the  checks  and  shakes  induced  in  the  proc- 
ess, so  that  the  strength  of  large  beams,  on  the  average,  is 
increased  little,  if  any,  over  that  of  the  green  sticks.  The  moist- 
ure condition  of  structural  material  from  a  durability  stand- 
point is,  however,  an  important  consideration,  especially  in 
cases  where  the  beams  are  to  be  placed  in  a  poorly  ventilated 
location.  Under  such  conditions,  careful  seasoning  becomes 
necessary  if  even  a  reasonable  life  is  to  be  expected,  and  it  is 
highly  probable  that  preservative  treatment  will  be  found  desir- 
able.   Green  timber  is  also  liable  to  shrinkage  or  distortion. 
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Sapwood. 

The  proportion  of  sapwood  in  a  stick  of  timber  has  no 
bearing  on  its  strength.  If  a  tree  is  cut  at  a  time  when  it  is  put- 
ting on  its  densest  wood,  pieces  cut  from  the  sapwood  will  be 
the  stronger.  If,  on  the  other  hand,  it  is  cut  when  mature,  so 
that  the  densest  wood  has  changed  to  heartwood,  then  pieces 
cut  from  the  heartwood  will  be  the  stronger.  Sapwood  is,  how^ 
ever,  notably  less  durable  than  heartwood,  and,  generally,  only 
a  small  proportion  of  sapwood  is  allowed  in  the  highest  class 
structural  timber.    If  the  timber  is  to  be  treated  with  a  pre- 
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servative,  the  presence  of  sapwood  is  not  considered  so  detri- 
mental, as  it  is  easier  to  treat  than  heartwood. 
Defects. 

Knots,  checks,  and  shakes  are  the  most  common  kind  of 
defects  affecting  strength.  In  timber  for  use  as  beams,  the 
influence  of  knots  on  strength  is  largely  a  matter  of  location* 
Figure  22  shows  a  method  of  dividing  a  beam  into  three  volumes 
with  reference  to  the  location  of  knots.  Numerous  tests  have 
shown  that  knots  occurring  in  Volume  1,  which  occupies  the 
lower  quarter  of  the  central  half  of  the  beam,  have  considerably 
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more  weakening  eflfeet  than  similar  knots  occurring  in  other 
volumes.  Loose  or  rotten  knots  are,  of  course,  more  harmful 
than  those  closely  knit  with  the  surrounding  wood.  A  compara- 
tively small  knot  situated  near  enough  the  lower  edge  of  a  beam 
to  turn  the  grain  off  is  more  harmful  than  a  larger  knot  so 
placed  as  to  allow  the  grain  to  be  continuous  in  passing.  In 
some  cases,  knots  near  the  neutral  plane  may  act  as  pins  and 
tend  to  strengthen  a  beam  against  failure  in  longitudinal  shear. 
In  a  series  of  tests  on  loblolly  pine  beams,  those  with  knots  in 
Volume  1  had  about  75  per  cent  of  the  strength  of  sticks  with 
knots  in  the  remaining  portions. 

Checks  are  caused  by  the  stresses  set  up  in  seasoning. 
Structural  timber  in  large  sizes  is  difl&cult  to  season  without 
more  or  less  checking,  even  under  favorable  conditions;  fre- 
quently it  is  so  exposed  as  to  cause  the  surface  to  dry  much 
more  rapidly  than  moisture  can  be  transmitted  from  the  inner 
portions  to  the  surface,  and  thus  the  outer  portions  dry  and 
shrink,  while  the  center  is  still  wet,  and  checking  results.  A 
shake  is  a  separation  between  two  annual  rings ;  generally  the 
separation  occurs  in  only  part  of  the  ring,  but  sometimes  it  is 
complete.  Shakes  are  ascribed  to  the  bending  action  of  wind  on 
the  standing  tree.  They  are  frequently  not  visible  in  green 
timber,  but  show  up  later  during  seasoning.  Both  checks  and 
shakes  weaken  beams  in  their  ability  to  resist  horizontal  shear 
in  proportion  as  they  affect  the  area  of  the  beam  near  the  neu- 
tral axis. 

In  the  case  of  a  stringer,  8  x  16  inches  in  section,  tested  in 
bending  over  a  15-foot  span,  failure  may  occur  by  tension  or 
tearing  apart  of  the  fibers  in  the  lower  part  of  the  beam,  by 
compression  or  crushing  in  the  upper  part,  or  by  shearing  along 
the  neutral  axis.  The  results  of  shearing  tests  on  small  clear 
pieces  show  that,  under  the  conditions  given,  failure  would 
always  occur  in  tension  or  compression  long  before  the  beam 
would  have  reached  its  maximum  shearing  stress,  provided  the 
shear  resisting  area  was  intact.  In  tests  on  commercial  mate- 
rial, however,  horizontal  shear  is  a  common  form  of  failure,  due 
to  the  fact  that  the  area  that  resists  shear  is  frequently  weak- 
ened by  checks  and  shakes.  A  comparison  of  the  stresses  ob- 
tained from  tests  on  8-  by  16-inch  by  16-foot  stringers  and  small 
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clear  pieces,  shows  that  the  shear-resisting  area  is  frequently 
reduced  about  50  per  cent,  due  to  checks  and  shakes. 

Checks  and  shakes  influence  the  durability  of  timber  by 
allowing  the  collection  of  moisture  and  the  formation  of  condi- 
tions suitable  to  the  propagation  of  fungus  growth.  EjQots 
have  little  effect  on  durability,  one  way  or  the  other,  except  in 
cases  where  they  become  loose  and  fall  out,  leaving  holes  that 
are  apt  to  collect  moisture  and  produce  conditions  favorable  to 
decay. 

GRADING  RULES  AND  SPECIFICATIONS  FOR  STRUCTURAL 

TIMBER. 

At  the  present  time,  a  large  number  of  different  rules  and 
specifications  for  the  grading  of  timber  are  in  use  in  the  United 
States.  Practically  all  of  the  lumber  associations  have  adopted 
rules  for  the  purpose  of  classifying  the  lumber  manufactured 
by  their  members.  The  railroads  also  have  specifications  for 
the  selection  of  their  timber,  and  a  number  of  engineering  socie- 
ties have  from  time  to  time  brought  out  timber  specifications  or 
grading  rules. 

The  most  efl&cient  grading  rule  is  one  that  will  pass  the 
largest  amount  of  material  suitable  for  the  purpose  intended 
and  throw  out  the  largest  amount  of  material  not  suited  for 
such  a  purpose.  Many  of  the  present  grading  rules  are  either 
very  general  and  loose,  or  else  so  rigidly  drawn  as  to  exclude 
timbers  of  high  strength.  The  following  are  examples  of  grad- 
ing specifications,  some  of  which  cover  only  one  grade,  while 
others  have  several  grades : 

Commercial  Specifications. 

Speciflcatioii  A. 

Specification  A  is  used  by  one  of  the  leading  transconti- 
nental railway  systems. 

All  timber  must  be  of  the  best  description  of  the  kind  required. 
It  must  be  sawed  square  and  to  proper  dimensions.  It  must  be  free 
from  all  loose,  large,  or  unsound  knots,  sap,  sun  cracks,  shakes, 
wanes,  or  other  imperfections  or  defects  which  would  impair  its 
strength  or  durability. 
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Speciflcation  B. 

Specification  B  is  used  by  the  Isthmian  Canal  Oommission.* 

Strlngan.  Douglas  fir  shall  show  not  less  than  85  per  cent 
heart  on  any  face  and  not  less  than  70  per  cent  on  any  edge;  it  shall 
show  not  less  than  an  average  of  12  annual  rings  to  the  inch.  Sound 
knots  less  than  3  inches  in  diameter  shall  be  permitted  in  the  verti- 
cal faces  of  the  stringer  at  points  not  less  than  one-fourth  the  depth 
from  the  edge  of  the  piece. 

Specification  C. 

Specification  C  is  the  standard  adopted  by  the  Pacific 
Coast  Lumber  Manufacturers'  Association  (now  the  West 
Coast  Lumber  Manufacturers'  Association)  in  1911.  But  very 
slight  changes  have  been  made  in  this  set  of  grading  rules  since 

1899: 

dears.  Shall  be  sound  lumber  well  sawed,  one  side  and  two 
edges  free  from  knots  and  other  defects  impairing  its  use  for  the 
probable  purpose  intended.  Will  allow  in  dimensions  larger  than  6 
inches  by  10  inches  pitch  pockets  when  not  extending  through  the 
piece;  light-colored  sap  on  comers  not  exceeding  3  inches  on  face 
and  edge,  knots  2  inches  and  less  in  diameter,  according  to  size  of 
piece,  when  on  one  face  and  one-half  of  each  corresponding  edge, 
leaving  one  face  and  upper  half  of  each  edge  clear. 

Selects.  Shall  be  sound,  strong  lumber,  weU  sawed.  Will  allow 
in  sizes  over  6  inches  by  6  inches,  knots  not  to  exceed  2  inches  in 
diameter,  varying  according  to  the  size  of  the  piece;  sap  on  corner 
not  to  exceed  2  inches  on  both  face  and  edge;  pitch  pockets  not  to 
exceed  6  inches  in  length.  Defects  in  all  cases  to  be  considered  in 
connection  with  the  size  of  the  piece  and  its  general  quality. 

Merchantable.  This  grade  shall  consist  of  sound,  strong  lumber, 
free  from  shakes,  larg^,  loose,  or  rotten  knots  and  defects  that  mate- 
rially impair  its  strength,  well  manufactured,  and  suitable  for  good, 
substantial  constructional  purposes.  WiU  allow  slight  variations  in 
sawing,  sound  knots,  pitch  pockets,  and  sap  on  comers,  one-third 

i  the  width  and  one-half  the  thickness  or  its  equivalent.    Defects  in 

all  cases  to  be  considered  in  connection  with  the  size  of  the  piece  and 
its  general  quality.  In  timber  10  inches  by  10  inches  and  over,  sap 
shall  not  be  considered  a  defect.  Discolorations  through  exposure 
to  elements,  other  than  black  sap,  shall  not  be  deemed  a  defect  ex- 
cluding lumber  from  this  grade,  if  otherwise  conforming  to  mer- 
chantable grade. 

*  The  Canal  has  recently  adopted  the  density  requirement  in  the 
Forest  Service  rules  for  southern  yellow  pine.  Seventeen  million  board 
feet  have  been  inspected  with  satisfaction  to  buyer  and  seller. 
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CtommoiL  This  grade  shall  consist  of  lumber  having  knots,  sap, 
and  other  defects  which  exclude  it  from  grading  as  merchantable, 
but  of  a  quality  suitable  for  rough  kinds  of  work. 

Spedflcation  D. 

Specification  D  was  prepared  by  the  American  Society  for 
Testing  Materials*  and,  with  slight  changes,  was  adopted  by 
the  American  Railway  Engineering  Association. 

Standard  specifications  for  Douglas  fir  and  western  hem- 
lock bridge  and  trestle  timbers.  To  be  applied  to  single  sticks 
and  not  to  composite  members: 

Standard  Heart  Grade.  Shall  include  yellow  and  red  Douglas  fir 
and  western  hemlock.    White  Douglas  fir  will  not  be  accepted. 

Gleneral  Bequlrements.  All  timber  shall  be  live,  sound,  straight 
and  close-grained,  cut  square  cornered,  full  length,  not  more  than 
one-fourth  inch  scant  in  any  dimension  for  rough  timber  or  one-half 
inch  for  dressed  timber,  free  from  large,  loose,  or  unsound  knots, 
knots  in  groups,  or  other  defects  that  will  materially  impair  its 
strength  for  the  purpose  for  which  it  is  intended.  Subject  to  inspec- 
tion before  loading. 

Stringers.  Shall  show  not  less  than  90  per  cent  heart  on  each 
aide  and  edge,  measured  across  the  surface  anywhere  in  the  length 
of  the  piece.  Shall  be  out  of  wind  and  free  from  shakes,  splits,  or 
pitch  pockets  over  three-eighths  inch  wide  or  5  inches  long.  Knots 
greater  than  2  inches  in  diameter  will  not  be  permitted  within  one- 
fourth  of  the  depth  of  the  stringer  from  any  comer  nor  upon  the 
edge  of  any  piece;  knots  shall  in  no  case  exceed  3  inches  in  diameter. 

Standard  Grade.  Shall  include  yellow,  red,  and  white  Douglas 
fir  and  western  hemlock. 

General  BeqnirementB.  All  timbers  shall  be  sound  and  cut 
square  cornered,  except  that  timbers  10  inches  by  10  inches  in  size 
may  have  a  2-inch  wane  on  one  corner  or  its  equivalent  on  two  or 
more  comers.  Other  sizes  may  have  proportionate  defects.  Must 
be  free  from  defects  which  wiU  impair  its  utility  for  temporary 
work.  Knots  shall  not  exceed  one-fourth  the  width  of  the  surface 
of  the  piece  in  which  they  occur.  Subject  to  inspection  before 
loading. 

Stringers.  Shall  be  out  of  wind,  free  from  shakes  or  splits  ex- 
tending over  more  than  one-eighth  of  the  length  of  the  piece,  or 
knots  more  than  4  inches  in  diameter.  Knots  greater  than  3  inches 
in  diameter  wiU  not  be  permitted  on  the  edge  of  any  stringer. 

*The  American  Society  for  Testing  Materials  has  recently  incor- 
porated the  density  requirement  of  the  Forest  Service  rules  in  its  speci- 
fications for  southern  yellow  pine  structural  timbers. 
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Grading  Rules  Proposed  by  Forest  Service. 

Specification  E. 

The  following  proposed  rules  were  prepared  at  the  Forest 
Products  Laboratory  to  apply  to  southern  yellow  pine  in 
structural  sizes.  The  rules  were  prepared  for  southern  yellow 
pine  as  it  happened  that  more  definite  data  were  available  on 
the  relation  between  density  and  summerwood  for  the  south- 
ern pines  than  in  the  case  of  other  species  used  for  structural 
purposes.  The  rules  are  applicable  to  all  structural  timber, 
except  the  requirements  for  quality,  number  of  rings,  and  pro- 
portion of  summerwood.  Such  requirements  may  vary  with 
different  species.  The  rules  proposed  by  the  Forest  Service 
are  based  on  observations  made  during  various  tests  and  on  a 
study  of  the  strength  data  with  special  reference  to  physical 
characteristics.  The  purpose  of  the  rules  is  to  classify  timbers 
according  to  their  mechanical  properties. 

PROPOSED  RULES  FOR  GRADING  STRUCTURAL  TIMBERS  OF 

SOUTHERN  YELLOV^  PINE. 

Orade  I. 

Bequirements  for  quality,  number  of  rings  and  proportion  of 
summerwood  : 

1.  Shall  contain  only  sound  wood. 

2.  Wood  shall  have  a  density  indicated  by  the  following 
characteristics : 

Shall  show  on  the  cross  section  an  average  of  not  less  than 
one-third  summerwood,  measured  over  the  third,  fourth,  and 
fifth  inches  on  a  radial  line  from  the  pith.  Timber  with  an 
average  of  less  than  six  annual  growth  rings  per  inch  shall 
show  an  average  of  not  less  than  one-half  summerwood.  Con- 
trast in  color  between  summerwood  and  springwood  shall  be 
sharp. 

In  cases  where  timbers  do  not  contain  the  pith,  and  it  is 
impossible  to  locate  it  with  any  degree  of  accuracy  by  curva- 
ture of  the  rings,  the  same  inspection  shall  be  made  over  three 
inches  of  an  approximately  radial  line  beginning  at  the  edge 
nearest  the  pith. 
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Restrictions  on  Knots  in  Beams : 

3.  Shall  not  have  in  Volume  1*  sound  knots  with  a  diam- 
eter greater  than  l^/^  inches  or  one-fourth  the  width  of  the 
face  on  which  they  appear, — or  knots  over  one-half  inch  in 
diameter  which  are  insecurely  attached  to  the  surrounding 
wood.  Shall  not  have  in  Volume  2  sound  knots  with  a  diam- 
eter greater  than  3  inches  or  one-half  the  width  of  the  face  on 
which  they  appear, — or  insecurely  attached  knots  with  a  diam- 
eter greater  than  1^  or  one-fourth  the  width  of  the  face  on 
which  they  appear. 

The  aggregate  diameter  of  all  knots  within  the  center  half 
of  the  length  of  any  face  shall  not  exceed  the  width  of  that 
face. 

Note. — The  diameter  of  a  knot  on  the  narrow  or  horizontal  face  of 
a  beam  is  to  be  taken  as  its  projection  on  a  line  perpendicular  to 
the  edge  of  the  timber.  On  the  wide  or  vertical  face  the  smallest 
dimension  of  a  knot  is  to  be  taken  as  its  diameter.    See  Figure  22. 

Sestrictions  on  Knots  in  Columns : 

4.  Shall  not  have  sound  knots  whose  diameters  are  greater 
than  4  inches  or  one-third  the  least  width  of  the  column,  or  knots 
over  one-half  inch  in  diameter  which  are  insecurely  attached 
to  the  surrounding  wood. 

Note. — The  diameter  of  a  knot  is  to  be  taken  as  its  projection  on  a 
line  perpendicular  to  the  edge  of  the  column.    See  Figure  22. 

Sestrictions  on  Shakes  and  Checks  in  Beams : 

5.  Ring-shakes  shall  not  occupy,  at  either  end  of  a  tim- 
ber, more  than  one-fourth  the  width  for  green  material,  nor 
more  than  one-third  the  width  for  seasoned  material. 

Any  combination  of  checks  and  shakes  which  would  re- 
duce the  strength  to  a  greater  extent  than  the  allowable  ring- 
shakes  will  not  be  permitted.  Shakes  shall  not  show  on  the 
faces  of  either  green  or  seasoned  timber. 

Note. — The  importance  of  shakes  and  checks  in  the  middle  half  of 
the  height  of  a  beam  is  dependent  upon  the  magnitude  of  the 
horizontal  shearing  stress.  The  specification  given  is  for  beams 
in  which  the  allowable  shearing  stress  is  developed.  In  beams 
whose  length  is  more  than  15  times  their  height  the  allowable 

•  See  Figure  22. 


40  8TBUCTURAL  TIMBER  IN  THE  UNITED  STATES 

shearing  stress  is  not  usuallj  developed  and  as  the  ratio  of  length 
to  height  increases,  the  importance  of  these  shakes  and  checks 
decreases  proportionately.  Ring-shakes,  showing  on  an  end, 
should  be  considered  as  extending  to  the  center.  Checks  and 
radial  or  star-shakes  are  not  usually  continuous  in  the  direction 
of  the  length  of  the  timber  but  should  not  be  allowed  if,  in  the 
judgment  of  the  inspector,  their  weakening  effect  is  greater  than 
that  of  the  allowable  ring-shakes. 

Allowable  conditions  for  both  green  and  seasoned  material 
are  given  because  checks  are  formed  and  shakes  further  developed 
during  seasoning.  The  maximum  amount  of  shakes  and  checks 
should  not  be  allowed  unless  it  is  practically  certain  from  the 
appearance  of  the  timber,  or  from  a  knowledge  of  the  seasoning 
conditions  or  length  of  time  elapsed  since  cutting,  that  it  is  thor- 
oughly seasoned.  For  purposes  of  this  rule  it  will  be  considered 
that  at  least  1^  months  per  inch  of  thickness  is  required  for 
material  to  become  thoroughly  seasoned. 

Bestrictions  on  Cross-Grain  in  Beams : 

6.  Shall  not  have  diagonal  grain  with  slope  greater  than 
one  in  twenty  within  the  middle  half  of  the  length  of  the  beam. 

Grade  n. 

Grade  II  includes  material  rejected  from  Grade  I  on  ac- 
count of  either  (A)  having  less  density  than  required  for 
Grade  I  or  (B)  having  more  serious  defects  than  allowed  in 
Grade  I. 

(A)  Material  rejected  from  Grade  I  because  of  deficient 
density  will  be  accepted  in  Grade  II,  provided  it  conforms  to 
all  the  requirements  of  Grade  I,  except  that  in  paragraph  2  the 
the  requirements  for  one-third  summerwood  in  material  having 
six  rings  and  over  per  inch,  shall  be  changed  to  one-fourth  \ 
and  that  the  requirements  for  one-half  summerwood  in  material 
having  less  than  six  rings  per  inch,  shall  be  changed  to  one-third. 

(B)  Material  rejected  from  Grade  I  for  having  excess  of 
serious  defects  will  be  accepted  in  Grade  II,  provided  it  con- 
forms to  paragraph  2  of  Grade  I,  and  has  defects  limited  as 
follows : 

Restrictions  on  Knots  in  Beams : 

7.  Shall  not  have  in  Volume  1  sound  knots  with  a  diame- 
ter greater  than  three  inches  or  one-half  the  width  of  the  face 
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on  which  they  appear ;  or  knots  which  are  insecurely  attached 
to  the  surrounding  wood,  whose  diameter  exceeds  1%  inches  or 
one-half  the  width  of  the  face  on  which  they  appear. 

Shall  not  have  in  Volume  2  knots  which  are  insecurely 
attached  whose  diameter  exceeds  3  inches  or  one-half  the  width 
of  the  face  on  which  they  appear. 

The  aggregate  diameter  of  all  knots  within  the  center  half 
of  the  length  of  any  face  shall  not  exceed  two  times  the  width 
of  that  face. 

Note. — ^For  method  of  meaBuring  diameters  of  knots  in  beams  see 
note  in  Kule  3. 

Restrictions  on  Knots  in  Columns : 

8.  Sound  knots  whose  diameters  are  greater  than  6  inches 
or  one-half  the  least  width  of  the  column,  or  knots  which  are 
insecurely  attached  to  the  surrounding  wood  and  whose  diame- 
ters are  greater  than  3  inches  or  one-fourth  the  least  width  of 
the  column  shall  not  be  permitted. 

Note. — For  method  of  measuring  diameters  of  knots  in  columns  see 
note  in  Bule  4. 


on  Shakes  and  Checks  in  Beams. 

9.  Ring-shakes  shall  not  occupy,  at  either  end  of  a  tim- 
ber, more  than  one-third  the  width  for  green  material,  nor 
more  than  one-half  the  width  for  seasoned  material. 

Any  combination  of  checks  and  shakes  which  would  re- 
duce the  strength  to  a  greater  extent  than  the  allowable  ring- 
shakes  shall  not  be  permitted.    (See  note  in  Rule  5.) 
Discussion  of  Grading  Rules. 

By  comparing  the  few  specifications  given,  it  will  be  seen 
that  there  is  a  wide  variation  in  the  rules  now  in  use.  Some 
of  them  are  very  rigid  and  would  reject  a  large  amount  of 
first-class  material.  Others  are  so  loosely  drawn  that  the  selec- 
tion of  material  is  left  largely  to  the  judgment  of  the  inspector. 
It  will  be  seen  that  many  of  the  points  contained  in  the  pro- 
posed Forest  Service  rules  are  found  in  other  rules.  The  main 
point  in  which  the  Forest  Service  rule  differs  from  others  is  in 
the  emphasis  which  is  laid  on  the  position  of  defects  and  on  the 
density  of  the  material  and  the  visual  method  of  estimating 
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whether  or  not  material  under  inspection  is  dense  enough  to  be 
classed  as  Grade  I  or  Grade  II  material  or  to  be  culled.  In 
some  eases  where  material  has  been  graded  by  commercial  rules 
it  has  been  found*,  after  test,  that  the  average  strength  of 
such  material  has  been  higher  in  the  intermediate  grade  than 
in  the  highest  grade,  which,  of  course,  indicates  that  the 
method  of  classification  was  unsatisfactory  from  the  standpoint 
of  strength. 

STRENGTH  TESTS  MADE  BY  THE  UNITED  STATES  FOREST 

SEBVICE. 

The  methods  of  test  used  by  the  Forest  Service  have  been 
described  in  a  number  of  papersf  and  buUetinsf  and  will  not  be 
given  here  in  detail.  Figures  23  to  30,  inclusive,  show  the  meth- 
ods used  in  the  various  kinds  of  tests. 

Table  3  of  the  Appendix  presents  average  strength  values  for 
both  full  size  market  material  and  small,  clear,  straight-grained 
pieces  cut  from  them.  All  the  tests  were  made  on  green  material. 
The  average  values  for  the  large  beams  were  in  each  case  derived 
from  structural  material  of  both  high  and  intermediate  quality. 

Relations  Indicated  by  Tests. 

1.  The  density  or  dry  weight  of  wood  is  a  measure  of  its 
strength. 

2.  Each  annual  growth  ring  is  made  up  of  a  compara- 
tively heavy  band  of  summerwood  and  a  lighter  band  of  spring- 
wood.  The  greater  the  proportion  of  summerwood,  the  greater 
the  weight  and  strength  of  the  timber. 

3.  The  number,  character,  and  location  of  checks,  shakes, 
and  knots  in  timber  have  much  to  do  with  its  strength. 

*  Forest  Service  Bulletin  115  '^Mechanical  Properties  of  Western 
Hemlock"  by  O.  P.  M.  Goss. 

t  Forest  Service  Bulletin  108  ''Tests  of  Structural  Timbers". 

Forest  Service  Circular  38  "Instructions  to  Engineers  of  Timber 
Tests",  Revised. 

Paper  presented  at  the  Sixth  Congress  of  International  Association 
for  Testing  Materials  "Forest  Service  Investigation  of  American  Woods 
with  Special  Reference  to  Investigations  of  Mechanical  Properties"  by 
McGarvey  Cline. 
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Tig.  23.     Bandtni  Tail.     8"  1 16"  1 16'  Brldi*  Blilngw. 


I^.  2i.     Bandlnf  Tait.     SiweliDaa  2"x2"z36". 
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Pis.  BS.    Oompraaloii  PnpMidicBlar  to  Qcilii.     4>*elnMn  S"xS"x8". 
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4.  Checks  and  shakes  in  beams  reduce  the  area  which  re- 
sists horizontal  shear.  Such  defects  are  most  harmful  when 
they  are  in  the  center  half  of  the  height  of  the  beam,  as  they 


Fig.  27.     Shearing  Tofi.     Spadmta  cnt  with  proj easting  ihonlder. 

are  then  comparatively  near  the  neutral  plane,  where  their 
effect  would  be  greatest. 

5.    The  weakening  effect  of  knots  depends  upon  their  posi- 
tion, soundness,  tightness,  and  the  amount  they  distort  the 


STRUCTURAL  TIMBER  IN  THE  UNITED 


grain  of  the  wood  from  a  straight  line.  A  comparatively  small 
knot  near  the  lower  edge  may  be  more  harmful  than  a  large 
knot  located  elsewhere. 

6.  No  differences  in  mechanical  properties  due  to  a  change 
from  sap  to  heart  have  been  found.  As  a  general  rule,  in 
species  which   show   a  variation   in  the   mechanical   properties 


Tig.  28.     OlMTiblU^  Tax. 

with  position  in  cross  sections,  there  is  a  certain  age  when  the 
best  wood  is  produced.  In  such  species  the  age  and  thrift  of 
the  tree  determine  whether  heart  or  sap  is  the  best.  For  ex- 
ample, in  a  young,  thrifty  hickory,  the  sapwood  will  usually  be 
the  best,  while  in  a  large,  over-mature  tree  of  the  same  species, 
the  heartwood  will  be  the  best. 
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7.  Exceedingly  rapid  or  stow  growth  in  conifers  has  usu- 
ally been  found  to  be  attended  by  lack  of  density  and  inferior 
mechanical  properties. 


Fig.  29.     Hardnau  Tctt.     SpACtmaa  S": 


8.  The  effect  of  location  of  growth  on  the  nature  of  the 
timber  is  very  complex.  Variations  attributed  to  difference  in 
locality  of  growth  are  f'  quently  exaggerated.     These  varia- 
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tions  are  generally  apparent  in  the  difference  in  density  of  the 
wood. 

9.  Trees  growing  close  together  and  apparently  under  the 
same  conditions  occasionally  show  a  difference  in  their  mechan- 
ical properties  that  can  not  be  entirely  accounted  for  by  the 
difference  in  density.     Whether  this  difference  is  due  to  the 


I 


Fig.  30.    Tanilon  at  Bight  Anglai  to  Grain. 


ancestry  of  the  tree  or  some  other  cause,  such  as  soil  conditions, 
is  not  yet  known. 

10.  In  tests  on  structural  timber  in  commercial  sizes,  it 
has  been  found  that  large  timbers  in  a  green  condition  and 
containing  no  especially  harmful  defects  (these  might  be  called 
Grade  I  or  select  structural  timbers)  gave  stresses  about  three- 
fourths  as  great  as  the  small,  clear  p   .  '^s  cut  from  them. 
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11.  The  strength  of  small,  clear  pieces  is  greatly  increased 
hy  seasoning.  In  large  timbers,  the  increased  strength  attend- 
ing a  loss  of  moisture  is  mostly  offset  by  checks  and  other 
defects  developed  during  the  seasoning  process,  and  therefore, 
nnder  most  conditions  it  is  not  considered  advisable  to  antici- 
pate any  added  strength  due  to  seasoning. 
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TABLE  1.— Continued. 

Lumber — Quantity  of  Lumber  Sawed. 

By  Kindfl  of  Wood:  1913,t  1912  *  and  1911.* 

Kind  of  wood  Quantity  (M  feet  b.  m.) 

1913  1912  1911 

Total 38,387,009  39,158,414  37,003,207 

YeUow  pine 14,839,363  14,737,052  12,896,706 

Douglas   fir. 5,556,096  5,175,123  5,054,243 

Oak  3,211,718  3,318,952  3,098,444 

White  pine 2,568,636  3,138,227  3,230,584 

Hemlock 2,319,982  2,426,554  2,555,308 

Western  pine 1,258,528  1,219,444  1,330,700 

Cypress ^ 1,097,247  997,227  981,527 

Spruce   1,046,816  1,238,600  1,261,728 

Maple  901,487  1,020,864  951,667 

Bed  gum ^ 772,514  694,260  582,967 

Tulip  poplar 620,176  623,289  659,475 

Bedwood 510,271  496,796  489,768 

Chestnut 505,802  554,230  529,022 

Larch  395,273  407,064  368,216 

Birch   378,739  388,272  432,571 

Beech  365,501  435,250  403,881 

Cedar   358,444  329,000  374,925 

Basswood  257,102  296,717  304,621 

Elm 214,532  262,141  236,108 

Cottonwood  208,938  227,477  198,629 

Ash  207,816  234,548  214,398 

Hickory   162,980  278,757  240,217 

Sugar   pine 149,926  132,416  117,987 

Tupelo   120,420  122,545  98,142 

Balsam  fir 93,752  84,261  83,375 

White  fir 88,109  122,613  124,307 

Walnut  40,565  43,083  38,293 

Sycamore  30,804  49,468  42,836 

Lodgepole  pine 20,106  22,039  33,014 

All  other  kinds 85,366  82,145  69,548 

t  Compiled  by  the  Bureau  of  Crop  Estimates  and  the  Office  of  Indus- 
trial Investigations  of  the  Forest  Service. 

*  Compiled  by  the  Bureau  of  the  Census  and  the  Office  of  Industrial 
Investigations  of  the  Forest  Service. 
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TABLE  2. 

Wood  TJaed  Anxmally  by  Principal  Wood-naliig  IndnstrieB  In  Per  Cent  of 

Total*  Annual  Oon8amptlon.t 

(Average  Annual  Consumption,  52,000,000,000  Feet  B.  M.) 

Per  cent  of 
Industry  Annual 

Oonsumption. 

1.  Lumber  and  structural  timber ^ 27.6 

2.  Planing  mill  products,  sash,  doors,  and  general  mill 

work  25.6 

3.  Boxes  and  crates 8.7 

4.  Ties  (Census  1911) 8.6 

5.  Mine  timbers  (Census  1905) 4.6 

6.  Pulp  (Census  1911) 4.1 

7.  Car  construction 2.4 

8.  Shingles  (Census  1912) . 2.3 

9.  Furniture  1.8 

10.  Vehicles  1.4 

11.  Slack  cooperage  (Census  1911) 1.2 

12.  Distillation  (Census  1911) 1.2 

13.  Lath  (Census  1912) _.      1.0 

14.  Tight  cooperage  (Census  1911) ^ 9 

15.  Veneers  (Census  1911) 9 

16.  Woodenware  and  novelties 8 

17.  Agricultural  implements 6 

18.  Chairs 6 

19.  Handles  5 

20.  Musical  instruments 5 

21.  Tanks  and  silos >.        .4 

22.  Poles    (Census   1911) 4 

23.  Ship  and  boat  building 4 

24.  Fixtures 4 

26.    Caskets  and  coffins. 3 

26.  Refrigerators  and  kitchen  cabinets 3 

27.  Excelsior  2 

28.  Miscellaneous  secondary  industries  (39)   and  ex- 

tract wood  2.3 

Total    100.0 

*  Exclusive  of  fuel,  fence  posts,  and  rails. 

t  Prepared  by  the  Office  of  Industrial  Investigations  of  the  Forest 
Service. 
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DISCUSSION 

BIT.  Ira  H.  Woolson,*  Mem.  Am.  Soc.  M.  E.   (by  letter),  expressed       Mr. 
the  belief  that  the  authors'  plan  of  indicatirg  the  source  and  ava^able  Woolson. 
supply  of  our  various  varieties  of  ordinary  structural  timbers',  and  the 
brief  description  of  the  characteristics  of  such  timbers  will  be  very  inter- 
esting and  serviceable  to  architects,  engineers,  and  builders. 

The  Grading  Bules  for  Struci;ural  Timbers  based  upon  soundness  and 
density  will  undorbtedly  eventually  remove  much  of  the  misunder- 
standing and  confusion  which  have  arisen  in  the  past  due  to  the  practice 
of  attempting  to  grade  timbers  on  a  basis  of  botanical  species.  This 
has  been  particularly  true  in  regard  to  southern  yellow  pine,  where  the 
friction  between  seller  and  purchaser  of  this  timber  has  been  more  or 
less    constant  owing  to  a  misinterpretation  of  terms. 

The  National  Board  of  Fire  Underwriters,  he  states,  are  thorough 
believers  in  this  method  of  classification,  and  through  the  courtesy  of 
the  United  States  Forest  Service  they  were  permitted  to  give  an  advance 
publication  of  these  Grading  Bules  for  Yellow  Pine  in  the  Revised  Model 
Building  Code  recently  issued  by  the  National  Board  of  Fire  Under- 
writers, and  it  was  their  pleasure  to  cooperate  in  a  small  way  in  the 
framing  of  these  rules.    In  prefacing  this  publication  they  said: 

''It  is  generally  admitted  that  it  is  practically  impossible  to 
always  recognize  the  different  species  of  yellow  pine  after  being 
sawed  into  timber.  In  the  past  all  yellow  pine  has  usually  been 
grouped  into  two  classes,  longleaf  and  shortleaf ,  the  latter,  which  is 
often  called  North  Carolina  pine,  being  made  to  cover  not  only  the 
true  shortleaf  pine,  but  all  other  varieties,  including  loblolly. 

''This  classification  has  proved  unsatisfactory,  because  of  the 
uncertainty  of  making  even  this  simple  separation  upon  a  botanical 
I>a8i8.  Timber  from  trees  of  one  species  often  possesses  the  physical 
characteristics  of  another  species.  Consequently  it  has  long  been 
recognized  that  the  suitability  of  yellow  pine  timber  for  structural 
purposes  should  be  determined  by  the  character  of  its  grain  and 
density,  and  not  by  its  botanical  name." 

^inor  differences  still  exist  among  timber  experts  in  regard  to 
'■*®  requirements  of  these  rules,  but  they  will  doubtless  be  settled  in 
^**e  near  future;  and  when  such  adjustments  have  been  accomplished, 
P'lreliasing  contracts  can  be  executed  without  confusion. 

^r.  Woolson  feels  that  the  authors  are  to  be  congratulated  upon 
"^ving  placed  this  publication  before  the  Congress  in  such  an  instructive 
^'id   attractive  manner. 

'hex.  F.  J.  Hozie,t  Mem.  Am.  Soc.  M.  E.  (by  letter),  states  that  it  is    Mr. 
^^iiversally  agreed  that  the  fundamental  qualities  in  structural  timber  are  Hoxie. 

*  Congulting     Engineer,     The     National     Board     of     Fire     Underwriters,     New 

"^oiV.  N.  Y. 

t  Engineer    and    Special    Inspector,     Assoc.     Factory    Mutual     Insurance     Cos., 
Boston,  Mass. 
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IC  strength  and  durability.  The  authors  state  that  in  order  to  properly  select 
Hoxie.  timber  for  any  given  use,  knowledge  of  the  influence  of  various  physical 
characteristics  on  its  strength  and  durability  are  necessary.  They  show 
that  the  relation  between  strength  and  density  is  governed  by  a  well 
defined  law.  This  study  is  in  exactly  the  right  direction  and  is  an  im- 
portant step  toward  better  timber  specifications. 

The  several  specifications  quoted  are  probably  among  the  best  of 
those  in  common  use  and  in  them  there  is  a  lack  of  clear  descriptions 
of  the  qualities  required,  owing  to  the  fact  that  there  is  little  definite 
knowledge  of  these  qualities.  This  is  particularly  true  in  regard  to 
durability.  Soundness  and  heart  wood  are  the  only  factors  mentioned 
that  can  influence  durability. 

Living  fungus  in  its  early  stages  of  development  is  practically  im- 
possible to  detect  by  superficial  examination  in  freshly  cut  lumber.  Some 
of  the  more  destructive  of  the  fungi  may  go  into  a  resting  state,  in 
which  they  are  difficult  to  detect  by  ordinary  means  in  older  lumber; 
therefore,  soundness,  as  the  word  is  commonly  understood,  has  more  to 
do  with  strength  than  durability.  Heart  wood  in  the  same,  as  well  as 
in  difiierent  varieties  of  wood,  varies  greatly  in  its  powers  of  resistance 
to  rot. 

The  fact  that  lumber  cannot  be  expected  to  equal  in  uniformity 
such  manufactured  materials  as  steel  or  concrete  is  a  reason  for  more 
careful  selection,  rather  than  an  excuse  for  greater  carelessness,  both 
from  the  standpoint  of  the  buyer  and  that  of  the  seller.  The  saw-mill 
that  puts  all  of  its  lumber  into  one  grade  will  ultimately  receive  for  it 
the  price  of  the  poorest  rather  than  that  of  the  average.  The  engineer 
who  uses  such  lumber  must  employ  a  factor  of  safety,  both  in  strength 
and  durability,  sufficient  to  cover  the  poorest.  He  would  be  justified 
in  paying  a  higher  price  for  more  uniformly  selected  material,  but  he 
must  be  able  to  apply  reliable  tests  to  assure  himself  that  the  careful 
selection  which  he  pays  for  has  been  made.  A  specification  assuring  lum- 
ber of  unquestionable  reliability  will  not  only  increase  its  price  but 
extend  its  use  in  important  structures. 

Timber  is  frequently  used  under  conditions  for  which  its  natural 
durability  in  no  way  fits  it.  Such  use  invariably  results  in  discouraging 
the  use  of  all  timber.  At  a  slightly  increased  first  cost,  far  less  than 
the  cost  of  replacement,  inferior  timber  could  be  made  serviceable  by 
chemical  treatment. 

More  study  into  the  causes  which  influence  the  rotting  of  wood  is 
needed  in  order  that  specifications  both  for  timber  and  preservative 
treatments  can  be  written  with  a  reasonable  degree  of  assurance  that 
the  desired  results  will  be  obtained.  This  will  require  profound  study 
into  the  chemical,  as  well  as  the  physical,  qualities  which  underlie  the 
strength  and  durability  of  the  various  woods.  It  will  also  require  the 
most  painstaking  observation  of  the  habits  and  requirements  of  the 
several   Important  wood-destroying  fungi.     Some   work  has   been   done 
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already  in  this  direction  in  both  this  country  and  Germany.  The  rela-  Mr* 
tion  between  temperature  and  velocity  of  growth  of  some  of  the  timber-  ^<*"®' 
destroying  fungi  has  been  studied.  The  fungus-resisting  power  of  tannins 
and  the  action  of  certain  acids  and  bases  as  foods  or  poisons  to  fungi 
have  been  investigated.  The  field  is  so  broad  that  what  has  been  done 
thus  far  is  but  a  start.  Knowledge  of  the  preventive  effect  on  rot  of 
tannins,  resins  and  high  temperatures  gained  by  these  investigations  is 
useful,  but  will  be  more  useful  when  the  limits  of  their  powers  of  pre- 
vention are  more  clearly  understood. 

The  limiting  humidity  requirements  of  the  several  common  wood- 
destroying  fungi  are  of  the  utmost  importance  and  are  undoubtedly  in- 
fluenced by  the  water-resisting  powers  of  certain  woods.  In  buildings 
where  low  humidities  are  maintained,  varieties  of  wood  can  be  used 
with  safety  which  would  rapidly  rot  in  other  buildings  where  higher 
relative  humidities  prevail.  The  lack  of  definite  knowledge  of  this  con- 
dition is  now  causing  many  thousands  of  dollars  worth  of  mill  roofs  to 
rot  each  year. 

Chemical  treatments  are  applied  blindly,  with  little  accurate  knowl- 
edge of  their  suitability  for  different  varieties  of  wood  and  for  service 
under  varying  moisture  and  heat  conditions,  and  with  less  knowledge  of 
the  peculiarities  of  tolerance  or  susceptibility  of  the  several  varieties 
of  timber-destroying  fungi. 

Present  methods  of  testing  the  durability  of  untreated  timber  and 
timber  treated  by  different  chemical  processes  are  too  indefinite  to  give 
information  of  the  necessary  definiteness  for  making  specifications.  In 
fungus  pits  the  humidity,  which  is  a  most  important  factor  in  the  growth 
of  the  fungi,  is  only  roughly  controlled.  Glass- jar  and  Petri-dish  cul- 
tures give  information  of  value  for  comparison,  but  they  do  not  show 
the  reaction  which  may  take  place  between  the  wood  and  the  treating 
material  over  long  x)eriods  of  time  with  varying  conditions  of  heat 
and  moisture;  also  they  fail  to  give  information  on  the  result  of  slow 
evaporation,  attraction  of  moisture  by  hygroscopic  materials  and  resist- 
ance to  moisture  by  resinous  substances, — all  of  which  are  important 
factors  in  timber  preservation,  whether  natural  or  artificial. 

In  order  to  determine  with  a  degree  of  certainty,  necessary  for 
specifications,  the  limiting  conditions  of  moisture,  power  of  resistance 
of  various  timbers  and  specific  antiseptic  power  of  timber-treating 
materials,  a  building  of  good  size  is  required,  with  several  rooms  in 
which  the  humidity  and  temperature  can  be  very  carefully  regulated 
and  in  which  full-sized  beams  can  be  placed,  both  in  their  natural  state 
and  treated  with  chemicals,  each  room  containing  timber  infected  with 
only  one  variety  of  timber-destroying  fungus. 

Mr.  Hoxie  believes  that  some  will  say  such  work  is  of  little  value 
for  practical  specifications  for  structural  timber.  However  he  points  to 
the  fact  that  such  purely  scientific  chemical,  as  well  as  physical,  investi- 
gation has  placed  specifications  for  steel  and  concrete  on  a  firm  founda- 
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Mr.     tion,  and  he  can  see  no  reason  why  they  cannot  do  a  similar  service  for 

Hoxie.  wood,  notwithstanding  the  fact  that  it  is  not  manufactured,  but  grows 

without   uniformity.     Such   work   is   being   carried   on   grandly   by   the 

experts   of   the  United   States   Forest   Products  Laboratory   and  should 

receive  the  hearty  commendation  of  all  interests. 

Mr.  Mr.  O.  P.  M.  OO88,*  Assoc.  M.  Am.  Soc.  C.  E.  (by  letter),  feels  that 

^***  this  paper  gives  some  valuable  information  regarding  the  timber  resources 
of  the  United  States  and  shows  that  this  Government  controls  sufficient 
timber  areas  to  insure  a  permanent  supply.  The  brief  history  given  of 
the  milling  operations  throughout  the  United  States  is  interesting.  It  is 
probably  little  realized  by  the  layman  that  Douglas  fir,  a  single  species, 
composes  more  than  twenty-five  per  cent  of  the  total  standing  timber 
supply  in  the  United  States,  including  both  softwoods  and  hardwoods  (see 
Fig.  2).  Practically  all  of  this  stand  of  Douglas  fir  is  in  the  states  of 
Washington  and  Oregon. 

Since  Douglas  fir  is  to  play  so  important  a  part  in  the  future  timber 
supply  of  this  country,  it  is  important  to  know  the  structural  properties 
of  this  species  as  compared  to  other  structural  timbers  of  the  United 
States.  Perhaps  the  best  known  species  for  comparison  is  longleaf  pine. 
Figure  19  shows  the  average  modulus  of  rupture  for  all  of  the  southern 
pines  combined,  to  be  approximately  7970  pounds  per  square  inch.  The 
same  figure  for  Douglas  fir  from  Washington  and  Oregon  is  8280  pounds 
per  square  inch  (see  Table  3).  The  average  strength,  therefore,  of  the 
commercial  southern  pines  as  a  group,  based  on  modulus  of  rupture,  is 
96.2  percent  as  great  as  that  of  Douglas  fir.  Comparing  the  strength  of 
the  clear  fibre  of  the  single  species,  longleaf  pine,  with  that  of  Douglas 
fir,  based  on  modulus  of  rupture  (Table  3)  Douglas  fir  is  99.4  percent  as 
strong  as  the  longleaf  pine. 

He  believes  the  proposed  grading  rule  has  been  worked  up  along  the 
right  lines.  The  part  of  the  rule  dealing  with  the  location  of  knots  is 
especially  practicable.  More  emphasis  has  been  placed  on  the  density 
of  the  wood,  however,  than  is  justified.  In  the  first  place,  it  is  not 
possible,  as  a  rule,  to  estimate  the  summer  wood  closer  than  five  to  ten 
percent.  Even  if  it  were  possible  to  measure  it  to  the  finest  degree  of 
exactness,  it  would  still  not  be  thoroughly  dependable  in  forecasting  the 
strength  of  structural  timber.  It  is  a  true  indication  of  strength  when 
applied  to  small  clear  specimens  but  is  not  equally  true  when  applied  to 
structural  sizes.  United  States  Forest  Service  Bulletin  108,  Fig.  15, 
page  39,  small  clear  specimens  of  Douglas  fir,  shows  that  with  an  increase 
in  dry  weight  of  from  nineteen  to  thirty-six  pounds  per  cubic  foot,  there 
is  an  accompanying  increase  in  modulus  of  rupture  of  from  5500  to 
10,500  pounds  per  square  inch.  These  figures  indicate  increases  of  47.6 
and  47.2  percent  respectively  for  strength  and  weight. 


*  Consulting    Engineer,    Assoc,    of    Creosoting    Cos.    of    the    Pacific    Coast    and 
Vest  Coast  Lumber  Mfrs.  Assoc,   Seattle,  Wash. 
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Mr.  This  same  bulletin  shows  in  Figure  18,  page  43,  that  when  the  modu- 

^B8.  lus  of  rupture  in  structural  sizes  of  longleaf  pine  varies  on  an  average 
from  7600  lbs.  to  4600  lbs.  per  square  inch  or  40  percent,  no  drop  in 
weight  occurs  throughout  this  range  in  strength.  As  a  matter  of  fact, 
the  dry  weight  increases  slightly  in  passing  from  the  strongest  to  the 
weakest  timbers. 

Figures  31  and  32  herein  have  been  prepared  to  show  similar  rela- 
tions between  strength  and  weight  in  structural  sizes.  The  stringers 
used  in  these  diagrams  were  chosen  so  as  to  include  only  those  in  which 
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Fig.  82.    Rolatlon  Between  Modnlne  of  Rapture  and  Dry  Welgbt  In  Air-dry  Donglas 

Fir  Bildge  Stzlngere. 


the  failure  was  not  due  to  defects.  If  the  strength-weight  rule  is  true 
in  any  class  of  structural  timbers,  it  would  be  true  in  the  class  here 
chosen.  The  weights  used  are  true  weights  and  are  not  estimated 
from  percentage  of  summer  wood. 

These  diagrams  show  results  of  tests  of  Douglas  fir  bridge  stringers. 
The  timbers  have  been  arranged  in  order  of  their  strength  (modulus  of 
rupture)  in  each  diagram  and  the  corresponding  dry  weights  plotted  in 
each  case.  Fig.  31  shows  the  results  of  tests  of  green  8  in.  by  16  in. 
by  16  ft.  timbers  and  Fig.  32  shows  results  for  similar  air-seasoned  tim- 
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bers.     It  will  be  seen  from  Fig.  31   that  with  an  average  increase  in    Mr. 
strength  of  from  4880  to  8200  pounds  per  square  inch,  there  is  an  average  ^"'• 
increase  in  dry  weight  of  from  26.6  to  31.4  pounds  per  cubic  foot.     The 
increase  in  strength  therefore  is  40.5  percent  while  the  increase  in  weight 
is  but  15.3  percent. 

Figure  32,  air-seasoned  timbers,  shows  that  with  an  average  increase 
in  strength  of  from  5320  to  8710  pounds  per  square  inch,  there  is  an 
average  increase  in  dry  weight  of  from  24.1  to  30.5  pounds  per  cubic 
foot.  With  an  increase  in  strength  of  38.7  percent,  there  is  an  increase 
in  weight  of  but  21.0  percent.  From  these  figures  it  is  seen  that  stringers 
do  not  follow  the  strength-weight  law  to  anything  like  the  same  extent 
found  in  small,  clear  specimens. 

In  Figs.  31  and  32  the  weight  values  often  vary  almost  to  extremes 
when  no  appreciable  variation  is  found  in  the  strength.  Figure  31  shows 
no  drop  in  weight  over  the  last  quarter  of  the  curve  where  the  drop  in 
strength  is  very  material.  In  Fig.  32  the  last  portion  of  the  curve  shows 
a  marked  increase  in  weight  which  is  accompanied  by  a  very  decided 
drop  in  strength.  In  other  words,  the  relation  found  between  dry  weight 
and  strength  in  structural  sizes  is  erratic  and  the  dry  weight  cannot  be 
depended  upon,  with  any  degree  of  certainty,  to  forecast  the  strength  of 
structural  timbers.  For  this  reason  it  seems  impractical  to  spend  energy 
determining  the  amount  of  summer  wood  in  structural  timbers,  other 
than  to  ascertain  that  from  this  standpoint  the  general  quality  of  the 
stick  is  good. 


Paper  No.  96 


TIMBER  IN  CANADA. 


By 

R.  H.  CAMPBELL 

Director  of  Forestry,  Dept.  of  the  Interior 

Ottawa,  Canada 


Canada's  present  supply  of  commercial  timber  has  been 
variously  estimated  as  lying  between  five  and  seven  hundred 
billion  feet,  board  measure  (500,000,000,000  to  700,000,000,- 
000),  and  covering  an  area  of  approximately  170,000,000  acres. 
This  estimate  of  quantity  and  area  refers  only  to  timber  of 
commercial  value  as  saw  timber.  It  does  not  include  pulpwood. 
firewood,  tie  and  pole  material  or  small  timber  of  any  descrip- 
tion, although  this  may  have  considerable  commercial  value. 

Even  pulpwood  values  are  difficult  to  estimate  as  so  much 
depends  on  accessibility  to  market.  Firewood  may  be  worth 
four  dollars  a  cord  in  the  settled  parts  of  the  country,  and  may 
have  absolutely  no  value  whatever  in  more  remote  districts. 
Ties  may  be  worth  forty  cents  at  the  railway  but  the  cost  of 
transporting  them  may  exceed  this  value,  and  they  then  become 
valueless  for  the  present  at  least. 

A  complete  estimate  of  available  forest  products  could  not 
even  be  attempted  with  the  information  existing,  and  this  esti- 
mate is  therefore  largely  confined  to  commercial  saw  timber 
(including  all  material  ten  inches  and  over  in  diameter  at  the 
stump). 

British  Columbia  contains  a  land  area  of  approximately 
226,186,240  acres  (353,416  square  miles),  of  which  about  twenty- 
one  percent  is  covered  with  commercial  saw  timber.  This  area 
of  about  50  million  acres  has  been  estimated  to  contain  300  bil- 
lion feet,  board  measure. 

The  Coast  type  is  made  up  largely  of  Douglas  fir,  hemlock, 
Sitka  spruce,  western  red  cedar,  western  tamarack,  western 
white  pine  and  others  of  less  commercial  importance,  and  con- 
tains the  bulk  of  British  Columbia's  best  saw  timber  (about 
225  billion  feet).     The  interior  is  divided  into  two  distinct 
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types.  The  Dry  Belt  country  is  characterized  by  light  precipi- 
tation and  the  tree  growth  is  light  in  consequence.  It  consists 
largely  of  Douglas  fir  and  western  yellow  pine.  The  Kootenay 
country  has  a  high  annual  precipitation  and  is  practically  a 
modified  repetition  of  the  Coast  type,  characterized  by  the  addi- 
tion of  such  species  as  mountain  fir  and  Engelmann  spruce,  and 
a  lack  of  Sitka  spruce.  This  type  grades  into  the  Southern 
Rocky  Mountain  type  of  mountain  fir,  Englemann  spruce  and 
lodgepole  pine,  which  crosses  the  summit  and  clothes  the  east- 
em  dope  of  the  Rockies  down  to  the  prairie  line. 

British  Columbia  cut  in  1913:  1,173,647,000  feet,  board 
measure,  of  lumber  in  her  mills.  Over  two  thirds  of  this  was 
Douglas  fir,  about  seven  percent  was  tamarack  and  seven  per- 
cent red  cedar,  and  of  the  remainder,  five  percent  was  spruce, 
five  percent  western  yellow  pine,  three  percent  hemlock,  two 
percent  western  white  pine,  and  one  percent  each,  mountain 
fir  and  jack  pine.  With  the  exception  of  unimportant  quanti- 
ties of  Cottonwood,  maple  and  birch,  no  hardwoods  are  found  in 
this  province.    Twelve  kinds  of  wood  were  reported. 

The  lands  in  this  province  are  under  the  administration 
of  the  Provincial  Government,  with  the  exception  of  the  Rail- 
way Belt  and  the  Peace  River  Block,  which  are  under  the 
administration  of  the  Federal  Government. 

The  reservation  from  sale  or  pre-emption  of  all  lands  carry- 
ing 8,000  board  feet  per  acre  west  of  the  Cascade  Mountains, 
or  5,000  board  feet  per  acre  east  of  this  range,  replaces  the 
creation  of  formal  reserves  in  that  part  of  the  province  under 
provincial  administration.  This  area  is  said  to  exceed  100,- 
000,000  acres. 

The  Railway  Belt  consists  of  the  land  lying  within  twenty 
niiles  of  the  Canadian  Pacific  Railway's  right-of-way  across  the 
Province.  This  belt  which  is  forty  miles  wide  and  about  five 
hnndred  nules  long  (containing  about  12,800,000  acres  in  all), 
Msaid  to  contain  2,500,000  acres  of  saw  timber  or  approximately 
thirty-six  billion  feet,  board  measure,  of  standing  timber.  In 
this  district  thirteen  reserves  have  been  set  aside  containing 
2,420,838  acres  in  all.  These  are  protected  and  administered  by 
the  Federal  Government,  as  are  also  the  forests  in  the  Prairie 
Provinces,  Alberta,   Saskatchewan  and  Manitoba,   while  the 
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forests  in  all  the  Eastern  Provinces  are  administered  by  the 
several  Provincial  Governments. 

The  Peace  River  Block  of  3,500,000  acres  has  been  esti- 
mated as  175,000  acres  of  saw  timber  or  about  one  billion  feet. 
This  last  is  located  in  the  northern  Rocky  Mountain  region  of 
the  Province  and  the  timber  consists  largely  of  spruce,  moun- 
tain fir  and  lodgepole  pine.  So  far  none  of  the  lands  in  the 
Block  have  been  set  aside  as  forest  reserves. 

The  Province  of  Alberta  has  a  total  land  area  of  161,872,000 
acres  (252,925  square  miles),  of  which  5,416,000  acres  are  said  to 
contain  saw  timber  to  the  extent  of  twenty-one  billion  board 
feet.  Four  reserves  exist  in  Alberta  at  the  present  time,  and 
these  contain  16,711,776  acres.  The  largest  of  these,  the  Rocky 
Mountains  Reserve,  consists  of  all  the  non-agricultural  land  on 
the  east  slope  of  the  Rocky  Mountains.  It  covers  an  area  of 
14,474,856  acres,  nine  percent  of  which  is  saw  timber  land  con- 
taining about  eight  billion  feet,  board  measure.  This  province 
sawed  in  1913,  44,662,000  feet  of  lumber  of  the  following  com- 
position: spruce,  93.8  percent,  jack  pine,  five  percent,  and  small 
quantities  of  Douglas  fir,  tamarack,  poplar,  balsam  fir  and 
birch.  With  the  exception  of  birch  and  poplar  the  forests  of 
Alberta  are  entirely  coniferous.  The  Douglas  fir,  Engelmann 
spruce,  mountain  fir  and  lodgepole  pine,  extend  from  British 
Columbia  down  the  eastern  slope  and  mix  with  the  typically 
northern  forest  type. 

In  the  saw  mill  returns  these  mountain  species  are  mixed 
with  those  of  the  northern  type  of  forest.  Engelmann  spruce  is 
sold  mixed  with  white  spruce,  mountain  fir  with  balsam  fir,  and 
lodgepole  pine  with  jack  pine. 

The  northern  forest  type  covers  the  country  from  the 
Rockies  to  the  Atlantic  and  extends  northward  to  the  limit  of 
tree  growth.  The  type  consists  largely  of  white  and  black 
spruce,  jack  pine,  balsam,  and  aspen  poplar,  with  balsam  fir 
and  tamarack  in  smaller  quantities.  Toward  the  north  this 
type  of  forest  is  of  no  commercial  value  except  for  purely 
local  purposes  and  much  of  it  is  useless  except  for  firewood  and 
fencing.  The  trees  become  smaller  and  more  gnarled  and  twisted 
until  the  place  of  the  forest  is  taken  by  the  treeless  tundra  or 
barren  lands. 
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Further  south  this  type  improves  and  provides  a  great  part 
of  the  consumption,  at  least  of  rough  lumber,  in  the  three  prairie 
provinces.  With  the  exception  of  the  poplars  and  white  birch 
this  is  a  coniferous  forest.  The  eastern  hardwoods  are  entirely 
absent  from  this  type.  In  northern  Ontario  and  Quebec  this 
type  merges  into  the  southern  Laurentian  type  of  mixed  coni- 
fers and  hardwoods. 

In  the  northwest  territories  and  the  Yukon  the  forest  at 
the  present  time  has  practically  no  commercial  value.  Forest 
cover  exists  but  the  trees  are  not  found  in  commercial  sizes 
or  quantities.  Wood  is  used  locally  for  fuel,  fencing  and  rough 
construction,  but  none  is  sawn  and  brought  to  the  lumber 
markets.  The  country  is  sparsely  settled ;  much  of  it  has  never 
been  explored.  Enormous  areas  have  been  burned  repeatedly  by 
forest  fires  and  a  considerable  portion  of  the  most  northern 
part  is  composed  of  treeless  barren  lands  or  tundra.  As  a  source 
of  lumber  supply  for  the  future  this  district  cannot  be  expected 
to  supply  more  than  the  purely  local  demand. 

Saskatchewan's  land  area  is  155,764,080  acres  (243,382 
square  miles)  and  the  province's  timber  area  covers  3,584,000 
acres  and  contains  about  fourteen  billion  board  feet.  The  prov- 
ince in  1913  cut  114,800,000  board  feet  of  lumber.  The  lumber 
was  made  up  of  spruce  (98.2  percent)  almost  entirely,  with 
small  unimportant  quantities  of  tamarack,  jack  pine  and  poplar. 
The  forest  reserves  in  Saskatchewan  cover  an  area  of  1,152,889 
acres  and  consist  of  eight  different  reserves,  the  largest  of  which 
(Porcupine  No.  2)  covers  361,440  acres. 

Manitoba  now  contains  a  land  area  of  148,432,640  acres 
(231,926  square  miles),  of  which  1,920,000  acres  are  saw  tim- 
ber land  with  a  stand  of  some  6,850,000,000  feet  of  timber.  The 
Jiorthem  part  of  this  province  is  covered  with  the  same  north- 
ern forest  type  found  in  Saskatchewan  and  eastern  Alberta,  but 
another  type  is  found  in  the  southeastern  part.  This  is  some- 
times called  the  southern  Laurentian  type.  The  type  proper  is 
characterized  by  white  and  red  pine,  cedar  and  hemlock  among 
tie  conifers  and  such  eastern  hardwoods  as  maple,  yellow  birch, 
ehn,  ash,  oak,  basswood,  beech,  etc.  The  white  and  red  pine 
reach  Manitoba  as  do  also  the  cedar,  black  ash,  white  elm  and 
lasswood;  the  other  trees  of  this  type  are  usually  confined  to 
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Ontario  and  the  provinces  farther  east.  Whiie  none  of  these 
trees  are  cominercially  important  in  Manitoba,  they  indicate  the 
transition  stage  between  the  northern  coniferous  forest  and  the 
northeastern  hardwood  type. 

Green  ash,  Manitoba  maple  and  burr  oak  are  common  in 
Manitoba  and  their  range  extends  into  Saskatchewan  along  the 
river  bottoms,  although  they  are  not  commercially  important  in 
the  prairie  provinces. 

Manitoba  in  1913  cut  a  total  of  71,961,000  feet  of  lumber 
in  her  saw  mills.  Spruce  formed  about  90  percent  of  this  quan- 
tity as  in  the  other  prairie  provinces.  Smaller  quantities  of 
poplar,  tamarack,  jack  pine,  birch  and  balsam  fir  are  also  pro- 
duced. Five  of  the  eastern  species  have  also  been  reported  from 
this  province :  these  were  cedar,  oak,  elm,  white  and  red  pine, 
although  the  quantities  cut  were  never  commercially  important. 

Five  forest  reserves  have  been  set  aside  in  this  province 
containing  an  area  of  2,629,440  acres.  These  reserves  in  the 
prairie  provinces  do  not  contain  much  of  what  would  be 
classed  as  saw  timber,  but  they  contain  promising  young 
growth  which  is  being  protected  from  fire  and  managed  on 
forestry  principles  and  will  in  time  produce  saw  timber.  Many 
of  these  reserves  are  situated  at  stream  sources  to  protect  these 
and  to  insure  steady  stream-flow  throughout  the  year.  All  of 
them  contain  firewood  and  posts  which  are  of  great  value  to 
settlers  in  the  immediate  neighborhood,  especially  in  those  parts 
of  the  country  where  tree  growth  is  scarce. 

The  saw  timber  on  all  Dominion  Forest  Reserves  is  sold 
when  it  becomes  mature.  The  timber  is  estimated,  the  sale  ad- 
vertised and  the  right  to  cut  timber  sold  by  tender. 

Ontario  is  Canada's  largest  lumber  producing  province  and 
probably  contains  more  mature  standing  timber  than  any  other 
province  excepting,  perhaps,  British  Columbia.  The  land  area 
of  Ontario  has  been  estimated  at  234,163,200  acres  (365,880 
square  miles).  The  greater  part  of  this  area  is  covered  with 
the  northern  forest  type  of  spruce,  jack  pine,  poplar,  balsam  fir 
and  tamarack,  and  parts  of  the  northwestern  portion  of  the 
province  are  treeless  or  covered  with  timber  of  no  commercial 
value.  This  northern  type  in  Ontario  covers  at  least  180  million 
acres.    South  of  this  in  Ontario  and,  generally  speaking,  south 
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of  the  height  of  land  between  the  St.  Lawrence  and  Hudson  Bay 
basins,  we  find  the  southern  Laurentian  type  of  forest  which 
covers  the  southern  rim  of  the  Laurentian  shield  of  rock  forma- 
tion. The  rock  is  all  igneous  and  has  been  worn  by  glacial  action 
to  a  typical  peneplain.  The  rock  is  seldom  far  from  the  surface 
and  over  large  areas  there  is  little  or  no  soil  cover  at  all.  The 
type  is  characterized  by  the  white  and  red  pine,  hemlock,  cedar 
and  the  characteristic  trees  of  the  northern  forest,  together  with 
such  hardwoods  as  yellow  birch,  hard  maple,  ash,  eliri,  basswood 
and  some  red  oak  and  beech  on  the  southern  fringe  of  the  type. 
The  jack  pine  covers  enormous  areas  of  sandy  plains  and  rocky 
country.  White  and  red  pine  are  generally  found  in  deeper, 
moister  soil,  and  hemlock,  cedar  and  the  hardwoods  are  con- 
fined to  the  moist  rich  bottom  lands  in  this  type.  The  southern 
Laurentian  type  covers  some  hundred  million  acres  in  Ontario 
and  Quebec,  and  has  been  estimated  to  contain  200  billion  feet 
of  saw  timber.  In  this  area  are  situated  the  principal  forest 
reserves  of  both  these  provinces.  Ontario  has  a  forest  reserve 
area  of  11,539,200  acres  (18,030  square  miles)  and  Quebec  has 
111,400,320  acres  (174,062  square  miles).  Ontario  is  Canada's 
premier  white  pine  province  and  the  stand  of  this  species  has 
been  estimated  at  about  40  billion  feet  for  this  province.  The 
productive  forest  area  in  Ontario  probably  consists  of  from 
70  to  90  million  acres.  The  greater  part  of  the  newly  added 
territory  (the  district  of  Patricia)  is  not  covered  with  com- 
mercial timber,  and  is  probably  not  capable  of  producing  more 
than  pulpwood. 

South  of  the  southern  Laurentian  type  we  find  the  northern 
fringe  of  the  great  central  hardwood  type  of  the  United  States. 
This  type  of  forest  covers  the  middle  west  and  eastern  states 
of  the  Union  and  extends  across  the  boundary  to  Southern 
Quebec  and  Ontario. 

The  conifers,  such  as  white  and  red  pine,  hemlock,  -cedar, 
^tc,  are  still  common,  although  the  balsam  fir,  spruce  and  jack 

■ 

pine  begin  to  disappear.  The  greater  part  of  the  forest  is  made 
^P  of  hardwoods  such  as  maple,  birch,  elm,  oak,  ash,  beech, 
hickory  and  basswood,  with  smaller  quantities  of  walnut,  cherry, 
^nlip,  chestnut,  butternut,  black  gum,  sycamore  and  sassafrass. 
These  last  species  are  confined  to  the  St.  Lawrence  Valley  and 


72  TIMBER  IN  CANADA 

in  some  cases  to  a  narrow  strip  of  territory  along  the  north 
shore  of  Lake  Erie.  The  area  covered  by  such  species  is  small 
and  unimportant  in  relation  to  the  forest  area  of  the  province, 
being  at  the  northern  limit  of  their  range.  They  grow  largely 
on  agricultural  land  and  once  removed  will,  in  all  probability, 
never  be  planted  or  reproduced  in  commercial  quantities. 

Ontario  in  1913  cut  1,101,066,000  board  feet  of  lumber,  of 
which  white  pine  formed  about  half.  The  cut  was  made  up 
as  follows:  white  pine  46.9  percent,  hemlock  13  percent,  red 
pine  12.0  percent,  spruce  9.5  percent,  maple  (the  most  im- 
portant hardwood)  5.6  percent,  and  twenty-two  other  kinds 
of  wood,  making  a  total  of  twenty-seven  kinds. 

Quebec  with  its  recently  added  territory  now  contains  a 
land  area  of  442,153,600  acres  (690,865  square  miles).  Of  this, 
about  367  million  acres  belong  to  the  Northern  Forest  type  of 
pure  conifers,  50  million  to  the  southern  Laurentian  type  of  con- 
ifers with  mixed  hardwoods  and  about  five  million  acres  to 
the  hardwood  type.  The  eastern  counties  of  Quebec,  south  of 
the  St.  Lawrence,  belong  to  another  type  which  is  characteristic 
of  the  Maritime  Provinces,  and  is  similar  to  the  southern  Lau- 
rentian.   This  type  in  Quebec  covers  about  twenty  million  acres. 

The  Quebec  government  has  reserved,  as  before  stated, 
111,400,320  acres  (114,063  square  miles)  of  forest  land.  The 
greater  part  of  this  lies  in  the  northern  portion  of  the  Province, 
either  in  southern  Laurentian  or  Northerrf  Forest  type  and  most 
of  it  is  not  heavily  timbered. 

Quebec  in  1913  cut  630,346,000  feet  of  lumber.  Spruce 
here  forms  65.4  percent  of  the  total,  white  pine  only  11.4  per- 
cent and  hemlock  6.1  per  cent;  birch  comes  fourth  on  the  list 
with  5.4  percent,  and  is  the  most  important  hardwood.  Gen- 
erally speaking  the  rest  of  the  lumber  output  is  similar  in 
composition  to  that  of  Ontario.  Tulip,  walnut,  black  gum,  wil- 
low, ironwood  and  sycamore  cut  in  Ontario  are  not  reported 
from  Quebec. 

The  provinces  of  New  Brunswick  and  Nova  Scotia  and  the 
eastern  counties  of  Quebec,  or  in  short  that  part  of  Canada 
lying  south  of  the  St.  Lawrence  River,  is  covered  by  a  forest 
type  often  called  the  Acadian.  This  consists  chiefly  of  **the 
hardwoods"  birch,  maple  and  beech,  with  smaller  quantities  of 
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basswood,  ash,  elm,  oak  and  butternut.  Those  hardwoods  which 
belong  properly  to  the  central  hardwood  forest,  such  as  tulip, 
hickory,  walnut,  chestnut,  sycamore,  cherry  and  black  gum  are 
normally  absent  from  this  type.  Red  spruce  is  the  most  impor- 
tant conifer  as  compared  to  white  pine  in  the  southern  Lauren- 
tian,  and  white  spruce  in  the  northern  forest  type.  White  and 
red  pine  are  found  in  the  Acadian  type  often  in  great  abun- 
dance, but  pure  stands  are  scarce  and  most  of  the  best  material 
has  been  removed.  The  forest  area  might  make  up  a  total  of 
14  million  acres,  and  is  supposed  to  contain  in  round  figures 
100  billion  feet  of  lumber.  There  are  no  forest  reserves  in  the 
Maritime  Provinces. 

New  Brunswick  has  a  land  area  of  17,863,040  acres  (27,911 
square  miles).  The  forest  area  has  been  estimated  at  12  mil- 
lion acres,  but  this  of  course  includes  more  than  commercial 
saw  timber  land.  The  standing  timber  has  been  estimated  at 
22  billion  feet  of  the  following  composition :  spruce  60  percent, 
pine  10  percent,  hemlock  5  percent,  cedar  5  percent  and  hard- 
woods 20  percent.  With  the  spruce  in  this  estimate  would  be 
included  balsam  fir  which  is  often  sold  mixed  with  spruce.  New 
Brunswick  in  1913  cut  399,247,000  feet  of  lumber  of  the  follow- 
ing kinds :  spruce  79.3  percent,  white  pine  7.8  percent,  hemlock 
5.5  percent,  balsam  fir  4.3  percent  and  birch  (the  most  impor- 
tant hardwood)  1.4  percent.  Ten  other  woods  were  cut  in 
smaller  quantities. 

Nova  Scotia's  land  area  is  13,483,520  acres  (21,068  square 
miles),  and  as  a  forest  survey  has  been  made  of  this  province 
its  forest  conditions  are  better  known  than  those  in  other  parts 
of  Canada. 

The  forest  area  has  been  estimated  at  5,744,000  acres,  and 
the  coniferous  saw  timber  at  ten  billion  feet  board  measure. 
The  hardwoods  might  provide  five  billion  feet,  making  the  total 
for  the  province  about  15  billion  feet.  The  standing  timber 
(conifers)  would  have  the  following  composition:  red  spruce 
five  billion  feet,  hemlock  three  billion,  white  pine  one  billion, 
and  the  remainder,  balsam  fir,  tamarack,  red  and  jack  pine,  and 
white  and  black  spruce.  The  hardwoods  would  be  beech  40  per- 
cent, sugar  maple  30  percent,  yellow  birch  20  percent,  and 
white  and  wire  birch,  soft  maple,  red  oak,  white  ash  and  black 
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ash,  the  remaining  10  percent.  Nova  Scotia  cut  about  274,722,- 
000  board  feet  of  lumber  in  1913.  Spruce  formed  56.9  percent 
and  hemlock  23.2  percent  of  this  total.  Seventeen  kinds  of  wood 
in  all  have  been  reported  from  this  province. 

The  forest  area  of  Prince  Edward  Island  is  too  small  to  be 
considered  in  a  general  estimate  of  this  sort  as  the  entire  area 
of  the  province  is  only  1,397,760  acres  (2,184  square  miles).  The 
annual  production  is  6,771,000  board  feet,  of  which  spruce  forms 
a  half  and  balsam  fir  a  quarter.  Fifteen  kinds  of  wood  in  all 
were  reported  in  1912. 

CANADIAN  TBEE  SPECIES. 
CONIFERS. 


Pinus  Strobus 

monticola 

flexilis 

albicaulis 

resinosa 

ponderosa 

Murrajana 

rigida 

Banksiana 
Larix  laricina 

occi  den  talis 

Lyallii 
Picea  Mariana 

rubra 

canadensis 

Engelmannii 

sitchensis 
Tsuga  canadensis 

heteropbylla 
Mertensiana 
Pseudotsuga  mucronata 
Abies  balsamea 

lasiocarpa 

grandis 

amabilis 
Thuya  occidentalis 

plicata 
Chamaecjparis  Nootkatensis 
Juniperus  virginiana 
scopulorum 
communifl 
Taxus  brevif olia 


White  pine. 

Western  white  pine. 

Limber  pine. 

White-barked  pine. 

Red  pine. 

Western  yellow  pine. 

Lodgepole  pine. 

Pitch  pine. 

Jack  pine. 

Tamarack. 

Western  larch. 

Alpine  larch. 

Black  spruce. 

Red  spruce. 

White  spruce. 

Engelmann  spruce. 

Sitka  spruce. 

Hemlock. 

Western  hemlock. 

Black  Hemlock. 

Douglas  fir. 

Balsam  fir. 

Alpine  fir. 

Lowland  fir. 

Amabilis  fir. 

Cedar. 

Western  cedar. 

Yellow  cypress. 

Red  juniper. 

Rocky  Mountain  juniper. 

Juniper. 

Western  yew. 
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HABDWOODS. 


Juglans  nigra 

einerea 
Carya  cordiformiB 
ovata 
alba 
glabra 
Populus  tremnloides 

grandidentata 
balsamifeia 
aeuminata 
angustifolia 
deltoides 
tziehoearpa 
Saliz  sp. 

Ostrya  virginiaoa 
Cbrpinus  caroliniana 
Alniis  incana 
oregona 
sitchensis 
tennifolia 
Betula  populifolia 

alba  var  papyrif  era 
occidentalis 
latea 
lenta 
Alaskana 
fontinalis 
Fagus  grandif  olia 
Castanea  dentata 
Quercus  alba 

Garryana 
stellata 
macroearpa 
prinus 
acnminata 
prinoides 
bicolor 
rubra 
eoecinea 
velutina 
palustris 
XJlmus  f ulva 

americana 
racemosa 
Celtis  occidentalis 


Black  walnut. 

Butternut. 

Bittemut  hickory. 

Shagbark  hickory. 

Mockemut  hickory. 

Pignut  hickory. 

Aspen. 

Large-toothed  aspen. 

Balsam  poplar. 

Lance-leafed  cottonwood. 

Narrow-leafed  cottonwood. 

Cottonwood. 

Black  cottonwood. 

Willow. 

Lronwood. 

Blue  beech. 

Speckled  alder  (shrub  only), 

Bed  alder. 

Sitka  alder. 

Mountain  alder. 

White  birch. 

Paper  birch. 

Western  birch. 

Yellow  birch. 

Sweet  birch. 

Alaska  birch. 

Mountain  birch. 

Beech. 

Chestnut. 

White  oak. 

Garry  oak. 

Post  oak. 

Burr  oak. 

Chestnut  oak. 

Chinquapin  oak. 

Dwarf  chinquapin  oak. 

Swamp  white  oak. 

Bed  oak. 

Scarlet  oak. 

Black  oak. 

Pin  oak. 

Bed  elm. 

White  elm. 

Bock  elm. 

Hackberry. 
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Morus  rubra 
Magnolia  acuminata 
Liriodendron  tulipifera 
Asimina  triloba 
Sassafras  variifolium 
Hamamelis  virginiana 
Platanus  occidentalis 
Pyrus  americana 
Amelanchier  canadensis 

alnifolia 
Crataegus  sp. 
Prunus  nigra 

emarginata 
pennsjlvanica 
virginiana 
demissa 
serotina 
Cercis  canadensis 
Gjmnocladus  dioica 
Rhus  tjpbina 
Acer  spicatum 

pennsjlvanicum 
macrophyllum 
circinatum 
Douglasii 
Acer  saccharum 
saccharinum 
nibrum 
Negundo 
Tilia  americana 
Njssa  sjlvatica 
Fraxinus  quadrangulata 
nigra 


americana 
pennsjlvanica 

' '      yar  lanceolata 


Red  mulberry 

Cucumber  tree. 

Tulip  tree. 

Papaw. 

Sassafras. 

Witch  hazel. 

Sycamore. 

Mountain  ash. 

Service  borry. 

Saskatoon. 

Hawthorn. 

Canada  plum. 

Bitter  cherry. 

Bird  cherry. 

Choke  cherry. 

Western  choke  cherry. 

Black  cherry. 

Red  bud. 

Kentucky  coffee  tree 

Staghorn  sumach 

Mountain  maple. 

Striped   maple. 

Broad-leafed  maple. 

Vine  maple. 

Dwarf  maple. 

Sugar  maple. 

Silver  maple. 

Red  maple. 

Manitoba  maple. 

Basswood. 

Black  gum. 

Blue  ash. 

Black  ash. 

White  ash. 

Red  ash. 

Green  ash. 
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I.     GENERAL. 

Factors  of  Locality. 

There  are  few  countries  which  contain  a  larger  and  more 
varied  flora  than  British  India,  and  for  this  reason,  every  variety 
of  climate  is  met  with,  from  the  intense  cold  and  snows  of  the 
higher  Himalayas  to  the  damp,  hot,  tropical  climate  of  the  wet 
zone.  Between  these  two  extremes  there  exist  many  varying 
conditions,  snch  as  the  moist  zone  just  above  the  Ghats,  which 
gradually  merges  into  the  dry  zone  conditions  of  the  Deccan  and 
Central  India  and  from  there  into  the  deserts  of  Bajputana  and 
Sind.  The  other  factors  governing  the  distribution  of  tree 
growth  in  India  are,  the  extremes  of  altitude,  which  vary  from 
sea  lervel  to  over  14,000  feet ;  the  many  types  of  soil  met  with ; 
and  that  the  country  extends  from  latitude  8°  to  latitude  37**. 
Species. 

Under  the  conditions  referred  to  above,  it  is  not  surprising 
that  the  number  of  different  species  of  trees  found  in  India  and 
Burma  should  amount  to,  roughly,  2500,  and  the  species  of  woody 
shrubs  to  about  an  equal  number.  Of  the  former,  only  a  rela- 
tively small  number  are  suitable  for  engineering  construction, 
though  some  of  them  yield  some  of  the  strongest  and  most  dur- 
able timbers  of  the  world. 

II.     SPECIES,   SUPPLIES  AND   MARKET   RATES. 

Olassiflcation  of  Timber. 

In  a  brief  note  it  is  not  possible  to  describe  more  than  a  few 
timbers — and  only  those  of  greatest  importance — ^but  as  a  guide 
to  the  general  resources  of  the  country,  in  timber  suitable  for 
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engineering  purposes,  it  may  be  stated  that  eight  species  come 
under  the  class,  twenty- three  are  of  considerable  importance,  and 
at  least  twenty-two  other  timbers  are  used  for  minor  works,  in 
default  of  better  substitutes  or  for  the  sake  of  economy.  The 
eight  most  important  species  are  briefly  described  as  below. 

TEAK. 

Teak,  Tectona  grand/is,  stands  out  preeminently  as  the  first 
amongst  the  timbers  of  British  India. 
Distribution. 

It  occupies  two  distinct  regions,  one  in  the  Peninsula  and 
the  other  in  the  interior  of  Burma.  In  the  western  area,  its 
northern  limit  is  latitude  23°  and  its  southern  limit  about  lati- 
tude 10° ;  in  Burma,  it  extends  from  latitude  25°  southward  to 
below  Moulmein. 
Orowth. 

In  Burma  and  also  on  the  West  Coast  of  India,  teak  grows 
to  a  great  size ;  trees  of  over  15'  girth  are  not  infrequently  found, 
though  the  economic  exploitable  girth  is  generally  put  at  7'  to  8' 
in  these  localities.  Elsewhere  in  India,  except  in  the  Chanda 
Division  of  the  Central  Provinces,  the  Surat  Dangs  and  the  An- 
navallies,  where  teak  grows  to  7'  and  8'  in  girth,  this  species 
attains  a  girth  of  3'  to  5',  with  a  comparatively  short  bole. 
Physdcal  and  Mechanical  Properties. 

Teak  timber  is  of  a  golden-brown  colour  when  freshly  cut, 
turning  darker  with  age.  Good  Burma  or  Malabar  teak  is  of 
fairly  uniform  colour,  though  occasionally  streaked.  Teak  from 
the  dry  zone  of  the  Peninsula  of  India  is  often  beautifully 
marked  with  dark,  wavy,  irregular  bands.  It  is  moderately  hard, 
easily  worked,  and  extremely  durable,  which  is  probably  due  to 
the  large  quantity  of  tar  oil  it  contains.  It  seasons  slowly,  but 
well,  taking  from  4  to  6  years  to  become  thoroughly  air  dry.  It 
shrinks  during  seasoning  and  does  not  settle  down  until  the 
moisture  in  the  wood  is  reduced  to  about  10%.  Well-seasoned, 
air-dried  teak  weighs  45  lbs.  per  cubic  foot.  The  average 
strength,  according  to  tests  recently  carried  out,  is  7.66  tons  per 
square  inch  for  transverse  strain  applied  tangentially  and  6.91 
tons  per  square  inch  when  the  pressure  is  applied  radially  to  the 
annual  rings;  the  amount  of  moisture  in  the  timber  at  the  time 
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of  testing  being  10%.  Similar  tests  for  shearing  gave  0.736  tons 
per  square  inch,  and  for  compression,  2.85  tons  per  square  inch. 
A  careful  investigation  recently  carried  out  has  shown  that  the 
timber  from  plantation  and  natural-grown  Burma  teak,  obtained 
from  the  same  locality,  and  of  approximately  equal  age,  differs  in 
no  way  in  point  of  strength. 
Uses. 

It  is  extensively  used  for  building,  in  the  form  of  beams, 
rafters,  battens,  posts  and  boards;  for  decks  of  ships  and  back- 
ing to  armour  plates  of  battleships;  for  boat-building,  masts, 
spars  and  oars ;  railway  carriages  and  waggons,  cart-building  and 
carriage-making  in  all  its  parts;  railway  sleepers — but  for  this 
purpose  it  is  now  too  valuable ;  it  is  used  in  all  departments  of 
carpentry,  for  agricultural  implements,  coopers'  work,  turnery 
and  many  minor  purposes. 
Outturn. 

The  total  outturn  of  teak  in  British  India  amounts  to  be- 
tween 280,000  and  290,000  tons  per  annum,  of  which  Burma  sup- 
plies 225,000  tons  and  India  the  balance.  The  amount  of  teak 
exported  from  British  India  in  1913-14  amounted  to  50,737  tons, 
of  which  a  little  over  half  found  its  way  to  England;  the  next 
most  important  countries  being  in  order,  Germany,  Cape  Colony, 
Japan  and  Ceylon. 
Prices. 

The  price  of  teak  varies  considerably  according  to  quality 
and  the  locality  from  which  it  is  obtained.  Thus,  Burma  and 
Malabar,  or  West  Coast,  teak  sells  at  higher  price  than  that  ob- 
tained from  the  Deccan  and  the  Central  Provinces.  An  average 
price  for  unselected  logs  in  the  round  in  the  Rangoon  Depot  may 
be  put  at  •  Rs.  100  to  115  per  ton,  the  West  Coast  timber  in  the 
round  at  a  depot  on  the  seacoast  fetches  a  shade  over  Rs.  100  per 
ton  of  50  cubic  feet.  Central  India  and  Deccan  teak  realise 
anywhere  from  Rs.  35  to  Rs.  60  per  ton.  Best  converted  material 
in  Calcutta  fetches  as  much  as  Rs.  6  per  cubic  foot. 

SAL. 

After  teak,  the  next  most  valuable  species  available  in  India 
is  Sal,  Shorea  robusta. 

*  Bnpee  =  1  shilling  and  4  pence  =  32  cents. 
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Distribution  and  Orowth. 

It  occurs  in  India  only,  and  not  in  Burma,  occupying  two 
distinct  localities;  one  belt  is  situated  at  the  foot  of  the  Him- 
alayas, starting  from  the  Jumna  River  and  running  eastward 
through  the  United  Provinces,  Nepal  into  Bengal  and  Assam,  and 
the  other  running  through  the  Central  Provinces,  Bihar  and 
Orissa,  into  a  northern  district  of  Madras.  Sal  is  found  at  its 
best  in  the  east  of  the  United  Provinces,  in  Nepal  and  Bengal, 
where  it  grows  to  a  height  of  100  feet  and  more  and  attains  a 
girth  of  12  to  15  feet,  while  examples  are  cited  of  trees  growing 
to  150  feet  in  height  with  a  girth  of  20  to  25  feet  at  three  and  a 
half  feet  from  the  ground;  these,  however,  would  be  excep- 
tionally large  trees. 

Physical  and  Mechanical  Properties. 

Sal  may  be  termed  a  coarse-grained  timber  when  compared 
with  teak.  In  colour,  it  is  red-brown — pale  when  freshly  cut  and 
darkening  with  age.  It  is  close-grained,  hard,  and  weighs  50  lbs. 
per  cubic  foot.  The  fibre  is  arranged  in  alternate  bands,  one 
band  being  made  up  of  several  years  of  growth,  and  is  so  ar- 
ranged that  the  fibre  is  more  or  less  parallel  to  the  axis  of  the 
stem  but  oblique  to  the  next  layer,  hence  the  timber  is  difficult  to 
split  on  the  radial  cut.  The  timber  is  extremely  durable,  many 
instances  being  recorded  of  its  lasting  in  water,  under  ground 
and  under  cover  of  upwards  of  100  years.  As  sleepers,  it  lasts 
untreated  for  from  16  to  18  years.  It  seasons  very  slowly,  tak- 
ing 6  to  8  years  to  do  so  in  the  log,  during  which  time  it  develops 
many  surface  cracks.  It  is  about  equal  to  teak  in  strength  to 
withstand  transverse  strain.  The  average  of  24  tests  on  Sal 
timber  grown  in  different  localities  gave  its  transverse  strength 
at  7.256  tons  per  square  inch,  the  moisture  in  the  timber  at  the 
time  of  testing  being  between  5%  and  14% ;  while  the  shearing 
tests  gave  0.844  tons  per  square  inch  and  compression  tests  gave 
3.55  tons  per  square  inch,  both  figures  being  considerably  above 
that  for  teak. 

Uses. 

Sal  timber  is  primarily  used  for  construction,  and  next  for 
railway  sleepers.  The  annual  number  of  Sal  broad-  and  metre- 
gauge  sleepers  used  by  the  railway  systems  of  India,  based  on  an 
average  of  3  to  11  years  was  1,131,497.    In  construction,  it  is  gen- 
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erally  used  as  beams,  rafters  and  planks.  It  is  also  used  extens- 
ively as  piles,  for  cart  construction,  agricultural  implements, 
dugouts,  helms,  masts,  oars,  and  in  coopers'  work  for  large  vats. 
It  is  used  for  waggons,  buffers,  beams  and  brake-blocks  in  rail- 
way construction  and  for  carts,  wheel-barrows,  etc.,  by  the 
Ordnance  Department. 

Outturn. 

The  total  annual  outturn  of  Sal  timber  is  computed  to  be  as 
follows : 

From  State  Forests 6,337,736  c.  ft.  in  1910-11 

22  Feudatory  States  of  Orissa 966,764  c.  ft.  average  of  3  years 

Zemindari  lands  of  the  Central  Prov- 
inces          50,000  c.  ft.  estimated 

Mechpara  Estates  in  Bengal 112,327  c.  ft.  average  of  3  years 

Private  Sal  forests  in  Madras 50,000  c.  ft.  estimated 

Total    8,120,551  cubic  feet 

Of  the  above  amount,  32%  goes  to  sleeper  woods  and  68%  to  con- 
structional timber. 
Prices. 

Sal  from  the  northern  forest,  which  is  generally  termed 
*'Hiir'  or  Nepal  Sal,  fetches  about  Rs.  70  to  Rs.  75  per  ton  of  50 
cubic  feet  when  converted  into  sleepers ;  its  price  in  the  round 
varies  between  Rs.  25  and  Rs.  35  per  ton,  and  as  rafters  of  the 
larger  size,  8  annas*   to  12  annas  per  cubic  foot. 

DEODAR. 

Distribution  and  Orowth. 

The  most  important  conifer  of  India  is  the  Deodar,  Cedrus 
deodara,  found  in  the  Western  Himalayas  from  Afghanistan  east- 
wards to  Kumaon,  at  from  4000  to  10,000  feet  elevation,  but  most 
common  at  an  elevation  of  from  6000  to  8000  feet.  It  grows  to  a 
large  size,  the  extreme  girth  mentioned  by  writers  is  44  feet  at 
2  feet  and  36  feet  at  6  feet  from  the  ground,  and  150  feet  in 
height.  Trees  of  such  dimensions  are  now  rare,  the  economic 
exploitable  girth  being  fixed  at  about  8  feet  at  breast  height. 

Pliysical  and  Mechajiical  Properties. 

The  timber  of  Deodar  is  light  yellow-brown  in  colour  with 
darker  lines  running  through  it,  strongly  scented  and  fairly  hard. 

1  anna  =  one  sixteenth  of  a  rupee,  or  approximately  2  cents. 
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It  is  a  durable  timber  as  compared  with  other  coniferous  woods. 
When  under  cover  it  will  last  to  20  years  and  upwards,  while  its 
life  in  the  form  of  untreated  sleepers  may  be  taken  at  from  10  to 
12  years.  Weight,  35  lbs.  per  cubic  foot.  Two  sets  of  tests  car- 
ried out  gave  the  average  coefficient  of  transverse  strength  as 
4.72  and  4.14  tons  per  square  inch,  respectively.  The  timber  sea- 
sons well  and  fairly  quickly,  while  owing  to  the  tar  oil  in  the 
wood  it  does  not  become  water-logged  during  floating. 
Uses. 

The  primary  use  of  the  timber  is  for  railway  sleepers.  It  is 
also  used  for  bridge  construction,  and  for  house  building  in 
Jaunsar  and  elsewhere,  as  beams,  rafters,  door  and  window 
frames,  boards  and  shingles.  It  is  also  used  for  boxes,  packing 
cases,  camp  furniture  and  in  general  carpentry.  Troup  states 
that  it  is  used  for  telegraph  poles  on  the  North  West  Frontier, 
elsewhere  for  masts,  oars,  well-construction,  beer-vats  and  by  the 
Ordnance  Department  for  barrow  wheels,  transport  boxes,  etc. 
A  Calcutta  firm  has  pronounced  the  wood  suitable  for  pencils, 
and  that  it  is  even  better  for  this  than  Podocarpus  neriifolia. 

Outturn. 

The  total  annual  outturn  of  Deodar  is  approximately  4,837,- 
000  cubic  feet,  of  which  over  3,000,000  cubic  feet  come  from  the 
forests  of  Kashmir  and  900,000  cubic  feet  from  Chamba  State, 
and  the  rest  from  Government  forests  and  private  lands  of  the 
United  Provinces  and  Punjab. 
Prices. 

Deodar  broad-gauge*  sleepers  fetch  Rs.  4-0-0  to  Rs.  4-4-0 
each,  containing  3.3  cubic  feet.  At  the  depots  on  the  Jhelum 
River  good  logs  fetch  Rs.  1-2-0  per  cubic  foot  and  second-class 
about  11  annas  per  cubic  foot;  similarly,  on  the  Chenab  River, 
good  logs  fetch  Rs.  1/  per  cubic  foot  and  those  of  poor  classes 
10  to  11  annas  per  cubic  foot. 

PYINKADO. 

Distribution. 

Xylia  dolabriformis,  or  Burmese  iron  wood,  is  after  teak  the 
most  important  tree  of  Burma.  It  occurs  in  Burma  and  also 
on  the  Western  and  Eastern  Ghats  of  India,  generally  associated 

*  Broad-gauge  sleeper  =  9'  6"  x  10"  x  5". 
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with  teak.    There  is  some  doubt  as  to  whether  the  Indian  variety 
is  botanieally  the  same  species  as  that  found  in  Burma ;  anyhow, 
from  the  point  of  view  of  the  timber,  the  Indian  wood  is  far 
inferior  to  that  of  Burma. 
Growth. 

Pyinkado  is  a  very  common  tree  in  most  forests  and  grows 
with  a  straight  bole  up  to  90  to  100  feet. in  height,  and  in  favour- 
able localities  attains  a  girth  of  9  to  12  feet  at  breast  height. 
Physical  and  Mechanical  Properties. 

The  timber  is  dark  red-brown,  mottled  and  spotted;  very 
hard  and  difficult  to  saw,  especially  seasoned  timber;  close 
grained,  somewhat  twisted;  and  cuts  to  a  smooth,  shiny  surface. 
It  seasons  slowly,  but  not  so  slowly  as  Sal,  and  cracks  while  dry- 
ing, especially  the  Indian-grown  variety.  As  regards  durability, 
there  is  a  great  diflference  between  the  Burman  and  Indian  tim- 
ber. The  former  is  extremely  durable,  lasting  for  20  years  and 
upwards  as  an  untreated  sleeper,  while  the  Indian  timber  lasts 
only  from  6  to  11  years,  according  to  locality.  It  is  a  very 
heavy  timber,  weighing  as  much  as  60  lbs.  to  the  cubic  foot. 
Gamble  gives  its  transverse  strength  as  varying  from  7.68  to 
9.57  tons  per  square  inch  for  Burma  Pyinkado  and  3.23  to  6.07 
tons  per  square  inch  for  the  Indian  variety. 
Uses. 

The  primary  use  to  which  the  Burman  timber  is  put  is  for 
sleepers,  and  owing  to  its  strength,  hardness  and  durability,  it 
is  admirably  suited  for  that  purpose.  The  Indian  timber  has 
also  been  used  for  sleepers  but  not  to  the  same  extent  as  the 
timber  from  Burma.  It  is  extensively  used  in  both  Peninsulas 
for  house  building,  in  the  form  of  posts,  beams  and  scantlings ; 
in  bridge  construction ;  and  for  buffers  of  railway  trucks.  In 
Burma  it  is  used  for  telegraph  posts,  boats,  dugouts  and  canoes, 
and  also  for  ship  building,  especially  as  knees,  crooks  and  keels 
(Troup).  It  is  used  for  agricultural  implements,  such  as 
ploughs,  harrows,  clod-breakers,  oil  presses  and  yokes;  and  else- 
where for  tent  pegs  and  railway  keys;  by  the  Ordnance  Depart- 
nient  for  cart-poles  and  axle-cases;  and  for  paving  blocks  in 
^'angoon.  In  Northern  Kanara  and  Belgaum  it  is  largely  ex- 
ploited as  fuel  to  supply  the  Madras  and  South  Marhatta  Rail- 
way, up  to  45,000  tons  annually. 
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Outturn. 

A  computation  was  made  some  years  ago  in  Burma  in  order 
to  ascertain  the  possible  outturn  of  Pyinkado  sleepers  per  an- 
num, with  the  result  that  5,390,000  trees  of  over  7'-6"  girth,  in 
other  words  mature  trees,  were  found  to  be  available  within  easy 
reach  of  the  railway.  It  is  estimated  that  these  trees  would  give 
about  646,800  meter-gauge*  sleepers  per  annum  for  25  years. 

The  annual  outturn  of  Xylia  dolabriformi^  from  the  three 
Kanara  Divisions  and  the  Belgaum  Division  of  the  Bombay 
Presidency  on  the  West  Coast  is  put  at  40,000  tons  per  annum, 
and  that  of  Malabar,  in  Madras,  at  50,000  cubic  feet  per  annum. 
Prices. 

The  price  of  Pyinkado  in  Burma  is  rising  year  by  year  and 
is  likely  to  continue  doing  so,  even  more  rapidly,  probably,  than 
that  of  teak.  It  now  fetches  Rs.  80  to  Rs.  90  per  ton  of  50  c.  ft. 
in  Rangoon  as  scantlings  and  planks.  The  Burma  Railways  pay 
only  Rs.  1-12-0  per  meter-gauge  sleeper  (1^4  c.  ft.)  so  that  it  is 
a  much  more  profitable  business  to  convert  it  into  constructional 
timber.  On  the  West  Coast,  'Pyinkado'  or  *  Jamba',  as  it  is 
called  in  that  locality,  fetches  from  Rs.  24  to  Rs.  32  per  ton. 

•IN',    'GURJAN*   AND   'KANYIN*. 

Dipterocarp  species.  For  the  sake  of  brevity,  it  is  proposed 
to  deal  with  the  three  species  of  Dipterocarps  together.  Three 
important  Dipterocarps  are  found  in  Burma  and  the  Andamans ; 
namely,  Dipterocarpus  tuberculatus,  known  as  *In';  Dipterocar- 
pus  turbinatus,  'Gurjan';  and  Dipterocarpus  alatu^,  'Kanyin*. 
The  timbers  of  all  three  species  are  very  alike  and  difl&cult  to 
distinguish,  so  that  the  somewhat  loose  commercial  term  of 
*Gurjan'  timber  is  applied  to  all  three.  If  anything,  *In'  is 
superior  to  both  the  other  two  and  *Kanyin'  superior  to  'Qur- 
jan';  so  that  anyone  proposing  to  purchase  *Gurjan'  and,  in- 
stead, being  supplied  with  either  *In'  or  *Kanyin*  would  not  be 
a  loser. 

Distribution. 

*  In  *  is  found  throughout  Burma,  often  forming  nearly  pure 
forests.  *Gurjan'  is  found  in  the  tropical  forests  of  Burma,  in 
Chittagong  and  in  the  Andamans;  while  'Kanyin'  is  found  in 

•  Meter-gauge  sleeper  =  6'  x  8"  x  4%". 
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tile  moist  forests  of  Bhamo,  the  Pegu  Yomas,  Arakan,  Martaban 

down  to  Tenasserim,  and  in  the  Andamans. 

Orowth. 

All  three  species  grow  to  a  large  size,  with  fine,  straight, 
clean,  cylindrical  boles,  measuring  50  and  60  feet  from  the 
gronnd  to  the  first  branch.  *In'  rarely  exceeds  100  feet  in  height 
and  12  feet  girth,  while  *Gurjan'  grows  from  150  to  200  feet  in 
height  with  a  15-  to  18-foot  girth.  'Kanyin*  grows  to  a  larger 
size  than  *In',  but  is  rarely  found  exceeding  that  of  *Gurjan'. 

Physical  and  Mechanical  Properties. 

In  colour,  all  three  species  may  be  described  as  red-brown, 
with  large  regular  pores.  *In'  and  'Kanyin'  are  hard  and  *Gur- 
jan'  is  moderately  hard.  They  all  season  fairly  well  in  the  log, 
though  very  liable  to  split  if  the  timber  is  converted  green.  As 
these  three  timbers  have  been  described  together,  it  will  simplify 
matters  to  tabulate  their  mechanical  properties : 

£  |-3£  tSg-5  -.S^ 
S  -2  -S  -  &  -co-  X  p  - 
•gd     2Sfe     5tf§     5£| 

^       -SIS.   r«S.    -"S 

Species  ^  *^      ua»     liSS*      M)&*  Remarks 

*       §Sq       S.«S$       So* 
»4p.      C-S^       Sbmi      Sop. 

•r«  «a  *^  4^ 

-<  m  CQ  QQ 

Dipterocarpns  inberciilatuB 

•In*    60          5.3  0.65          2.97  Everett's  tests  in  1908 

Dipterocarpas  alatus 

'Kanyin*    50         6.9  Gamble 

DipteroearpuB    torbinatas..                6.44  0.52  2.46  Barman   timber 

•Gurjan*    50          7.13  0.48          2.20  Andaman    ** 

Uses. 

*In',  *  Kanyin*  and  *Gurjan*  are  used  for  house  building, 
chiefly  in  the  form  of  scantling,  rafters  and  planks;  for  boat 
building,  furniture,  joinery;  and  recently  for  railway  sleepers, 
after  treatment.  Considerable  quantities  of  these  timbers  are 
exported  from  Burma  to  Calcutta  and  the  East  Coast  ports,  and 
small  quantities  find  their  way  to  Europe. 
Onttnm. 

The  total  outturn  of  these  three  species,  together,  is  very 
considerable.     The  annual  outturn  during  the  last  5  years  of 
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Dipterocarpus  tuberculatus,  'In*,  from  Burma,  has  been  over 
80,000  tons.  The  latest  estimates  put  the  sustained  annual  yield 
at  65,000  tons.  The  annual  outturn  of  Dipterocarpus  alattis, 
'Kanyin',  is  put  at  40,000  tons, — ^this  is  probably  a  conservative 
figure, — while  the  supply  of  Dipterocarpus  turbiriatus,  *Gurjan', 
from  the  Andamans,  is  stated  to  be  30,000  tons  per  annum.  The 
total  outturn  of  these  three  Dipterocarps,  therefore,  works  out  to 
135,000  tons  per  annum  from  Burma  alone. 

Prices. 

The  price  of  these  Dipterocarp  timbers  compares  favourably 
with  that  of  teak,  and  is  even  higher  than  that  of  Sal.  *  In '  seUs 
for  about  Rs.  70  to  Rs.  75  per  ton  and  'Kanyin'  for  Rs.  60/ — 
to  Rs.  70/ — ^per  ton  in  Rangoon,  while  'Gurjan'  from  the  Anda- 
mans is  valued  at  Rs.  60/ — to  Rs.  75/ — in  Calcutta.  The  above 
prices  are  for  converted  material,  in  the  shape  of  boards,  planks 
and  rafters. 

ANDAMAN  PADAUK. 

Distribution. 

Petrocarpus  dalbergioides,  or  Padauk,  is  confined  to  the 
Andamans. 

Orowth. 

Padauk  grows  to  a  large  tree,  80  to  125  feet  in  height,  with 
a  clear  bole  of  from  20  to  50  feet,  and  a  girth  of  10  feet.  The 
trunk  is  frequently  much  buttressed,  especially  when  growing 
in  damp  localities  or  on  low-lying  ground. 

Physical  and  Mechanical  Properties. 

Andaman  Padauk  yields  a  valuable  ornamental  timber  of 
varying  shades,  from  deep  crimson  to  cherry  red,  pink  reddish 
brown,  and  even  dull  light  brown,  the  latter  being  known  as  **oflP- 
coloured*'.  The  timber  is  extremely  hard,  and  difficult  to  bring 
to  a  fine  polish,  which  when  obtained,  however,  is  lasting. 
Weight,  48  lbs.  per  cubic  foot,  and  transverse  strength,  5.01  tons 
per  square  inch. 

Uses. 

It  is  used  by  the  Ordnance  Department  for  constructing 
gun-carriage  wheels.  It  is  admirably  suited  for  constructional 
work  in  all  departments.  It  has  given  good  results  as  a  sleeper 
wood;  its  price,  however,  restricts  its  use  to  constructional  and 
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ornamental  work,  such  as  for  building  purposes,  internal  fittings 
of  Pullman  ears,  panelling,  high-class  furniture,  etc. 

Outturn. 

The  possible  annual  outturn  of  this  timber  is  from  4000  to 
6000  tons  from  the  South  and  Middle  Islands,  while  that  from 
the  Northern  Island,  an  area  which  at  present  is  not  worked, 
may  be  put  at  10,000  tons. 

Prices. 

The  price  varies  with  the  colour;  fine-coloured  Padauk 
fetches  Rs.  90/ — per  ton,  f.  o.  b.  Port  Blair;  average  logs  fetch 
Es.  70/— per  ton  and  ''off-coloured*'  logs  Bs.  55/— to  Rs.  60/— 
per  ton. 

OTHER  SPECIES. 

In  the  first  part  of  this  paper  it  was  stated  that  though  eight 
of  the  Indian  timbers  are  classed  as  of  exceptional  value,  others 
exist  which  are  also  of  very  considerable  importance.  It  is  here 
not  possible  to  give  detailed  accoxmts  of  each  of  these  timbers, 
though  the  following  should  be  included  in  any  list  of  Indian 
timbers  which  are,  or  may  in  the  near  future  be  found  to  be  of 
value  to  the  engineer : 

(1)  Acacia  arabica,  (2)  Albizzia  Lebbeck,  (3)  Anogeissus 
latifolia,  (4)  Artocarpus  chaplasha,  (5)  Bischofia  javanica,  (6) 
Calophyllum  tomentosum,  (7)  Dalbergia  latifolia^  (8)  Dalhergia 
Sissoo,  (9)  Dipterocarptis  pilosus,  (10)  Grewia  tiliaefoUa,  (11) 
Heritiera  minor,  (12)  Homalium  tomentosum,  (13)  Uopea 
odorata,  (14)  Hopea  parvifiora,  (15)  Lagerstroemia  microcarpa, 
(16)  Mesuaferrea,  (17)  Myristica  Irya,  (18)  Pinus  excelsa,  (19) 
Piniis  langi folia f  (20)  Pterocarpus  macrocarpus,  (21)  Terminalia 
tomentosa,  (22)  Terminalia  Myriocarpa  and  (23)  Terminalia 
panicidata. 

ITT     WHAT    IS   BEING   DONE    TO   MAINTAIN    THE    SUPPLY    OF 

TIMBER    IN    INDIA. 

Introduction  of  Forestry  in  India. 

As  long  ago  as  1825,  the  question  of  preserving  the  valuable 
forests  of  India  came  under  consideration.  The  initial  start  was 
made  in  Madras  when  the  famous  Nilambur  teak  plantation  was 
created  by  Mr.  Conolly,  a  distinguished  member  of  the  Indian 
Civil  Service.    A  definite  policy  was,  however,  not  inaugurated 


88  INDIAN  TIMBERS  IN  ENGINEERING  CONSTRUCTION 

till  1856,  when  Lord  Dalhousie,  the  then  Governor-General  of 
India,  laid  down  rules  and  regulations  with  a  view  of  affording 
wide-spread  protection  to  tha  valuable  forests  both  of  India  and 
Burma. 
Forest  Staff. 

The  next  step  taken  was  to  create  a  Forest  Service,  which, 
though  small  to  commence  with,  now  consists  of  an  Inspector 
General,  2  Chief  Conservators,  23  Conservators,  a  President  of 
the  Forest  Research  Institute  and  College,  16  Research  Officers 
and  Instructors,  and  195  Dei)uty  and  Assistant  Conservators, — 
the  above  officers  all  having  been  trained  in  Europe, — ^and  202 
Extra  Deputy  and  Assistant  Conservators  of  Forests  who  have 
been  trained  in  India.  The  Rangers,  Foresters  and  Guards,  a 
fair  percentage  of  whom  are  trained  men,  bring  the  strength  of 
the  Department  up  to  about  16,000. 
Area  of  State  Forests. 

The  first  step  taken  after  creating  a  special  Forest  Service 
was  to  demarcate,  settle  and  finally  map  the  State  Forests,  which 
now  cover  243,500  square  miles,  or  approximately  one  quarter 
of  the  whole  of  British  India. 
Working  Plans. 

Soon  after  the  forests  had  been  placed  on  a  legal  basis  and 
as  the  forest  maps  became  available,  the  energies  of  the  Depart- 
ment were  directed  toward  making  ** working  plans".  Most  of 
the  plans  for  Teak  and  Sal  forests  have  been  drawn  up  on  the 
** selection  system";  others,  where  the  forests  were  in  a  damaged 
state  when  taken  over,  are  being  provisionally  treated  under  **  im- 
provement fellings";  while  in  places  where  the  local  conditions 
are  less  favourable  to  forest  growth,  the  ** coppice",  with  ** stan- 
dard system",  has  been  introduced.  In  some  Provinces,  the 
**w^orking  plans"  are  practically  completed;  in  others,  much 
work  still  remains  to  be  done.  The  total  area  under  regulated 
plans  now  amounts  to  over  45,000  square  miles. 
Plantation. 

In  order  to  increase  the  growing  stock,  extensive  plantations 
have  been  created,  chiefly  of  Teak  in  Burma  and  Madras,  of  Cas- 
uarina  on  the  East  and  West  Coasts,  of  Deodar  in  the  Western 
Himalayas,  of  Rubber  in  Assam  and  Mergui,  a  large  irrigated 
plantation  of  Sissum  and  other  species  in  the  Punjab  plains,  and 
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of  Eucalyptus  in  the  Nilgiris.    The  area  under  plantations  now 

amounts  to  148,617  acres. 

Protection  from  Fire,  Grazing  and  Theft. 

Fire  conservancy  and  protection  from  theft  have  been 
strictly  enforced;  grazing  is  regulated  and,  where  possible,  re- 
stricted to  grazing  as  against  browsing;  while  areas  under  re- 
generation are  completely  closed  to  grazing  of  any  sort  for  at 
least  ten  years. 

IV.     THE    ECONOMIC    POSITION    OF    THE    TIMBER    TRADE   IN 

INDIA. 

Indian  Bequirements. 

In  a  country  such  as  India,  with  a  population  of  over  three 
hundred  million,  the  amount  of  timber  required  is  necessarily 
very  large.  By  far  the  greater  quantity  of  timber  is  obtained 
from  the  (Jovemment  forests,  amounting  to  approximately 
75,000,000  cubic  feet  of  timber  and  182,000,000  cubic  feet  of 
fuel  per  annum.  Estimating  the  outturn  of  timber  from  the 
forests  other  than  those  belonging  to  the  State  to  be  25  million 
cubic  feet,  the  consumption  per  head  of  population  works  out 
to  under  one  third  of  a  cubic  foot,  which,  compared  with 
European  countries,  is  a  low  figure.  The  reason  for  this  is  doubt- 
less due  to  the  fact  that  by  far  the  greater  portion  of  the  popu- 
lation is  agricultural,  living  in  poor-class  houses,  made  of  sun- 
dried  mud  bricks,  with  a  roof  consisting  of  small  rafters  and 
thatch  or  tiles ;  the  total  amount  of  timber  used  in  the  construc- 
tion of  which  is  extremely  small,  while  the  number  of  persons 
living  in  one  small  house  is  comparatively  great.  Again,  the 
timber  used  is  often  Teak,  Sal  or  Deodar,  all  extremely  durable 
timbers,  and  requiring  to  be  renewed  only  after  long  intervals. 

As  has  been  explained  above,  the  demand  for  timber  in 
India,  when  taking  into  consideration  its  enormous  population, 
is  relatively  small  when  calculated  on  a  basis  of  consumption  per 
head  of  population ;  nevertheless,  the  indigenous  supply  is  barely 
sufficient  to  meet  all  requirements,  a  point  which  is  clearly  dem- 
onstrated by  the  fact  that  imports  of  timber  are  increasing,  while 
the  prices  of  all  classes  of  indigenous  timber  have  been  and  are 
still  steadily  rising.  Thus,  the  price  of  Deodar  sleepers  has  ad- 
vanced from  Rs.  2/12/— in  1893  to  Rs.  4/4/— in  1913,  and  con- 
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structional  timber  has  advanced  in  like  proportion.  Best  Burma 
teak  could  be  purchased  in  the  log  (round)  at  Rs.  70/ — ^per  ton 
20  years  ago,  while  now  selected  logs  fetch  as  much  as  Rs.  120/ — 
to  Rs.  150/ — ^per  ton,  and  in  exceptional  cases  Rs.  200/ — . 

Another  indication  that  the  supply  can  only  just  meet  the 
demand,  and  probably  a  more  convincing  proof  of  this  state  of 
affairs  than  that  shown  by  the  increase  in  the  cost  of  timber,  is 
that  certain  species  which  formerly  were  rejected  as  useless  by 
the  local  inhabitants  are  now  readily  purchased  by  them  for 
constructional  purposes. 

Imports  and  Exports. 

When  reviewing  the  economic  position  of  any  particular 
article  of  commerce,  it  is  necessary  to  study  the  figures  of  im- 
ports and  exports.  The  most  recent  figures  available  show  that 
about  18,000  tons  of  teak  wood  are  imported  into  India,  chiefly 
from  Siam  and  Java ;  about  35,000  tons  of  Deal  and  Pine  wood, 
chiefly  from  America;  40,000  tons  of  other  timber,  chiefly  Dip- 
terocarps,  fr6m  the  State  Settlements;  and  Jarrah  from  Aus- 
tralia. Against  this,  some  60,000  tons  of  teak  are  exported  from 
Burma  and  India,  which  chiefly  find  their  way  to  the  United 
Kingdom,  Germany,  Ceylon,  Japan  and  the  Cape;  and  of  other 
timber,  about  7,000  tons,  chiefly  Blackwood,  Padauk,  and  San- 
dalwood, which  find  their  way  to  Europe.  The  excess  of  imports 
over  exports  amounts  to  about  26,000  tons,  so  that  India  may  be 
said  to  be  not  absolutely  self-contained  as  far  as  timber  is 
concerned. 
Oonclusions. 

The  chief  factors  governing  the  economic  position  of  the 
timber  trade  in  India  are  the  progress  of  civilization,  the  rate  of 
increase  of  population  and  the  measures  being  taken  to  keep  up 
the  supply  of  timber.  India  is  fast  absorbing  Western  civiliza- 
tion; it  is  advancing  with  long  strides  in  education;  the  in- 
crease in  population  is  rapid;  and  development  in  engineering 
is  fully  keeping  pace  with  the  times;  so  that  there  can  be  no 
question  of  doubt  that  the  demand  for  timber  will  increase  by 
leaps  and  bounds.  It  becomes  a  nice  problem  as  to  whether  the 
forests  will  be  able  to  stand  the  strain.  Here,  two  factors  have 
to  be  considered;  namely,  that  the  majority  of  forests  were  in 
a  very  bad  condition,  owing  to  unregulated  fellings,  when  pro- 
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tection  was  first  introduced  some  five  years  ago  and  have  not  yet 
had  time  to  recover;  and,  secondly,  that  the  forests  contain  a 
very  large  number  of  species  the  value  of  which  has  not  as  yet 
been  realized  in  the  timber  markets.  Time  will  cure  the  first 
defect,  and  when  the  forests  come  into  complete  bearing  the  out- 
turn will  be  more  than  doubled;  while  the  question  of  utilizing 
greater  numbers  of  the  available  species  is  automatically  adjust- 
ing itself  as  the  market  value  of  the  more  valuable  species  be- 
comes prohibitive;  and,  lastly,  a  factor  which  will  tend  to  in- 
crease the  supply  in  the  future  is  the  development  of  roads  and 
mechanical  traction,  especially  in  more  remote  forests.  It  is 
thought  that  in  spite  of  the  steady  increase  in  demand  which  is 
sure  to  arise,  that,  anyhow,  for  some  years  to  come,  the  State 
forests  will  be  able  to  cope  with  the  ever-increasing  demand, 
provided  that  strict  protection  be  maintained,  that  every  en- 
deavour be  made  to  utilize  to  the  utmost  the  many  varieties  of 
timber  available,  that  a  liberal  policy  of  allotting  funds  for  the 
construction  of  new  roads,  tram  lines,  wire-ways,  improving 
floating  streams,  etc.,  be  adopted  and  that  the  staflf  be  increased 
in  proportion  to  the  development  which  wiU  take  place  under 
a  forward  policy. 
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FOREST  AREAS. 

The  forests  in  Russia  cover  an  area  of  1355  million  acres, 
that  is  to  say,  they  exceed  2^2  times  the  forest  area  of  the 
United  States  of  America,  and  are  distributed  among  the  sep- 
arate parts  of  the  empire  in  the  following  way : 

Forest-laad  Area  In  Millions  of  Acres. 

For  European  Russia 446 

Finland  38 

The  Caucasus 18 

Asiatic  Russia 853 

It  comes  to  about  8  acres  of  forest  land  to  one  inhabitant.  The 
forest  land  on  the  average  constitutes  37%  of  land  area.  This 
percentage  of  forest  area  varies  a  good  deal  in  dififerent  prov- 
inces. 

In  Finland  the  forest  area  amounts  to  45%.  Within  the 
bounds  of  European  Russia  the  percentage  of  forest  area  is 
particularly  high  in  8  of  the  provinces:  Wologda  82%,  Perm 
57%,  Nowgorod  54%,  Petrograd  50%,  Olonetz  41%,  Kos- 
troma 47%,  Archangel  45%,  Viatka  41%.  It  changes  oftener 
in  the  middle  region  of  Russia  from  20  to  30%.  On  the  bor- 
ders of  the  Vistula  the  average  forest  land  is  below  20%.  In 
the  south  steppe  governments  and  southeast  Wolga  provinces 
the  percentage  of  the  forest  area  varies  between  1  and  1^; 
the  government  of  Cherson  up  to  10% ;  Padol  1% ;  the  average 
forest  land  in  the  Caucasus  constitutes  16%,  with  variations 
beginning  at  77%;  the  Black  Sea  province,  Stavropol,  up  to 
1%. 
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FOREST  OWNERSHIP. 

According  to  forest  ownership,  the  Russian  forests  are 
divided  into  government  forests,  private  forests  and  those  be- 
longing to  all  kinds  of  establishments.     Government  forests 
in    five     northern     provinces — Archangel,     Wologda,     Perm, 
Olonetz  and  Viatka — amount  to  198  million  of  acres,  or  83%  of 
the  whole  area  of  this  region.    In  the  remaining  part  of  Euro- 
pean Russia,  excepting  the  Vistula  region,  the  national  forests 
amount  to  27  million  acres,  or  22%  of  the  whole  extent  of 
forests.     In  the  Vistula  country  there  are   about  2  million 
acres,  or  one-third  of  the  whole  space  occupied  by  national 
forests.     In  the  Caucasus  the  national  forests  occupy  8  mil- 
lion acres,  or  45%  of  the  whole  area.    In  Asiatic  Russia  na- 
tional forests  comprise  nearlj''  772  million  acres,  which  amounts 
to  90%  of  the  whole  area. 

THE  FORESTS  OP  THE  EXTREME  NORTH  OF  EUROPEAN  RUSSIA. 

Distribution  of  Species. 

South   of  the  strip   of  treeless,  marshy   plain    (so-called 
tundra),  adjacent  on  the  north  to  the  Frozen  Ocean,  in  Fin- 
land, European  Russia,  the  forests  of  conifers  contain  two 
chief  species,  the  spruce  (Picea  excelsa)  and  the  Scotch  pine 
(Pinus  silvestris).    On  sandy  soils  grow  pure  pine  forests;  on 
clayish  fresh  soils,  a  mixed  forest  of  Scotch  pine  and  spruce. 
After  the  cutting  out  of  the  Scotch  pine  in  the  mixed  forests, 
^he  spruce  often  exchanges  place  with  the  Scotch  pine,  and 
the  latter  returns  to  its  former  territory  only  after  fires  have 
destroyed  all  the  spruces,  sparing  only  the  seed-bearing  trees 
^^  the  Scotch  pine.     On  the  east  side  of  the  northern  region 
o'  the  conifers,  between  the  Onega  River,  Nigni-Nowgorod 
and  Ufa,  with  soils  rich  in  calcium,  we  meet  with  Siberian 
larch    (Larix  sibirica)   usually  mixed  with  Scotch  pine  and 
spruce.    Within  the  limits  of  the  growing  of  Siberian  larch, 
there  happens  to  be  likewise  the  Siberian  fir  (Abies  sibirica). 
On  the  extreme  northeast,  in  the  sector,  the  bow  of  which 
attains  the  65th  parallel  and  in  the  south  descends  to  the  57th 
parallel,  the  Siberian  pine  is  met  with. 

Of  the  hardwoods,  the  aspen  and  birch  trees  extend  into 
the  northern  parts,  but  on  going  further  to  the  north,  the 


Diameter 

Total  Tolume 

Height 

breast-high 

per    acre 

Feet 

Inches 

Cubic  Feet 

88 

12 

7075 

90 

12 

7650 

94  TIMBER  OF  RUSSIA 

aspen  becomes  more  and  more  scarce.     The  hardwoods  make 
their  appearance  after  the  clearing  out  of  the  <;onifers  or  after 
fires ;  at  the  beginning  of  their  history  of  life,  the  hardwoods 
grow  with  the  conifers,  dying  out  100  to  200  years  sooner. 
Yield. 

In  the  government  of  Petrograd,  on  the  best  soils  the 
pure  forests  of  Scotch  pine  and  spruce  give  the  following 
yield: 

Age 
Species  Years 

Scotch  pine 100 

Spruce  100 

Notwithstanding  the  severe  climatic  conditions  of  the 
government  of  Wologda,  in  the  district  of  Solvytchegodsk  the 
pure  spruce  forests  at  the  age  of  200  years  (82  feet  high  and 
14  inches  in  diameter,  breast-high)  gave  5300  cubic  feet  to 
the  acre,  while  the  largest  separate  trunks  hardly  reached  121 
feet  in  height  and  38  inches  in  diameter,  breast-high. 

The  Siberian  larch  (Larix  sibirica)  in  the  government  of 
Archangel,  on  a  clayish  soil  with  a  dolomite  sub-soil,  reaches 
at  the  age  of  200  years  108  feet  in  height  and  a  diameter  of 
17  inches.  A  mixed  larch-pine-spruce  forest  on  such  soil  gives 
in  160  years  6500  cubic  feet  to  the  acre. 

Mechanical  Properties  and  Oommercial  Uses. 

In  consequence  of  the  comparative  of  growth,  the  trees  of 
the  northern  forests  have  narrow  annual  rings  and  are. there- 
fore remarkable  for  high  technical  qualities. 

The  technological  laboratory  of  the  Imperial  Forest  In- 
stitute, under  the  direction  of  Prof.  H.  A.  Phillipoff,  has  been 
making  most  divers  investigations  of  Russian  woods,  and 
states  that  of  the  conifers  growing  in  the  governments  of 
Wologda  and  Kostroma,  the  Scotch  pine  timber  100  to  200 
years  old  in  air-dry  condition,  with  10  to  12%  of  moisture,  has 
a  compressive  strength  parallel  to  grain  of  525  to  600  kg.  to 
the  square  centimetre  (7450  to  8525  lbs.  per  sq.  in.).  The 
greatest  compressive  strength — 740  kilograms  per  square  cen- 
timetre at  a  specific  gravity,  air-dry,  of  0.573 — is  noted  as 
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belonging  to  the  Scotch-pine  woods  in  the  government  of 
Viatka. 

The  well-renowned  Russian  pine  is  used  for  lags,  square 
beams,  boards,  masts,  shingles,  railroad  ties,  etc. 

The  spruce  attains  the  best  mechanical  properties  as  reso- 
nance material  for  musical  instruments,  in  the  government  of 
Viatka;  it  has  a  specific  gravity,  air-dry,  of  0.496  and  a  com- 
pressive strength  parallel  to  the  grain  of  630  kg.  per  square 
centimetre  (8960  lbs.  per  sq.  in.). 

During  the  first  period  of  lumbering  in  the  north  there 
was  a  prejudice  against  the  spruce,  and  the  price  of  the  spruce 
was  one  half  that  of  pine  timber.  At  present,  spruce  timber, 
on  the  average,  is  priced  at  10%  below  that  of  pine,  but  each 
year  the  reputation  of  the  spruce  rises.  The  Northern  and 
Perm  railroads  use  the  spruce  for  ties.  The  Perm  railroads 
laid  down  in  the  year  1912  over  one-half  million  spruce  ties. 
Not  long  ago  the  oflScial  instructions  of  the  Department  of 
Means  of  Communication  demanded  that  the  spruce  ties 
should  not  be  used  longer  than  4  years;  whereas  experience 
has  proved  that  they  can  serve  from  5  to  6  years. 

The  wood  of  the  Siberian  larch  (Larix  sibirica)  is  dis- 
tinguished by  its  first-rate  qualities.  Thanks  to  its  strength 
and  elasticity,  it  is  superior  to  all  conifers.  Its  compressive 
strencrth  parallel  to  grain  at  a  specific  gravity,  air-dry,  of 
0.530-0.69O,  varies  from  590  to  800  kilograms  per  square  centi- 
metre (8380  to  11,350  lb.  per  sq.  in.),  and  in  some  samples  from 
the  government  of  Viatka,  even  900  kilograms  to  the  square 
centimetre  (12,780  lb.  per  sq.  in.).  Its  modulus  of  elasticity  in 
bending  comes  to  112  to  145  tons  per  square  centimetre  (3,- 
180,000  to  4,120,000  lb.  per  sq.  in.).  The  hardness,  by  the 
"methods  of  Brinell  and  Tanka,  of  the  larch  timber  is,  in  gen- 
^^"^1,  not  high,  namely  350  to  450  kilograms  per  square  centi- 
naetre  (4960  to  6390  lb.  per  sq.  in.) ;  that  is  why  it  is  easily 
worked  with  tools.  The  pine  is  a  valuable  material  for  under- 
PTOund  constructions  and  railroad  bridges,  is  used  for  railroad 
tjes,  and  likewise  for  ship  building.  . 

The  Siberian  pine  (Pinus  Cembra)  wood  is  soft  and,  com- 
paratively, not  of  a  very  high  compressive  strength  parallel  to 
*^6  grain  (up  to  400  kg.  per  sq.  cm.  =  5675  lb.  per  sq.  in.), 
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but  thanks  to  its  pleasing  design,  it  is  used  readily  for  many 
purposes. 

The  qualities  of  the  Siberian  fir  (Abies  sibirica)   timber 
are  not  so  good  as  those  of  the  spruce,  having  a  specific  grav- 
ity, air-dry,  up  to  0.421  and  a  compressive  strength  parallel  to 
the  grain  equal  to  485  kg.  per  sq.  cm.  (6880  lb.  per  sq.  in.). 
Lumbering  and  ISanagement. 

In  the  northern  governments  of  European  Russia  up  to  now 
there  has  been  a  demand  chiefly  for  saw-logs,  the  predominating 
dimensions  of  which  at  present  are  23  1/3  feet  in  length  and 
8%  inches  diameter  at  the  top.  These  dimensions  are  ac- 
quired by  the  trees  of  the  northern  forests  in  120  to  200  years. 
In  connection  with  such  demands  of  the  market,  the  single- 
tree method  of  cutting  was  employed,  by  which  the  superior 
logs  were  not  utilised ;  only  of  later  years  have  the}'-  begun  at 
times  to  utilise  the  clean  strip  method,  and  make  use  of  the 
tops  and  thin  trees  for  pulp  and  paper  and  other  productions. 
The  stumpage  price  in  the  northern  forests  varies;  for  Scotch 
pine  it  is  from  2  to  5  cents  and  for  spruce  from  1  to  SYz  cents 
per  cubic  foot. 

In  the  wide-spread  river  system — with  its  two  chief  ar- 
teries, the  Northern  Dwina  and  Pechora,  flowing  into  the 
Frozen  Ocean — the  quiet  flow  of  the  rivers,  owing  to  the  even 
nature  of  the  country,  makes  the  transport  of  wood  cargoes 
very  easy.  In  general,  it  is  supposed  that  in  the  governments 
of  Archangel  and  Wologda  no  merchantable  forest  is  farther 
than  ten  miles  from  a  floating-down  river.  Owing  to  this,  the 
northern  timber  forms  the  chief  object  of  Russian  export.  The 
importance  of  the  northern  forests  may  be  judged  by  the  cir- 
cumstance that  Russia  transports  4%  of  all  the  timber  to 
Great  Britain,  whither  the  merchandise  is  chiefly  directed  from 
the  harbours  of  the  White  Sea — Archangel,  Onega,  Keme, 
Mesen,  Corok,  Suma,  Keretikawda  and  Umba. 

In  1912  out  of  the  national  forests  in  five  northern  govern- 
ments (Archangel,  Wologda,  Olonetz,  Perm,  Viatka),  there 
was  designated  to  be  cut  942,480  thousand  cubic  feet  of  live 
timber;  whereas  in  reality  there  was  sold  and  given  for  free 
use  398,972  thousand  cubic  feet,  or  40%.  The  correlation  of 
these   data  points  out  the  unprofitable   economic   conditions 
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which  abound  in  the  northern  forests.  But  with  all  that,  it 
mugt  be  noted  that  the  northern  pine  up  to  now  has  often  been 
fixed  upon  to  be  chopped  out  in  larger  quantities  than  was 
necessary,  according  to  its  history  of  life  and  rate  of  growth. 
The  reckoning  upon  the  use  to  be  made  of  the  northern  forests 
proceeded  mostly  on  the  supposition  that,  with  the  spruce,  as 
well  as  with  the  pine,  upon  the  chopping  out  of  the  trees  of 
merchantable  size  from  the  uneven-aged  selection  forests,  the 
trees  growing  up  would  be  ripe  for  the  next  cutting  in  from 
60  to  80  years.  In  reality,  in  mixed  forests  on  fresh  soils  we 
have  even-aged  pine  trees  and  the  select  cutting-out  often 
adopts  the  character  of  one  clear  cutting,  in  which  case,  for 
the  northern  pine,  rotations  of  140  to  160  years  ought  to  be 
fixed.  Only  unfavourable  economic  conditions  smooth  down 
a  certain  irregularity  of  this  calculation. 

THE  FOEESTS   OF  THE   OTHER  PROVINCES   OF   EUROPEAN 

RUSSIA. 

Distribution  of  Species. 

The  forests  of  the  other  governments  of  European  Russia, 
to  the  south  of  the  line  joining  Petrograd  with  Ufa,  are  located 
in  the  country  where  the  conditions  of  the  climate  are  milder. 
Among  the  trees  growing  together  in  the  forest,  appear  broad- 
leaved  kinds,  although  conifers  predominate  to  a  considerable 
extent.  So  that  the  southern  border  of  purely  pine  forests  of 
European  Russia  goes  to  the  50th  parallel  in  the  west,  rises  in 
the  middle  (government  of  Moscow)  to  the  55th  parallel  and  in 
the  east  (government  of  Orenburgh)  descends  to  the  51st  par- 
allel. The  southern  border  of  the  spruce  forests  to  the  west 
and  in  the  centre  goes  nearly  on  a  parallel  with  the  above 
border,  the  spruce  receding  only  a  little  from  the  latter,  and 
toward  the  east  goes  over  into  the  Siberian  forest  considerably 
to  the  north  of  the  pine — about  the  55th  parallel. 

To  the  west  of  the  meridian  of  Riga  and  Grodno  there  are 
forests  containing  European  larch  (Larix  europoea)  and  Euro- 
pean fir  (Abies  europica).  In  the  mountainous  western  part  of 
the  Vistula  the  European  fir  forms,  on  large  areas,  beautiful 
clean  forests,  sometimes  with  a  mixture  of  European  beech 
(Pagus  silvatica),  and  these  forests  are  remarkable  for  their 
^^ck  growth. 
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Of  the  soft,  leafy  trees,  the  birch  and  aspen,  throughout 
the  whole  region  to  the  very  steppes,  accompany  the  conifers 
— on  fresh  soils  making  their  appearance  after  cutting. 

The  alder  (Alnus  glutinosa)  in  central  and  southern  Rus- 
sia is  met  with  chiefly  on  the  banks  of  lakes,  river  bottoms 
and  especially  at  the  issue  of  iron  springs.  The  northern  border 
of  valuable  merchantable  forests  of  oak  (Quercus  pedunculata)  is 
approximately  along  the  56th  parallel  of  latitude.  In  central 
and  southern  Russia  the  oak  grows  intermixed  with  ash,  maple 
and  elm ;  in  the  eastern  part  of  Russia  the  basswood  appears ; 
in  the  southwest,  the  hornbeam.  In  the  western  part  of  the 
region  we  meet  with  another  kind  of  oak — Quercus  sessiliflora. 
The  best  oak  forests  are  found  in  the  governments  of  Minsk, 
Grodno  and  Podol,  where  in  deep,  clayish  soil  the  oak  in  220 
years  reaches  the  height  of  120  feet,  with  a  diameter  of  30 
inches,  and  half  of  its  trunk  free  from  branches,  yielding  often 
6500  cubic  feet  of  timber  per  acre. 

The  ash  (Fraxinus  excelsior)  attains  its  best  development 
within  a  space  limited  by  a  line  going  through  the  governments 
of  Livonia,  Courland,  Vilna,  Moghilef,  Wladimir  and  the  right- 
hand  bank  of  the  Wolga. 

The  best  basswood  forest  (Tilia  pardifolia)  extends  from 
the  northeastern  corner  of  the  government  of  Kostroma  to  the 
south  of  the  steppes ;  the  lindens  of  the  government  of  Ufa  are 
particularly  famous.  In  the  south  of  Russia  extends  Tilia 
grandifolia. 
Mechanical  Properties  and  Commercial  Uses. 

Concerning  the  mechanical  properties  of  the  hardwoods,  a 
more  detailed  investigation  ought  to  be  made  of  the  oak,  which 
has  a  remarkable  importance  in  trade.  The  technical  qualities 
of  the  oak  are  determined  a  good  deal  by  the  conditions  of  soil 
and  location.  On  sandy  soils  rich  in  humus,  in  the  government 
of  Kief,  the  conditions  are  very  favourable  for  the  growth  of 
more  elastic  timber,  with  a  specific  gravity,  air-dry,  of  0.689- 
0.730,  a  compressive  strength  parallel  to  the  grain  of  603  to 
678  kg.  per  sq.  cm.  (8560  to  9650  lb.  per  sq.  in.),  and  a  hard- 
ness, by  the  method  of  Brinell  and  Tanka,  of  520  to  620  kg. 
per  sq.  cm.  (7390  to  8800  lb.  per  sq.  in.).  Such  oak  is  used  for 
construction  timber,  tight  cooperage  stock,  boards,  carpenter 
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work  and  so  forth.  The  oak  growing  on  the  elayish  soil  of  the 
Kazan  province  has  a  specific  gravity  of  0.658-0.737  and  a  com- 
pressive strength  parallel  to  grain  of  592  kilog.  per  square  centi- 
metre (8400  lb.  per  sq.  in.) ;  the  hardness  of  such  an  oak  is  very 
considerable — ^up  to  720  kilog.  to  a  square  centimetre  (1000  lb. 
per  sq.  in.) — ^which  is  a  reason  why  the  use  of  this  kind  of  oak  is 
rather  limited ;  it  is  unwillingly  used  for  carpenter  work.  But 
for  that,  such  timber  does  very  well  for  inlaid  floors.  The 
modulus  of  elasticity  of  this  oak  is  rather  high^  up  to  122  tons 
per  square  centimetre  (1,735,000  lb.  per  sq.  in.) ;  that  is  the 
reason  why  there  is  a  great  demand  for  it  for  wagon  beams. 
The  oak  on  the  elayish  soils  in  the  government  of  Woronege 
is  likewise  distinguished  for  its  great  strength  (up  to  620  kilog. 
— 8800  lb.  per  sq.  in.)  and  elasticity  (up  to  150  tons— 2,130,000 
lb.  per  square  centimetre) ;  but  its  hardness,  too,  is  very 
high. 

In  the  government  of  Moghilef,  on  sandy  soils,  the  oak 
produces  rather  narrow  annual  rings  of  soft  timber,  with  a 
specific  gravity  of  0.600,  a  compressive  strength  of  543  kilog. 
(7700  lb.  per  sq.  in.),  a  modulus  of  elasticity  of  107  tons  (1,- 
520,000  lb.  per  sq.  in.),  and  a  hardness  of  551  kilog.  (7837  lb. 
per  sq.  in.)  per  square  centimetre.  Such  oaks  are  sent  abroad 
as  construction  timber  and  cooperage  staves.  The  oak  from 
the  government  of  Tula,  growing  likewise  on  elayish  soil,  has 
a  specific  gravity  of  0.524-0.657,  a  somewhat  lower  compressive 
strength,  527  kilog.  per  square  centimetre  (7500  lb.  per  sq.  in.), 
and  a  hardness  of  598  kilog.  (8500  lb.) ;  the  modulus  of  elastic- 
ity of  such  an  oak  is  likewise  not  high — 99  tons  per  square  centi- 
metre (1,410,000  lb.  per  sq.  in.). 

With  such  mechanical  properties,  the  Tula  oak  is  readily 
bought  by  carpenters;  and  due  to  its  elasticity,  it  is  used  for 
the  making  of  hoops. 

The  oak  in  the  government  of  Cherson,  on  elayish  soils 
with  lime  sub-soil,  has  a  specific  gravity  of  0.580-0.690  and 
gives  timber  of  middling  qualities  as  to  strength  and  hardness, 
and  as  Holland  beams  is  sent  abroad. 

On  river  bottoms  the  trees  of  the  open  oak  forest  have 
solid  trunks  with  wide  annual  rings,  but  the  tree  stems  of 
such  a  forest  grow  more  to  the  crown  and  the  clear  length  is 
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large;  that  is  the  reason  why  these  trees  are  <;hosen  for  con- 
struction purposes. 

In  Russia  the  dry  sand  and  alkali  lands  present  the  most 
unfavorable  conditions  for  the  growth  of  oak.  On  the  first, 
the  oak  has  narrow  annual  rings  and  very  porous  wood;  the 
specific  gravity  is  0.590,  the  compressive  strength  parallel  to 
grain  does  not  exceed  450  kilog.  (6400  lb.  per  sq.  in.),  and  the 
hardness  is  equal  to  300  kilog.  (4250  lb.  per  sq.  in.)  per  square 
centimetre.  On  alkali  soils  the  oak  discloses  a  middling  com- 
pressive strength  (558  kilog.  =  7940  lb.  per  sq.  in.),  a  low 
modulus  of  elasticity  (93.5  tons  =»  1,330,000  lb.  per  sq.  in.),  but 
very  great  hardness. 

Among  other  hardwoods  growing  in  European  Russia,  the 
timber  of  the  ash  is  used  as  a  building  material  and  for  other 
kinds  of  work;  it  is  used  for  cars,  furniture,  agricultural  ma- 
chines and  implements,  carpenter  work,  oars  and  hoops,  and  is 
used,  in  general  in  those  cases  where  hickory  is  used  in 
America. 

In  some  places  (for  instance,  in  the  government  of  Woro- 
nege)  the  lime  is  used  in  buildings,  which  even  after  the  lapse 
of  50  to  60  years  do  not  require  repair ;  it  is  used  also  for  the 
making  of  trunks,  boxes,  bee-hives  and  so  forth. 

The  aspen,  once  considered  a  weed-tree,  is  at  present  often 
sold  at  a  price  equal  to  that  for  the  spruce.  The  cylindriform 
elastic  timber  of  the  aspen  possesses  a  considerable  compressive 
strength — 548  kilog.  per  square  centimetre  (7800  lb.  per  sq. 
in.).  It  is  willingly  used  for  the  construction  of  peasants' 
cottages  (in  the  government  of  Tula,  and  elsewhere)  and  is 
good  for  underground  erections;  out  of  it  are  made  roof 
shingles,  cooperage  stock  and  cars.  For  match,  pulp  and  paper 
fabrication  there  was  exported  abroad  during  two  years  (1911 
and  1912)  from  Petrograd  alone  4%  million  cubic  feet  of  aspen 
timber.  An  experiment  was  made  at  the  Riazan  station,  on 
the  Riazan-Uratian  Railroad,  of  putting  down  aspen  ties,  and 
after  a  service  of  6  years  the  ties  were  not  yet  worn  out. 

The  wide-spread  birch  in  European  Russia  is  in  great  de- 
mand in  the  life  of  the  Russians,  in  the  guise  of  a  first-rate  fuel 
and  as  material  for  small-work  business.  The  scientific  inves- 
tigations, in  the  laboratory  of  the  Imperial  Technical  Society, 
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of  the  birch-wood  samples,  dried  to  a  constant  weight,  con- 
firm the  usefulness  of  the  Russian  birch-wood  as  fuel.  The 
following  table  shows  the  results  of  these  investigations: 

Specific   Oalorimeter 
coefficient  as  obtained 
Specific         by  multiplying  cal- 
Calorimeter  grravity,         orimeter  coefficient 

Species  coefficient  dry  wood        by  specific  gravity 

Birch  4968  0.570  2832 

'Alder 5047  0.436  2200 

Scotch  pine^ 4929  0.421  2075 

Spruce  4857  0.384  1865 

Aspen  4953  0.374  1542 

The  mechanical  properties  of  the  birch  are  very  consid- 
erable :  at  a  specific  gravity  of  0.640,  its  compressive  strength 
is  about  800  kilog.  per  square  centimetre  (11,380  lb.  per  sq. 
in.),  but  in  European  Russia  the  birch  is  not  used  for  building 
purposes  on  account  of  a  great  amount  of  large  stems,  as  on 
durable  timber  belonging  to  other  species. 

The  alder  offers  good  material  for  underground  water- 
pipes,  cylinders  for  pumps,  cigar-boxes,  and  all  kinds  of  car- 
penter work. 

Strong,  elastic,  very  tough  timber  of  three  kinds  of  elm 
(Ulmus  campestris,  Ulmus  montana  and  Ulmus  effusa)  is  used 
for  carriages,  naves  of  wheels,  wind-mill  rollers  and  wheels, 
pulleys,  screws,  and  other  parts  of  machines,  water-pipes,  boats 
and  so  on. 

The  maple  (Acer  platanoides  and  Acer  pseudo-platanus) 
is  adopted  chiefly  for  carpenters'  and  turners'  work,  for  the 
making  of  carriages  and  musical  instruments. 

The  dense,  tenacious  timber  of  the  hornbeam  is  used  for 
farm  implements,  handles  for  instruments,  turnery  and,  like- 
wise, fuel. 
Lumbering  and  Management. 

It  is  clear  that  within  the  limits  of  the  immense  Russian 
territory,  between  Petrograd  and  Ufa  nearly  to  the  Crimea  and 
the  Caucasus,  the  stumpage  prices  for  timber  will  be  as  differ- 
ent as  the  economic  condition  and  character  of  the  forests. 
The  highest  prices  reign  in  the  regions  of  the  better  quality  of 
each  species  of  timber,  in  the  presence  of  favourable  economic 
surroundings,  or  in  regions  wanting  in  timber.    The  highest 
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stumpage  prices  for  timber  of  the  chief  commercial  species  in 
the  national  forests  are  as  follows : 

Stumpage   price  in  cents 
per  cu.  ft. 
Species  of  saw-logs  Proyince 

Oak  24  Grodno 

Scotch  pine  13  Plotzk;  Warsaw 

Spruce    11  Petrokoff  and  Colish 

Birch    11  Cherson 

Aspen  9  Orel 

The  real  timber  sale  prices  often  exceed  greatly  the  fixed 
stumpage  prices.  On  the  contrary,  low  prices  are  observed 
either  in  economical,  out-of-the-way  places,  or  in  a  range  be- 
yond the  limits  of  the  best  development  of  the  said  species. 
The  lowest  stumpage  prices  are  given  below: 

Stumpage   prices  in  cents 
per  cu.  ft. 
Species  for  saw-logs  Province 

Oak    1  Twer 

Scotch  pine  1  Orenburgh 

Spruce    %  Moghilef  and  Kazan 

Birch    %  Nigni-Nowgorod 

Aspen  %  Nigni-Xowgorod 

and  Kostroma 

The  rivers  Wisloka,  Niemen,  and  western  Dwina  serve  for 
exporting  timber  abroad  and  to  the  surrounding  countries. 
Riga,  Libau,  Windau  and  Petrograd,  with  Kronstadt,  are 
some  of  the  ports  of  the  Baltic  Sea  from  which  timber  is 
shipped  abroad.  On  the  Wolga  and  Dnieper,  timber  is  floated 
down  to  forestless  provinces  where,  due  to  climatic  conditions 
and  in  consequence  of  the  extreme  richness  of  the  black  eartii 
soils,  forests  grow  only  in  dells,  ravines  and  similar  low  places, 
or  in  sandy,  alluvial  soils.  From  the  Black  Sea  ports,  as 
Odessa,  Nikolaief,  Cherson,  Noworossiesk  and  Batum,  timber 
is  exported  abroad. 

As  to  the  character  of  the  national  forest  regulation,  the 
predominating  rotation  of  cutting  is  usually  120  years  for 
pine,  100  years  for  spruce,  100  years  for  high-oak  forest,  and 
60  years  for  coppice  sproat-oak  forest  and  soft,  leafy  trees. 
In  the  greater  part  of  the  national  forest  the  clear  system  of 
cutting  is  adopted,  by  close  adjoining  strips  to  be  felled;  but 
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for  the  cutting  of  pine,  the  trees  to  be  felled  are  sometimes 
divided  into  alternate  strips.  It  is  seldom  that  for  spruce 
forests  with  a  mixture  of  hardwood  a  gradual  cutting,  or  so- 
called  compartment  system,  is  laid  out.  The  width  of  cutting 
strips  for  pine,  spruce  and  oak  varies  from  140  to  210  feet; 
for  other  hardwoods  it  amounts  to  350  feet.  For  the  repro- 
duction of  pine  on  the  woods  to  be  felled,  about  10  seed-bearing 
trees  are  left  to  the  acre,  or  seeds  and  natural  seedlings  are  ex- 
pected from  the  adjoining  strips  of  the  old  forest.  In  spruce 
and  oak  forests,  with  favourable  economic  conditions,  plant- 
ing systems  are  adopted;  in  thinly  populated  regions,  natural 
reproduction  is  allowed  to  take  place,  in  which  cutting  strips 
of  the  spruce  are  overgrown  at  first  with  hardwood,  but  after 
a  certain  lapse  of  time  the  spruce  begins  to  reappear;  in  cut- 
ting strips  from  which  oak  trees  have  been  felled,  there  ap- 
pears an  undergrowth  of  oak,  in  the  company  of  other  hard- 
wood species. 

In  the  mountainous  forests  of  Crimea  which  have  protec- 
tion and  a  water-sheltered  character,  the  trees  are  chiefly  com- 
mercial; the  Crimean  pine  (Pinus  laricio  Pallassiano),  grow- 
ing on  limestone,  reaches  in  200  years  to  the  height  of  85  feet 
with  a  diameter  of  28  inches  and  forms  6500  cubic  feet  of  tim- 
ber per  acre.  The  durable  wood  of  the  Crimean  pine  is  richer 
in  resinous  products,  is  denser  and  heavier,  than  that  of  the 
usual  Scotch  pine. 

In  all  the  governments  of  European  Russia,  excepting  five 
of  the  northern  ones  (Archangel,  Wologda,  Olonetz,  Perm  and 
Viatka)  it  was  decided  in  the  year  1912,  to  cut  only  1,318,064 
thousand  cubic  feet  of  live  timber  from  the  national  forests; 
in  reality  there  was  sold  and  given  for  free  use  1,066,786  thou- 
sand cubic  feet,  or  81%. 

THE  FORESTS  OF  THE  CAUCASUS. 

Distributioii  of  Species. 

The  steppes  coming  out  of  south  Bussia  into  the  Caucasus 
in  the  Kuban  region,  with  the  change  in  the  topography  of  the 
country  and  changes  in  climate,  are  diversified  in  forests,  the 
composition  of  which  is  very  varying.  There  is  not  one  region 
in  the  limits  of  the  Russian  empire  that  is  as  rich  in  timber 
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species  as  the  Caucasus.  It  is  reckoned  that  there  are  about 
300  kinds  of  trees  and  bushes.  Among  100  of  solely  timber 
species,  the  most  remarkable  are:  of  conifers — six  species  of 
pine,  the  eastern  spruce,  Caucasian  fir  and  yew  tree ;  of  hard- 
woods— Caucasian  beech,  the  eatable  chestnut,  11  species  of 
maple,  two  species  of  hornbeam,  black  walnut,  the  Caucasian 
palm,  iron-tree  and  others.  The  hardwood  species  occupy 
three  quarters  and  the  conifers  one  quarter  of  the  whole  for- 
est area.  Nearer  to  the  steppes,  the  lower  and  drier  slopes  of 
the  northern  Caucasus  are  covered  with  hardwood  of  oak 
(Quercus  sessiliflora),  ash,  elm  and  maple.  With  the  increase 
in  elevation  above  sea-level  and  the  increase  in  moisture,  the 
oak  is  replaced  by  the  Caucasian  beech  (Fagus  silvatica  ori- 
entalis),  the  greatest  development  of  which  is  reached  on 
slopes  at  a  height  of  3000  to  4000  feet  above  sea-level.  In  the 
western  part  of  the  mountainous  region,  where  the  mountains 
are  not  high,  the  northern  slopes  of  the  Caucasus  are  covered 
with  these  trees  to  the  top.  On  moving  to  the  east,  at  an  ele- 
vation of  4000  to  6000  feet  appear  luxurious  pine  forests,  chiefly 
Pinus  silvestris,  Caucasian  fir  (Abies  Nordmanniana)  and 
spruce  (Picea  orientalis),  sometimes  with  a  mixture  of  yew 
trees  (Taxus  baccata).  The  spruce  and  pine  grow  up  to  7000 
to  8000  feet  above  the  level  of  the  sea,  where  these  species  often 
fill  up  the  forest  line.  The  farther  to  the  erast  we  go  the  scarcer 
become  the  spruce  and  Caucasian  fir,  but  the  pine  is  more 
abundant.  There  are  especially  large  pine  forests  on  the 
slopes  of  the  Elburz  Mountains.  To  the  east  of  the  Elburz, 
among  conifers  the  pine  and  juniper  are  only  to  be  found. 

The  Black  Sea  coast  of  the  south  branchings  of  the  Cau- 
casus Mountains  is  remarkable  for  a  luxurious  development  of 
timber  growth  such  as  is  seldom  met  with  in  other  countries  of 
the  globe.  This  strip  puts  one  in  mind  of  the  Pacific  Coast  of 
the  United  States  of  America.  Here  (in  Batum)  a  precipita- 
tion of  90  inches  falls  yearly,  and  the  temperature  in  extremely 
cold  winters  falls  only  to  17°  F.  Some  of  the  trees  here  in 
from  5  to  8  years'  time  attain  a  height  of  35  to  50  feet.  The 
Caucasian  beech  grows  here  with  a  mixture  of  chestnut  (Cas- 
tanea  vesca),  likewise  the  oak,  at  a  height  of  2000  to  3000  feet; 
approximately  on  this  line  grows  a  very  valuable,  so-called 
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Caucasian  palm  (Buxus  sempervirens) ;  at  higher  elevations 
appear  spruce  forests,  with  a  mixture  of  elm,  maple  and  other 
trees. 

Also,  excessively  favourable  conditions  for  the  growing  of 
timber  are  observed  in  the  east  comer  of  the  south  Caucasus 
on  the  west  coast  of  the  Caspian  Sea,  in  the  surroundings  of 
Lencoran.  Here  in  low  places  grow  the  oak  (Quercus  castane- 
folia),  iron-tree  (Parrotia  persica),  Caucasian  palm  (Buxus 
sempervirens)  and  alder  (Alnus  cardifolia  and  A.  glutinosa). 
Higher  up  in  the  mountains  the  forests  consist  of  ash  (Fraxi- 
nus  excelsior),  oak  (Quercus  castanefolia),  circasian  walnut 
(Juglans  regia)  and  hornbeam  (Carpinus  Betulus).  On  a 
strip  between  2000  and  5000  feet  elevation  we  meert  with  the 
Caucasian  beech. 

The  forest  area  in  the  Caucasus  classified  according  to 
commercial  species  is  as  follows : 

In  %  of  the 
Area  general    forest 

Species  Acres  area 

Cancasian  beech 4,636,000  25.8 

Oak  „ 3,822,000  21.2 

Hornbeam    2,364,000  13.1 

Pine 1,496,000  8.3 

Spruce    1,219,000  6.7 

Fir  1,108,000  6.1 

Other  species 3,372,000  18.8 

18,017,000  100. 

Tield. 

Under  present  conditions  the  growth  and  yield  of  the 
chief  species  are  as  follows  : 

Diameter  Total    yolume 

Age  Height  breast-high  per   acre 

Species  Years  Feet  Feet  Cubic  Feet 

Caucasian  beech 200  140  7  8,000 

Oak  120  100  2  5,000 

Pine  100  120  4  8,000 

Spruce  250  180  5  12,000 

Fir  250  170  7  16,000 

The  Mechanical  Properties  and  Oommercial  Uses. 

The  wood  of  the  Caucasian  beech  possesses  very  high  me- 
chanical qualities:  its  specific  gravity  varies  from  0.593  to 
0.695;  compressive  strength  parallel  to  grain  from  610  to  740 
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kilog.  per  square  centimetre  (8670  to  10,525  lbs.  per  sq.  in.) ; 
its  modulus  of  rupture  at  breaking  from  98  to  138  tons  per 
square  centimetre  (1,393,900  to  1,963,000  lb.  per  sq.  in.) :  hard- 
ness, by  method  of  Brinell  and  Tanka,  .from  450  to  686  kilog. 
per  square  centimetre  (6400  to  9757  lb.  per  sq.  in.).  The 
Caucasian  beech  gives  superior  wood  for  under-water  con- 
structions, staves  for  butter-barrels,  railroad  ties,  cars  and 
wagons,  furniture,  turning  and  other  productions. 

The  oak  wood  stands  out  as  an  excellent  construction  ma- 
terial for  building  purposes,  and  is  used  in  great  quantities  for 
railroad  ties  (the  Wladicaucasian  Bailroad  in  3  years,  1911  to 
1913,  has  laid  down  about  2  million  oak  ties). 

The  chestnut  produces  very  durable  timber,  particularly 
prized  where  the  structures  made  of  it  are  built  in  damp 
places;  it  is  also  used  as  timber  for  building.  On  the  Cau- 
casian railroads  chestnut  ties  are  laid  down,  as  well  as  those 
of  oak,  without  even  any  preservative  treatment. 

A  very  dense  and  heavy  wood  (specific  gravity  in  air-dry 
condition  1.06),  as  hard  as  ivory  and  very  durable  is  the  Cau- 
casian palm;  it  sells  at  a  high  price,  and  is  sold  by  the  pood 
for  carpenters',  turners'  and  sculpturing  works,  and  especially 
for  engraving.  The  Caucasian  walnut  has  a  highly  merited 
reputation  beyond  Bussia  and  is  used  for  furniture,  cabinet 
making,  gun  stocks  and  aeroplanes;  the  spunks  are  especially 
famous  for  a  very  handsome  design.  The  wood  of  ash,  lime  and 
poplar  is  used  for  building  and  for  small  works.  The  elm  ia 
used  for  wagon  and  machine  manufacturing.  The  utilization 
of  other  kinds  of  wood  is  the  same  as  in  European  Bussia. 

As  building  material  the  Caucasian  pine  is  foremost.  As 
a  distinction  from  the  European  spruce,  which,  compared  with 
the  pine,  is  less  lasting  and  rots  sooner,  the  Caucasian  spruce 
lives  as  long  as  400  years  and  remains  whole  for  200  to  250 
years,  therefore,  it  is  to  be  expected  that  its  use  as  timber  for 
building  will  develop  yearly. 

The  wood  of  the  Caucasian  fir  has  been,  up  to  the  present^ 
less  used  for  building  than  that  of  other  conifers.  The  wood 
of  the  juniper  (Juniperus  foetidissima)  is  distinguished  for  its 
great  durability,  is  not  subjected  to  worm-eating  in  the  course 
of  100  years  and  is  prized  highly  for  building  purposes.    A 
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very  durable  wood  of  another  species  of  juniper  (Juniperus 

excelsa)  is  likewise  used  for  building,  and  under  the  name  of 

cypress  is  used  for  pencils,  crosses,  turning  and  other  kind  of 

handiwork. 

Lumbering  and  Management. 

The  stumpage  prices  for  saw-logs  of  the  Caucasian  species 
in  the  national  forests  vary  as  follows :  «,  •     •        .. 

'^  Stumpage  price  in  cents 

Species  per  cubic  foot 

Caucasian  beech  l%-5 

Oak 1    -5 

Pine  l%-8 

Spruce  1    -6 

Fir   l%-8 

In  the  Caucasian  forests,  according  to  their  mountainous 
character  and  wide-spread  economical  conditions,  a  method  of 
single-tree  cutting  is  adopted.  Only  of  late  has  there  been 
adopted,  in  some  cases,  a  clean-strip  and  compartment  system 
of  cutting.  The  use  of  the  primeval  Caucasian  forests  up  to 
the  present  has  been  very  slight.  Thus  in  the  year  1912  it  was 
decided  that  out  of  the  national  forests  164,736  thousand  cubic 
feet  of  livewood  was  to  be  permitted  to  be  cut.  In  reality  there 
was  sold  and  given  for  free  use  only  39,754  thousand  cubic  feet, 
or  1/5  of  the  intended  quantity.  To  raise  the  productiveness 
of  the  Caucasian  forests,  it  is  necessary  to  spend  money  on  the 
building  of  roads,  chutes  and  manufactories  for  wood-working, 
and  undoubtedly  the  sums  thus  spent  will  bring  in  a  good  per- 
centage of  profit,  as  the  want  of  timber  is  felt  not  only  in  the 
steppe  parts  of  southern  Bussia  but  also  in  the  southern  Euro- 
pean dominions,  to  which  the  transport  of  Caucasian  wood 
will  be  convenient  and  cheap. 

FORESTS  OF  ASIATIC  BUSSIA. 

Distribution  of  Species. 

The  climatic  conditions  of  Asiatic  Bussia  are  very  diverse, 
beginning  with  the  cold  government  of  Takutsk,  where  during 
the  winter  the  quicksilver  freezes  in  the  thermometer,  and 
finishing  with  dry  and  hot  Turkestan,  similar  to  semi-arid  New 
Mexico  and  Arizona.  The  character  of  the  forests  is  under  the 
influence  of  these  different  conditions  of  nature. 


108  TIMBER  OF  RUSSIA 

Siberia,  occupying  a  space  of  above  5  million  square  miles 
to  the  west  up  to  the  Yenisei  Eiver,  has  a  plain — ^to  the  east — 
of  a  mountainous  character. 

The  lines  of  the  forests  adhering  to  the  Ural  ridge  of  the 
western  frontier  of  Asiatic  Russia  remind  one  of  the  forests 
of  the  northeast  districts;  spruce  (Picea  abovata),  fir  (Abies 
sibirica),  Siberian  pine  (Pinus  Cembra)  and  larch  (Larix  sibi- 
rica)  form  the  chief  species  of  the  government  of  Tobolsk. 
Among  the  soft  leafy  trees  the  birch  (Betula  alba)  and  the 
aspen  (Populus  tremula)  predominate,  but  the  oak  and  elm 
(Ulmus  campestris)  do  not  extend  beyond  the  ridge  of  the 
Ural  into  the  government  of  Tobolsk,  the  severe  winters  of 
which  put  a  stop  to  the  extension  of  these  broad-leaved 
species. 

The  **  black  taigo'',  consisting  of  fir,  spruce,  Siberian  pine, 
with  a  mixture  of  aspen  and  birch,  are  found  on  the  soils  con- 
taining alumina  and  iron  oxides  which  have  been  washed  down 
from  clayish  and  sandy  soils  above.  Pure  pine  forests  stretch 
along  sandy  borders  on  the  elevated  right-hand  banks  of  the 
rivers.  The  greater  the  number  of  rivers  the  oftener  the  forests 
of  pure  pine. 

Fires  make  conifer  forests  exchange  with  ** white  taiga", 
consisting  of  birch  and  aspen. 

On  the  Altai,  the  valleys  of  the  rivers  are  occupied  by 
birch  and  poplar  (Populus  laurifolia).  Out  of  the  hardwoods 
that  we  meet  with  here,  the  lime  is  one  of  the  most  tolerant 
members  of  the  flora  that  existed  in  former  geological  periods 
in  a  warmer  climate  in  Siberia  and  died  out  later  on.  The 
lower  slopes  of  the  mountains  are  covered  with  birch,  spruce 
and  pine,  which  do  not  rise  higher  than  1000  feet  above  sea- 
level.  Forests  of  pure  Siberian  pine  (Pinus  Cembra)  occupy 
at  times  considerable  areas.  In  the  government  of  Tobolsk 
there  are  areas  exceeding  25,000  acres  occupied  at  a  stretch  by 
this  specimen  of  conifers. 

The  farther  we  go  to  the  east,  the  country  becoming  more 
elevated  and  limestone  outcroppings  on  the  mountain  slopes 
becoming  frequent,  the  oftener  we  meet  with  the  larch.  In 
western  Siberia  there  are  two  species  of  larch  (Larix  sibirica 
and  Larix  dahurica),  growing  likewise  in  the  low  places.    The 
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larch  is  one  of  the  most  widely-spread  trees  of  the  ** taiga". 
It  requires  less  heat  than  the  pine;  in  the  region  beyond  the 
Baikal  Mountains  the  larch  is  found  on  the  northern  slopes 
and  the  Scotch  pine  (Pinus  silvestris)  on  the  southern  slopes. 
High  up  on  the  mountains  climbs  the  Siberian  pine  (Pinus 
Cembra),  which  forms  a  timberline  and  a  transition  to  the 
alpine  meadows.  Together  with  the  poplar  (Populus  suayeo- 
lens)  and  Siberian  pine,  the  larch  reaches  to  the  northern 
frontier  of  the  spreading  forest.  In  Kamchatka  we  meet  with 
the  larch  (Larix  dahurica),  fir  (Abies  glacialis)  and  Erman 
birch  (Betula  ermani).  To  the  southeast  of  the  Tablan  ridge 
the  climate  gets  visibly  softer  and  instead  of  conifers  there 
appear  hardwoods  of  a  moderate  line  of  the  Asiatic  continent, 
the  elm  (Ulmus  campestris),  daoura  birch  (Betula  dahurica), 
Mongolian  oak  (Quercus  mongolica),  wild  apple  and  nut.  The 
climate  of  the  Ussurian  and  Amurian  countries,  similar  to  that 
of  Japan  and  China,  renders  possible  the  development  of  other 
species  of  conifers,  and  what  is  particularly  noticeable,  does  so 
to  a  whole  row  of  broad-leaved  timbers.  From  among  the  con- 
ifers habitual  to  Siberian  forests,  the  larch  (Larix  dahurica 
and  Larix  sibirica),  spruce  (Picea  abovata)  and  silver  fir 
(Pinus  silvestris),  is  included  the  ajanian  spruce  (Picea  ajanen- 
sis),  Manchurian  pine  (Pinus  koraiensis,  Pinus  funebris)  and 
other  species  of  fir  (Abies  Nephrolepis  and  Abies  holophylla). 
Among  the  broad-leaved  trees  especially  noticeable  are  the 
velvet  or  cork  tree  (Phellodendron  amurense),  white  walnut 
(Dimorphanthus  manchuria),  Manchurian  walnut  (Juglans 
manchurica),  two  species  of  oak  (Quercus  mongolica  and  Q. 
grossorata),  ash  (Fraxinus  manchurica),  acacia  (Cladrastris 
[Maackia]  amurensis),  4  species  of  maple — out  of  these  the 
most  highly  prized  is  the  Acer  tegmontosum  and  A.  mono,  4 
species  of  elm,  2  of  basswood — ^Amurian  (Tilia  amurensis)  and 
Manchurian  (Tilia  manchurica)^  6  species  of  birch  (the  widest 
spread  of  them,  Betula  latifolia  and  Betula  dahurica),  poplar 
(Populus  suaveolens)  and  aspen  (Populus  tremula). 

The  unlimited  Siberian  forests  in  their  southern  part 
gradually  change  into  a  forest-steppe  zone.  Even  in  the  gov- 
ernments of  Tobolsk  and  Tomsk,  black  soils  are  to  be  found, 
and  in  the  place  of  conifers  there  occur  more  or  less  isolated 
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groves  of  aspen  and  birch.  In  the  steppe  regions  of  Acmolinsk 
and  Semipalatinsk  the  birch  and  aspen  give  a  tone  to  the  for- 
est. The  poplar,  black  alder,  acacia  and  conifers  are  met  with 
less  frequently. 

On  the  mountains  of  Turkestan,  especially  on  their  north- 
em  slopes,  a  new  species  of  spruce  makes  its  appearance  (Picea 
Schrenkiana),  which  sometimes  grows  together  with  the  fir 
(Abies  sibirica),  the  birch  (Betula  alba)  and  poplar  (Populus 
laurifolia)  at  a  height  of  8000  to  10,000  feet  above  the  level  of 
the  sea  and  exchanges  place  gradually  with  the  juniper  ( Juni- 
perus  excelsa).  In  the  central  Turkestan  mountains,  espec- 
ially where  there  is  limestone,  there  appears  a  variegated  vege- 
tativeness  of  hardwood — walnut  (Juglans  regia),  pistacio  (Pis- 
tacia  vera),  white  mulberry  (Morus  alba),  oriental  sycamore 
(Platanus  orientalis),  elm  (Ulmus  campestris),  maple  (Acer 
monospessulanum  and  Acer  laetum),  blackberry  (Celtus  aus- 
tralis)  and  others.  In  the  river  bottoms  often  grow  the  poplar 
(Populus  euphratica),  oleaster  (Elaeagnus  hortensis)  and  ash 
(Fraxinus  potomorphia).  The  *'saksaul"  (Holoxylon  amo- 
dendron)  has,  in  many  places,  adapted  itself  to  the  dry  con- 
tinental climate  and  sandy  soils  of  many  of  the  semi-arid  plains 
of  Turkestan. 
Growth  of  Trees. 

The  rate  of  growth  of  some  of  the  species  of  forests  in 
Asiatic  Bussia  is  shown  by  the  following  table : 

Diameter 

Provinces  breast- 
Age  Height  high 
GoTemment  of                                       Species                                 Years  Feet  Inches 

Yeniseisk            Scotch  pine   (Pinus  silvestris) 150  98  23 

Siberian  pine   (Pinus  Cembra) 200  93  28 

Siberian  larch   (Larix  sibirica) 200  103  23 

Takeitsk  ProT.       Siberian  larch   (Larix  sibirica) 250  82  35 

Amurian  ProT.      Manchurian  pine   (Pinus  koraiensis) 150  88  18 

Sea-coast  ProT.      Maritime  flr  (Abies  holophylla) 150  75  13 

Mongolian  oak  (Quercus  mongolica) 120  68  13 

Manchurian  ash    (Fraxinus  manchurica) 120  80  16 

Elm    (Ulmus   campestris) 120  61  11 

Velvet   (Phellodendron  amurense) 100  51  12 

Walnut    (Juglans    manchurica) 100  68  12 

Acacia    [ CJladrastris    (Maackia)] 100  50  11 

Amurian  lime   (Tilia  araurensis) 120  75  15 

White  birch   (Betula  latifolia) 100  75  14 

Black  birch    (Betula  dahurica) 100  68  11 

Small-leaved  maple    (Acer  mono.) 120  44  9 
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Properties  and  Oommercial  Uses. 

The  quality  of  wood  of  the  chief  species  of  which  the 
forests  of  Siberia  are  formed  (the  Scotch  pine,  Siberian  pine,  . 
fir  and  spruce)  are  alike  in  their  qualities  to  the  similar  wood 
of  the  northeast  forests  of  European  Bussia. 

Among  the  Siberian  species,  the  larch  and  Scotch  pine,  as 
well  as  the  European  ones,  are  regarded  as  the  most  valuable 
materials  for  the  erection  of  edifices,  railroad  bridges  and  ties. 

The  mechanical  properties  of  the  wood  of  the  different 
species  in  the  far  east  are  recorded  in  the  table  on  page  112. 

The  soft,  light,  easily-worked  wood  of  the  Manchurian 
pine  is  very  like  American  white  pine  and  is  one  of  the  best 
kinds  of  construction  materials  in  the  country. 

The  very  dense  hardwood  of  the  Mongolian  oak  is  good 
for  the  making  of  inlaid  floors,  railroad  ties,  wheel  naves, 
hoops  and  veneering.  The  very  valuable  wood  of  the  velvet, 
similar  to  the  walnut,  white  and  Manchurian  walnut,  is  already 
used  for  veneering  and  in  the  future  will  have  a  still  greater 
demand  for  finishing  off  cabinets,  furniture  and  the  best  car- 
penter productions. 

From  among  other  hardwood  species,  the  birch,  elm  and 
acacia  are  used  for  veneering,  lime  for  fish-barrels,  and  aspen 
is  exported  to  Japan  for  match-making. 

Among  the  Turkestan  timbers,  the  walnut  is  especially 
valued,  the  spunks  on  the  trunks  forming  an  object  for  ex- 
portation; the  spruce,  ash,  elm,  juniper  and  even  the  elaeagnus 
are  regarded  as  building  materials;  the  dense  wood  of  the 
saksaul — its  specific  gravity  exceeding  1 1/3  that  of  oak — ^is 
known  for  its  heat-giving  capacity,  giving  30%  more  heat  than 
the  average  European  species. 
Lnmbering  and  Management. 

The  stumpage  price  for  Scotch  pine  and  Siberian  larch 
varies  from  %  to  5V2  cents,  the  Siberian  pine  from  l^  to  4 
cents  and  the  spruce  and  Siberian  fir  from  ^^  to  2  cents  per 
cubic  foot.  In  the  seaside  regions  the  stumpage  saw-logs  of 
Scotch  pine,  velvet,  walnut  and  acacia  are  fixed  at  1^/4  to  2^^ 
cents  per  cu.  ft. ;  oak,  ash,  maple,  elm  and  birch  at  %  toll^  per 
eubic  foot.  The  Pacific  Coast  of  the  United  States  of  America 
and  China  might  import  hardwood  timber  from  seaside  regions 
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of  Russia,  where  such  valuable  wood  is  obtainable  at  such  a 
low  price. 

In  the  forests  of  Asiatic  Russia  the  method  of  single-tree 
cutting  predominates.  With  that  system,  very  often  it  is  not 
the  largest  trees  that  are  cut  down,  but  those  more  convenient 
to  fell  and  transport,  as  used  to  be  done  in  the  Fren>ch  colonies 
and  is  continued  to  the  present  time  in  the  Philippine  Islands. 
In  Siberia  trees  not  more  than  20  inches  diameter  at  breast- 
height  are  cut  down. 

In  the  year  1912  it  was  decided  to  let  go  1,035,254  thou- 
sand cubic  feet  of  national  wood ;  in  reality  there  was  sold  and 
given  for  free  use  about  11%  of  the  above,  or  110,066  thousand 
cubic  feet.  In  uninhabited  regions  trade  in  forest  products  is 
not  developed  and  there  is  no  demand  for  timber.  Near  vil- 
lages fires  are  the  chief  misfortune  of  Siberian  forests:  the 
farmers,  to  do  away  with  weeds  and  to  better  the  pasture- 
ground,  set  fire  to  it,  as  is  done  in  North  America. 

On  reckoning  up  government  forestry,  it  must  be  said 
that  in  all  the  national  forests  of  the  empire  the  output  is 
about  3y2  thousand  million  cubic  feet  of  timber,  out  of  which 
in  reality  not  more  than  the  half  is  sold  and  given  for  free  use. 

The  wholesale  income  of  the  government  in  the  course  of 
20  years  has  increased  fourfold  and  at  present  reaches  the  sum 
of  45  million  dollars,  and  the  expenditure  amounts  to  14  mil- 
lion dollars. 

OBGANIZATION  AND  PERSONNEL  OF  GOVERNMENT  FOREST 

SERVICE. 

In  the  government  administration  which  forms  part  of  the 
Department  of  Agriculture,  there  are  about  4500  persons  em- 
ployed ;  out  of  this  number  1500  are  forest  inspectors  and  su- 
pervisors and  above  800  are  forest  assistants,  examiners  of 
mensuration  for  making  of  plans.  These  last  receive  a  special 
forestry  education  in  the  Imperial  Forest  Institute,  an  institu- 
tion with  a  4-year  course  of  study  and  about  700  students,  and 
in  the  New  Alexandria  Institute  of  Agriculture,  transferred 
for  a  time  to  Charkoflf,  with  a  special  forest  division,  in  which 
80  to  120  students  study.  As  aids  to  the  foresters  there  are 
forest-rangers,  who  are  prepared  in  43  low  forest  schools  for 
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two  years,  almost  entirely  at  goverDment  expense.  To  guard 
the  government  forests  there  are  32,000  guards,  about  1/3  of 
whom,  in  the  capacity  of  horse-watchmen,  are  obliged  to  pos- 
sess a  horse. 

CONSERVATION  POLICY. 

The  private  forests  in  Bussia  are  under  government  con- 
trol. According  to  the  law  of  the  year  1888,  in  private  do- 
mains the  protective  and  water-protected  forests  are  dealt  out. 
In  private  protective  forests,  as  a  preventive  to  the  washing- 
out  of  soil,  for  protecting  the  appurtenances  from  sand-storms 
and  so  forth,  the  cleariDg  out  of  soil  is  unconditionally  forbid- 
den and  only  the  single-tree  method  of  cutting  is  allowed.  The 
government  releases  the  protective  forests  from  taxes,  and 
taxes  the  organisation  of  their  working  plans  upon  its  own  ac- 
count. In  water-guarded  forests  which  grow  in  places  where 
the  chief  rivers  take  their  source  and  have  a  special  meaning 
for  keeping  up  the  quantity  of  water,  the  clearing  out  can  only 
be  admitted  in  such  dimensions  as  will  not  have  a  bad  effect 
on  the  sources  of  the  rivers. 

In  all  other  private  forests,  according  to  the  forest-pro- 
tecting law,  the  owners  must  have  working  plans  wherewith 
a  desolate  cutting  is  forbidden,  as  it  exhausts  the  forest  stand, 
a  natural  reproduction  becomes  impossible  and  the  forest  soil 
turns  into  barren  land.  The  decision  of  the  affairs  concerning 
the  conservation  of  private  forests  according  to  the  law  of  1888 
is  given  into  the  charge  of  the  forest-conservation  committees, 
consisting  of  representatives  of  the  highest  government  author- 
ities, national  forest-service  personnel  and  private  county  del- 
egates. 

EXPORT  OF  TIMBER. 

In  the  international  market  Bussia  occupies  a  priority. 
In  the  year  1912,  Bussia  and  Finland  exported  abroad  timber 
valued  at  124  million  dollars,  of  which  40%  was  saw-logs,  and 
other  unmanufactured  forms  sold  at  a  very  low  price.  If  we 
bear  in  mind  that  timber  resources  in  many  countries  possess- 
ing forests  have  become  much  more  scarce  and  that  Bussia  haa 
used  no  more  than  the  half  of  the  yearly  growth  of  its  forests, 
we  must  come  to  the  conclusion  that  in  the  international  tim- 
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ber  market  the  importance  of  Russian  timber  will  rise  yearly 
and  Russian  forestry  must  expect  a  bright  future. 
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PURPOSE  OF  THIS  PAPEB. 

The  purpose  of  this  paper  is  to  present  a  general  review 
of  the  results  obtained  in  the  United  States  in  preserving  wood. 
The  authors  have  attempted  to  do  this  by  showing  first,  the 
quantity  of  wood  preservatives  used  and  amount  of  timber 
treated  annually,  and,  second,  the  extent  to  which  the  various 
treatments  have  prolonged  the  natural  life  of  wood.  In  addi- 
tion, a  partial  bibliography  is  appended  covering  American 
practice. 

It  has  not  been  possible  to  treat  the  subject  in  any  detail 
in  the  brief  space  allotted  the  authors,  hence,  this  paper  should 
in  no  sense  be  considered  as  a  treatise.  The  authors  have  made 
a  laborious  attempt  to  compile  primarily  for  the  use  of  engi- 
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neers,  the  best  records  they  could  find  on  the  life  of  treated 
timbers.  This  information  is  given  in  Table  5.  In  view  of  the 
laxity  with  which  treated  timber  has  been  handled  and  used, 
very  few  records  contain  information  in  suflScient  detail,  and 
because  of  this,  their  usefulness  is  greatly  curtailed.  The  au-^ 
thors  assume  no  responsibility  whatever  for  the  accuracy  of 
any  of  the  records  given  in  the  table  except  those  for  which  the 
Forest  Service  is  the  authority.  No  cost  data  accompany  the 
records,  as  these  could  not  be  obtained.  There  are  doubtless 
many  excellent  records  on  the  durability  of  treated  timber  that 
have  not  been  given.  The  authors  would  deeply  appreciate 
having  additional  records  called  to  their  attention. 

STATUS   OF  INDUSTRY. 

The  wood  preservation  industry  is  aiding  in  the  great 
movement  for  eflSciency  in  operation  and  in  the  conservation 
of  our  National  resources.  Little  known  in  our  country  a  half- 
century  ago,  its  growth,  especially  in  the  last  decade,  has  been 
exceedingly  rapid,  until  there  are  now  nearly  100  plants  in 
operation,  producing  over  150,000,000  cubic  feet  of  treated 
timber  annually.  This  rapid  growth  of  the  industry  is  shown 
in  Figure  1  and  Table  1,  which  give  the  number  of  plants  in 
operation  in  the  United  States  by  years  since  1860,  and  the 
amount  of  timber  treated  since  1908.  Table  2  shows  in  detail 
the  amount  of  each  form  of  timber  treated,  since  1908,  by  dif- 
ferent preservatives.  Nearly  80  per  cent  of  the  total  amount 
of  timber  treated  is  represented  by  cross-ties,  and  of  these  over 
70  per  cent  were  treated  with  creosote.  The  amount  of  each 
form  of  timber  treated  is  shown  graphically  in  Figure  2.  The 
possibilities  for  further  growth  in  this  industry  may  be  illus- 
trated by  the  fact  that  in  1911  less  than  22  per  cent  of  the 
cross-ties  used  by  the  railroads  were  treated. 

Of  the  150,000,000  cubic  feet  of  treated  timber  reported  in 
1913,  about  70  per  cent  was  treated  with  creosote,  24  per  cent 
with  zinc  chloride,  and  most  of  the  remainder  with  creosote  and 
zinc  chloride  in  combination.  The  amounts  of  these  two  pre- 
servatives used,  by  years,  since  1908  are  shown  in  Table  3  and  in 
Figure  3.  It  is  estimated  that  the  value  of  these  preservatives, 
used  in  1913  was  between  $9,000,000  and  $10,000,000. 
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PEOCESSES  PRACTICED  IN  PRESERVING  WOOD. 

Although  a  great  many  processes  have  been  and  are  prac* 
ticed  in  protecting  timber  from  decay,  they  may  logically  be 
divided  into  two  rather  distinct  groups,  based  upon  the  charac- 
ter of  protection  given.  These  may  be  termed  the  ** superficial" 
and  the  ** impregnation"  processes.  The  superficial  processes 
are  those  which  aim  to  protect  the  wood  by  simply  giving  it  a 
surface  treatment.  They  include  charring,  seasoning,  and 
brush  and  dipping  treatments  with  preservatives. 

By  far  the  most  important,  both  in  the  quantity  of  timber 
treated  and  in  the  degree  of  the  protection  obtained,  are  the 
impregnation  processes.  These  may  be  conveniently  divided 
into  non-pressure  processes,  which  include  open  tank  treat- 
ments and  kyanizing ;  and  the  pressure  processes.  In  general^ 
the  best  results  are  secured  by  the  latter,  in  which  the  preserva- 
tives are  pumped  into  the  wood  under  pressure.  The  non- 
pressure  processes,  however,  are  well  adapted  to  certain  classea 
of  work,  such  as  the  butt  treatment  of  poles,  and  the  local  treat- 
ment of  timber  where  it  is  impractical  to  have  it  sent  to  a 
pressure  treating  plant. 

In  Table  4  is  given  a  list  of  the  leading  processes  in  general 
use  in  the  United  States,  together  with  their  patent  numbers: 
and  names  of  the  companies  or  individuals  controlling  them. 

LIFE  OF  TREATED  TIMBER  IN  THE  UNITED  STATES. 

Definite  data  on  the  life  of  timber  in  service  is  of  prime 
importance  to  the  wood  preserving  industry,  and  especially  to 
those  interested  in  developing  the  various  methods  of  treating 
timber.  While  great  quantities  of  timber  have  been  treated, 
practical  data  upon  which  reliable  annual  costs  can  be  figured 
are  incomplete.  This  is  especially  true  of  those  patented  proc- 
esses which  have  come  into  extensive  use  vnthin  the  last  ten 
years.  In  early  years,  railroad  companies  and  other  consumers 
kept  few  records  of  their  treated  timber.  Recently,  many  test 
tracks  have  been  installed  upon  which  very  complete  records 
are  being  kept,  but  these,  in  most  cases,  are  still  too  recent  to 
furnish  durability  data  of  much  value. 

In  Table  5  are  given  the  most  reliable  durability  records 
that  we  have  been  able  to  obtain.    As  far  as  possible,  only  defi- 
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nite  and  accurate  records  on  timber  located  in  the  United  States 
have  been  included.  A  very  large  number  of  requests  for 
durability  records  were  sent  to  companies  controlling  patented 
processes  and  some  proprietary  preservatives,  and  also  to  rail- 
road engineers  and  other  consumers  of  treated  timber.  It  is 
believed  by  the  authors  that  the  compilation  from  which  the 
tables  are  taken  is  the  most  exhaustive  ever  prepared  on  this 
subject,  and  will  be  found  of  considerable  practical  value  to 
those  interested  in  the  use  of  treated  timber.  In  the  case  of 
some  processes  and  preservatives,  it  is  noted  that  no  records 
are  given.  With  some  of  the  patented  processes,  the  oldest 
records  are  less  than  ten  years  old,  and  in  order  to  give  some 
data  on  them  the  best  records  have  been  included.  Good  rec- 
ords, especially  on  ties  treated  by  the  Burnett,  Wellhouse,  and 
full  cell  processes,  have  been  omitted  in  order  to  reduce  the 
size  of  the  table,  and  only  the  oldest  and  most  reliable  of  these 
have  been  included.  B\irthermore,  so  far  as  possible,  recent 
records  on  treated  timber  still  in  service  have  been  eliminated. 
If  the  reader  wishes  a  more  comprehensive  list  of  records  than 
is  included  in  this  paper,  the  authors  will  be  pleased  to  furnish 
it.  Table  5  is  classified  by  form  of  timber  treated.  An  index  is 
added,  in  which  a  classification  for  quick  reference  is  made  (1) 
by  preservatives,  and  (2)  by  processes. 

PREPARATION  AND  TREATMENT  OF  TIMBER. 

If  good  results  from  the  use  of  treated  timber  are  to  be 
obtained,  it  is  of  the  greatest  importance  to  have  the  timber 
properly  prepared  before  the  preservative  is  injected.  Many 
failures  can  be  traced  to  improper  or  insufficient  preparation  of 
the  timber  before  the  preservative  is  applied.  The  most  impor- 
tant factors  in  the  preparation  of  timber  are :  Peeling,  season- 
ing, boring  or  framing,  and  the  elimination  of  all  decayed  or 
partially  decayed  wood. 

Largely  because  of  its  resistance  to  penetration,  practically 
all  preservative  processes  require  the  complete  removal  of  bark 
before  the  wood  can  be  best  treated.  Generally,  this  is  best 
done  immediately  after  the  tree  is  felled.  In  sawed  products, 
the  bark  is  generally  removed  at  the  mill  in  slabbing  the  log. 

As  a  rule,  timber  should  be  thoroughly  seasoned  before 
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being  treated.  The  wood  in  all  living  trees  contains  free  water, 
and  if  this  is  not  removed  a  satisfactory  penetration  with  the 
preservative  is  generally  impossible.  Either  air-seasoning  or 
artificial  seasoning  is  resorted  to,  though  in  general,  air  season- 
ing is  preferred.  In  warm,  damp  climates,  or  in  cases  where 
the  timber  must  be  treated  soon  after  being  felled,  and  also 
with  certain  species  which  do  not  treat  well  when  air  seasoned, 
artificial  seasoning  either  by  steaming  or  by  boiling  in  the  pre- 
servative is  employed  with  good  results. 

Open  air  seasoning  consists  simply  in  piling  the  timber  out 
of  doors  where  it  is  exposed  to  the  moisture.  It  should  be  piled 
in  yards,  preferably  free  from  vegetation,  decaying  wood,  and 
stagnant  water,  and  the  timbers  so  stacked  that  a  free  circula- 
tion of  air  can  occur  around  each  piece.  Precautions  should  be 
taken  by  proper  spacing  to  prevent  checking  and  decay  during 
the  seasoning  period.  Seasoning  in  saturated  steam  is  accom- 
plished by  running  the  timber  into  a  retort  and  applying  steam 
at  about  20  pounds  pressure  for  varying  periods,  dependent 
upon  the  amount  of  water  it  contains,  its  size,  and  the  kind  of 
wood.  In  the  boiling  process,  the  timber  is  heated  in  oil  until 
the  excess  water  is  removed.  It  is  the  general  consensus  of 
opinion  that  in  all  of  these  artificial  seasoning  processes  a  tem- 
perature of  260°  F.  should  not  be  exceeded.  Lower  temperatures 
than  this  are  preferable,  as  there  is  liability  to  weaken  the  wood. 

Of  the  various  pressure  processes  in  use,  those  given  in 
Table  4  have  the  widest  application  in  the  United  States.  Of 
the  treated  cross-ties  reported  in  1913,  98  per  cent  were  treated 
by  the  following  six  processes:  Bethell  (full  cell),  boiling,  Bur- 
nett (zinc  chloride),  Lowry,  Bueping,  Card.  Furthermore,  most 
of  the  piling,  paving  blocks,  and  construction  timbers  were 
treated  by  these  processes.  They  differ  considerably  in  the 
method  of  injecting  the  preservative.  In  the  Bethell,  or  full 
cell  process,  a  preliminary  vacuum  is  usually  drawn  and  the 
preservative  then  applied  under  pressures  varying  from  100  to 
about  175  pounds  per  square  inch.  After  the  required  amount 
has  been  injected,  a  final  vacuum  is  sometimes  drawn  to  remove 
the  excess  oil  from  the  surface  of  the  timber. 

The  Burnett  process  is  carried  out  in  practically  the  same 
manner  as  the  Bethell,  except  that  a  solution  of  zinc  chloride 
in  water  is  used. 
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In  the  Card  process,  a  mechanical  mixture  of  creosote  and 
-zinc  chloride  is  injected  into  the  wood  in  mu-ch  the  same  man- 
ner as  in  the  above  two  methods. 

The  Lowry  and  Bueping  processes  are  frequently  called 
"*' empty  cell"  treatments,  due  to  the  fact  that  some  of  the  oil 
injected  into  the  timber  is  withdrawn.  In  the  Lowry  process 
no  preliminary  vacuum  is  applied,  and  the  air  that  is  confined 
in  the  timber  before  treatment  is  used  with  the  aid  of  a  quick 
high  vacuum  to  force  some  of  the  oil  out  of  the  wood  when  the 
pressure  is  released.  In  the  Rueping  process,  air  is  pumped 
into  the  timber  before  the  preservative  is  applied.  When  the 
pressure  is  released,  the  expansion  of  this  air  forces  a  portion 
of  the  oil  from  the  timber.  A  final  vacuum  is  then  applied  to 
assist  in  the  removal  of  excess  oil  from  the  wood.  In  the  boil- 
ing process  the  timber  is  seasoned  by  boiling  in  the  oil.  This 
may  then  be  followed  by  a  full  cell,  or  empty  cell  treatment. 

CONCLUSIONS. 

1.  That  the  wood-preserving  industry  has  become  firmly 
established  in  the  United  States  is  shown  by  the  fact  that  over 
150,000,000  cubic  feet  of  timber  is  being  treated  annually. 

2.  The  increase  in  the  amount  of  wood  treated  between 
1908  and  1913  was  230  per  cent. 

3.  This  industry  has  made  possible  the  use  of  immense 
quantities  of  non-durable  timber,  which,  without  treatment, 
would  be  but  little  used. 

4.  It  has  relieved  the  heavy  demand  upon  the  naturally 
durable  woods,  which  were  rapidly  becoming  exhausted. 

5.  Even  when  the  more  durable  species  are  treated,  their 
length  of  service  is  increased. 

6.  The  industry  has  materially  lessened  the  drain  upon 
our  forests,  especially  of  the  more  valuable  woods,  due  to  the 
greater  life  given  to  timber  subject  to  decay. 

7.  What  engineers  think  of  the  practical  value  of  wood 
preservation  is  shown  by  the  growth  in  the  number  of  plants 
and  amount  of  wood  treated. 

8.  The  economic  value  of  preserving  wood  is  also  shown 
by  the  records  of  durability,  given  in  this  paper,  obtained  from 
well-treated  timber. 
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9.  The  extensive  practice  of  preservative  treatment  has 
been  too  recent  to  make  its  influence  on  forest  demands  appa- 
rent. It  seems  likely,  however,  that,  unless  new  uses  are 
developed,  the  demand  for  treated  timber  will  ultimately  de- 
crease because  replacements  will  be  made  less  frequently. 

10.  Six  impregnation  processes  are  now  in  general  use  in 
this  country.  These  are  the  Bethell  (full-cell  creosote),  boiling, 
Burnett  (zinc  chloride),  Card,  Lowry,  and  Rueping. 

11.  Considerable  quantities  of  telephone  poles,  fence 
posts,  and  construction  timbers  are  also  treated  by  the  open- 
tank,  Kyanizing,  dipping  and  brush  methods. 

12.  The  oldest  records  reported  to  the  authors  on  the  eflS- 
ciency  of  preservative  treatment  are  on  the  full-cell  creosote, 
Burnett,  and  Wellhouse  processes.  For  example,  it  is  reported 
that  150,000  pine  ties  treated  with  10  pounds  of  creosote  per 
cubic  foot  gave  19  years  average  life  on  the  H.  and  T.  C.  Rail- 
way; 12,000,000  Douglas  fir  ties  treated  with  0.27  pounds  of 
zinc  chloride  per  cubic  foot  gave  from  10  to  12  years  average 
life  on  the  Southern  Pacific  Railway ;  4,836,668  Douglas  fir  ties 
treated  with  0.35  to  0.50  pounds  of  zinc  chloride  per  cubic  foot 
gave  from  10  to  12  years  average  life  on  the  C.  B.  &  Q.  Rail- 
way; 5,631,731  hemlock  ties  treated  with  0.50  pounds  of  zinc 
chloride,  by  the  Wellhouse  process,  gave  11  years  average  life 
on  the  C.  R.  I.  &  P.  Railway. 

13.  Relatively  little  data  are  as  yet  available  on  the  com- 
plete durability  of  timber  treated  by  the  Card,  Lowry,  or  Ruep- 
ing processes  as  applied  in  the  United  States. 

14.  Experience  has  shown  that  timber  improperly  pre- 
pared for  treatment  is  very  liable  to  give  unsatisfactory  service. 

15.  It  is  of  prime  importance  to  have  timber  properly 
peeled  and  seasoned  before  treatment,  and  also  to  be  sure  that 
it  contains  no  advanced  decay. 

16.  In  general,  the  most  approved  method  of  seasoning  is 
in  the  open  air.  Conditions  sometimes  demand  artificial  season- 
ing, which  is  satisfactorily  accomplished  either  by  steaming  or 
boiling  in  oil. 

17.  High  temperatures  during  artificial  seasoning  have 
been  shown  to  injure  the  timber,  and  the  best  practice  is  not  to 
exceed  260^  P. 
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APPENDIX  A. 

PARTIAL  BIBLIOGRAPHY  OF  THE  AMERICAN  WOOD  PRESERV- 
ING INDUSTRY. 

Books: 

^'The  Preservation  of  Timber  by  the  Use  of  Antiseptics'',  Samuel 
B.  Boulton.    D.  Van  Nostrand  Publishing  Company,  1885. 

''Timber  Preservation",  Samuel  Rowe.  Pettibone-Sawtell  &  Co., 
Chicago,  1904. 

"The  Preservation  of  Structural  Timber",  Howard  P.  Weiss.  Mc- 
Graw-Hill Book  Company,  1915. 

United  States  Government  Publications: 

Publications  of  the  Forest  Service,  U.  S.  Department  of  Agriculture. 
Price  list  from  Superintendent  of  Documents,  Washington,  D.  C. 

Proceedings: 

Proceedings  of  the  American  Wood  Preservers '  Association,  1904-1915. 

Proceedings  of  the  American  Railway  Engineering  Association:  Re- 
ports of  Committee  on  Wood  Preservation,  from  1909  to  1914. 

Proceedings  of  the  National  Electric  Light  Association:  Report  of 
Committee  on  Preservative  Treatment  of  Poles  and  Cross-Arms, 
May,  1910,  and  May,  1911. 

Proceedings  of  the  American  Railway  Bridge  and  Building  Associa- 
tion:    Report  of  Committee  on  Wood  Preservation,  1908  and  1912. 

Proceedings  of  American  Society  for  Municipal  Improvements,  1914. 

Transactions  American  Society  of  Civil  Engineers,  1880  to  1911. 

Report  of  Sub-Committee  on  "Standard  Specification  for  Wood 
Block  Paving."     American  Society  for  Municipal  Improvements. 

Miscellaneous  Papers: 

"Chemical  Treatment  of  Timber",  Hermann  Von  Schrenk,  Rail- 
road and  Engineering  Review,  Vol.  43,  No.  23,  June  6,  1903. 

Cincinnati  Bureau  of  Municipal  Research:  Bulletins  Wood  Paving 
and  Preservation. 

"Preservative  Treatment  of  Timber",  O.  Chanute,  Jour.  West  Soc. 
of  Engineers,  Chicago,  April,  1900. 

"Report  on  Creosoted  Wood-Block  Pavements",  John  Ericson,  City 
Engineer  of  Chicago. 
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Seasoning  and  Preservative  Treatment  of  Wooden  Cross-ties ' ',  F.  J. 
Angier.  Paper  read  before  New  York  Bailroad  Club,  February  18, 
1910.     Engineering  Record,  February  26,  1910. 

'^Steaming  Timber  Before  Treating  with  Preservatives'',  O.  Ghanute. 
Baibroad  and  Engineering  Beview,  Vol.  47,  No.  9,  March  2,  1907. 

''Preservative  Treatment  of  Wood",  Irving  W.  Bailey.  Forestry 
Quarterly,  March,  1913. 

''Condition  of  Experimental  Poles'',  C.  H.  Teesdale.  Engineering 
News,  November  27,  1913. 

"Efficiency  of  Various  Parts  of  Coal-Tar  Creosote  Against  Marine 
Wood  Borers",  G.  H.  Teesdale.  Engineering  Beeord,  September  12, 
1914. 

"Dry  Bot  in  Factory  Timbers",  F.  J.  Hozie.  Associated  Factory 
Mutual  Fire  Insurance  Cos.,  31  Milk  Street,  Boston,  Massachusetts, 
1915. 


APPENDIX  B. 


TABLES. 


Table  1.    The  Kunber  of  Wood  Preservliig  Plants  in  the  United  States^. 


Number 

Year  of 

Plants 

1860   2 

1870  3 

1880   _. 3 

1885   5 

1886 5 

1887   5 

1888   ^.  6 

1889   7 

1890   8 

1891   8 

1892   9 


Number 

Year  of 

Plants 

1893  10 

1894  11 

1895  12 

1896  13 

1897  13 

1898  13 

1899  15 

1900  15 

1901  17 

1902  22 

1903  27 


Number 

Year  of 

Plants 

1904  30 

1905  34 

1906  39 

1907  51 

1908  57 

1909  68 

1910  75 

1911  81 

1912  87 

1913  92 
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TaUe  3.    Oozunnnption  of  Wood  Preaervatiyes  in  the  United  States. 


Creosote 
Tear  Gallons 

1908  56,000,000 

1909  51,431,212 

1910  63,266,271 

1911  73,027,335 

1912  83,666,490 

1913  108,373,359 


Zine  Chloride 

Other  Preservatives 

Pounds 

Gallons 

19,000,000 

• 

16,215,107 

• 

16,802,532 

2,333,707** 

16,359,797 

1,000,000** 

20,751,711 

3,072,462** 

26,466,803 

3,885,738** 

*Fignre8  not  available. 

**The8e  figures  represent  the  liquid  preservatives  in  gallons  for  the 
respective  years.  Chemicals,  like  corrosive  sublimate  and  aluminum  sul- 
phate, are  reported  in  pounds.  These  preservatives  are  not  listed,  for  the 
identity  of  firms  would  be  revealed. 


Table  i.    The  Principal  Wood-Preserving  Processes  in  use  in  the 

United  States. 


Name  of 

PreservatiTO 

Patent 

Date  patent 

Company  or  individual 

Proceis 

Used 

No. 

was  issued 

controlling  patent 

B«thell  or 

fall  cell 

Creosote 

Expired 

Open  to  all. 

Boiling 

Creosote 

545,222 

Aug.  27,   1895 

Burnett 

Zinc  Chloride 
Creosote  and 

Expired 

Open  to  all. 

Card 

Zinc  Chloride 

815.404 

Mar.  20,  1906 

J.  B.  Card. 

Kyanising 

Mercuric   '* 

Expired 

Open  to  all. 

Lowry 

Creosote 

831,450 

Sept.  18.   1906 

American  Creosote  Co. 

Open  Tank 

Creosote 

Expired 

Open  to  all. 

Rneping 

Creosote 

709,799 

Sept.  23,  1902 

Lembcke  Ton  Bemath  Co. 

Wellhottae 

Zine  Chloride 
Olue  and  Tannin 

Expired 

Open  to  all. 
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TABLE  5. 
EECORDS  ON  THE  LIFE  OF  TBEATED  TIMBER  IN  THE  U.  S.  A, 

Notation. 

A  =—  absorption  of  preservative  in  pounds  per  en.  ft. 
B  »« location. 

0  =»  number  originally  placed. 
D  =  year  when  placed. 

E  —  length  of  service  at  last  inspection,  in  years. 
F  =  date  of  last  inspection. 

G  »» final  condition  of  material  at  last  inspection. 
H  »» cause  of  removal. 

1  =  remarks. 
J  —  authority. 

The  numbers  at  the  beginning  of  each  paragraph  are  the 
record  numbers,  given  in  the  last  column  of  the  preceding 
index.    When  reference  letter  is  omitted,  data  are  lacking. 

Cross-Ties. 

(1)  Information  requested  but  not  furnished — Letter  of  Sept.  17,  1914, 
to  American  Creosote  Works. 

(2)  B,  N.Y.  N.H.  &  H.Ry.  — O,  1006  — D,  1881— E,  15  — F,  1914  — O, 
all  out  in  1896  —  I,  average  life,  14  years  —  J,  A.B.E.A.,  Vol.  15, 
1914. 

(3)  A,  8.6  —  B,  Maywood,  Wash.,  N.P.Ry.  —  O,  442  —  D,  1906  —  E,  7.5  — 
F,  1914  —  O,  7.7%  removed  —  H,  decay  —  J,  Forest  Service  Report. 

(4)  A,  13.48  — B,  Bay  View  &  San  Leon,  Texas,  G.H.  &  S.A.Ry.  — C, 
200  —  D,  1905  — E,  9.0  — F,  1914  — O,  31%  removed  — J,  Eng.  Dept. 
G.H.  &  S.A.Ry. 

(5)  A,  12.3  —  B,  Bay  View  &  San  Leon,  Texas,  G.H.  &  S.A.Ry.  —  O,  201 
—  D,  1905  — E,  9.0  — F,  1914  — O,  26%  removed  — J,  Eng.  Dept. 
G.H.  &  S.A.By. 

(6)  B,  Pacific,  Mo.,  St.L.  &  S.F.  —  O,  76  —  D,  1905  —  E,  9.0  —  F,  1914  — 
O,  1.3%  removed  —  H,  decay  —  I,  1  red  gum  tie  removed  —  J,  Report 
of  St.L.  &  S.F.Ry.,  by  V.  K.  Hendricks. 
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(7)  A,  10.0  -—  B,  Fair  Haven,  Conn.,  N.Y.,  N.H.  Sb  H.By.  —  0,  6000  —  D, 
18»4  —  E,  17  —  P,  1914  —  O,  99.6%  removed  —  I,  20%  were  out  by 
1907  —  J,  W.  J.  Backes,  Eng.  M.  of  W.,  Letter  of  Dec.  10,  1914. 

(8)  A,  12.0  — B,  Salix,  La.,  G.H.  &  S.A.Ey.  — 0,  205  — D,  1907  — B,  7 
—  F,  1914  —  0-,  none  removed  —  J,  Eng.  Dept.,  G.H.  &  S.A.By. 

(9)  Average  life  to  date  was  10  years  with  no  removals  due  to  decay  — 
No  records  furnished  —  Letter  from  Am.  Creo.  Co.,  Sept.  26,  1914. 

(10)  B,  Pacific,  Mo.,  St.L.  Ss  SJ'.Ey.  — 0,  107  — D,  1905  — B,  9  — F, 
1914  —  O,  4%  removed  —  H,  decay  —  J,  Beport  of  St.L.  Ss  SJP. 
By.,  by  V.  K.  Hendricks. 

(11)  A,  9.8  — B,  St.  Clair,  Mo.,  St.L.  &  SJ.By.  — 0,  321  — D,  1906  — B, 
8  — F,  1914  — a,  0.3%  removed  — H,  split  — I,  3%  split  (Mr. 
Lembcke  does  not  consider  these  a  fair  test  of  Bueping  process)  — 
J,  Beport  of  St.L.  &  S.F.By.,  by  Y.  K.  Hendricks. 

(12)  A,  12.0  — B,  St.  Clair,  Mo.,  St.L.  &  S.P.By.  — 0,  752  — D,  1906  — 
E,  8  —  F,  1914  —  O,  0.4%  removed  —  H,  decay  —  I,  2%  show  decay 
(Mr.  Lembcke  does  not  consider  these  a  fair  test  of  Bueping 
process)  —  J,  Beport  of  StX.  &  S.F.By.,  by  Y.  K.  Hendricks. 

(18)  B,  Pacific,  Mo.,  St.L.  Ss  S.F.By.  —  0,  40  —  D,  1905  —  B,  9  —  F,  1914 
(k,  7.5%  removed  —  H,  decay  —  I,  2  red  gum  and  1  red  oak  re- 
moved—  Jf  Beport  of  StJj.  &  S.F.By.,  by  Y.  K.  Hendricks. 

(14)  A,  5.0  — B,  Corinth,  Miss.,  LCBy.  — 0,  3200— D,  1907  — B,  7  — 
P,  1914  — O,  one  tie  out  1914  —  1,  slightly  rail  cut  — J,  W.  L.  Parr, 
V.  Pres. 

(15)  A,  5.0  — B,  Corinth,  Miss.,  LCBy.  — 0,  2880— D,  1907  — B,  7  — 
P,  1914  —  a,  one  tie  out  in  1914  —  1,  slightly  rail  cut  — J,  W.  L. 
Parr,  Y.  Pres. 

(16)  A,  not  stated  — B,  Saliz,  La.,  G.H.  A  S.A.By.  — 0,  95  — D,  1907  — 
B,  7  — F,  1914  — O,  none  out  — J,  Eng.  Dept.,  GJI.  Ss  S.A.By. 

(17)  A,  not  stated  —  B,  Scott,  La.,  G.H.  &  S.A.By.  —  0,  100  —  D,  1907  — 
B,  7  — F,  1914  — O,  none  out  — J,  Eng.  Dept.,  G.H.  &  S.A.By. 

(18)  A,  4.5  to  5.0  — B,  A.T.  &  S.F.By.  — 0,  1,560,812  — D,  1906  — B,  8 

—  F,  1914  —  I,  no  record  of  failures  —  J,  Beport  by  A.T.  &  S.F.By. 
to  G.  A.  Lembcke. 

(19)  A,  not  given  — B,  A.T.  ^  SJ'.By.  — 0,  2,378,873  — D,  1907  — B,  7 

—  F,  1914  —  I,  no  record  of  failures  —  J,  Beport  by  A.T.  &  S.F.By. 
to  G.  A.  Lembcke. 
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(20)  B,  Central  B.B.  of  N.J.  — O,  500  — D,   1876  — E,  19  — F,  1895  — 

0,  100%  out  —  H,  rail  cut  — I,  10%  removed  in  1888  — J,  J.  0. 
Osgood,  Ch.  Eng.  C.R.  of  N.J. 

(21)  A,  12.0  — B,  Central  E.B.  of  N.J.  — 0,  5000  — D,  1876  — E,  15.5  — 
F,  1908  —  H,  rail  cut  —  I,  average  life  15.5  years  —  J,  A.B.E.A., 
Vol.  10,  p.  618. 

(22)  B,  Medway,  Mass.,  N.Y.,  N.H.  &  H.By.  — 0,  400— D,  1880  — E, 
32  — F,  1914  — O,  all  out  in  1912  — H,  none  decayed,  all  rail  cut  — 

1,  laid  in  a  tunnel,  average  life  20  years  —  J,  A.B.E.A.,  Vol.  13, 
p.  872;  also  letter  Dec.  10,  1914,  W.  J.  Backes. 

(23)  A,  10.0  — B,  H.  &  T.CBy.  — 0,  150,000  — D,  1880— E,  26  — F, 
1906  —  O,  92.5%  removed  —  I,  average  life  19  years  —  J,  A.B.E.A., 
Vol.  10,  p.  619. 

(24)  A,  no  record  — B,  North  Carolina,  A.CL.By.  — C,   250  — D,  1887 

—  E,  23  —  F,  1910  —  O,  40%  removed  —  H,  rail  cut,  very  few  de- 
cayed —  I,  remainder  in  good  condition  —  J,  W.  A.  Fisher,  Pres.  of 
Am.  Wood  Preservers'  Assn.,  1911. 

(25)  A,  no  record  — B,  Missouri,  St.L.  &  S.F.By.  — 0,  43— D,  1905  — 
E,  9  — F,  1914  — a,  20.9%  removed  — H,  decay  — J,  Beport  of  St. 
L.  &  S.F.By.,  by  V.  K.  Hendricks. 

(26)  B,  Baltimore,  Pa.,  lines  —  0,  597  —  D,  1897-98  —  F,  1914  —  H,  de- 
cay —  I,  9  years  average  life  —  J,  John  Foley,  Forester,  Pa.By. 

(27)  B,  Baltimore,  Pa.,  lines  — O,  541  — D,  1898  — F,  1914  — H,  decay 

—  I,  9.5  years  average  life  —  J,  John  Foley,  Forester,  Pa.By. 

(28)  B,  Baltimore,  Pa.  lines  — 0,  386  — D,  1897  — F,  1914  — H,  decay 

—  I,  8.0  years  average  life  —  J,  John  Foley,  Forester,  Pa.By. 

(29)  B,  Trenton,  Pa.  lines  — O,  2910  — D,  1896  — F,  1914  — H,  decay  — 
I,  6.4  years  average  life  —  J,  John  Foley,  Forester,  Pa.By. 

(30)  B,  N.Y.  &  Phil.,  Pa.  lines  — O,  348  — D,  1896-97  — F,  1914  — H, 
decay  —  I,  4.0  years  average  life  —  J,  John  Foley,  Forester,  Pa.By. 

(31)  B,  Pa.  lines  east  — O,  1250— D,  1901  — F,  1914  — H,  decayed  and 
crushed  —  I,  9.0  years  average  life  —  J,  John  Foley,  Forester,  Pa. 

(32)  B,  Mont.  &  Wyo.,  Bur.  Mo.  By.  — 0,  100,000  — D,  1884  — F,  1908 

—  O,  splintered  —  I,  average  life  10  to  14  years  —  J,  J.  P.  Snow. 
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(33)  B,  Baltimore,  Nor.  Cent.  By.  — 0,  1  mile  — D,  1838  — E,  11— F, 
1849  —  I,  sound  after  11  years  —  J,  O.  Chanute,  A.W.P.A.,  1909. 

(34)  A,  0.25  —  B,  Southern  Pacific  By.  —  C,  300  miles  of  exper.  track 

—  F,  1914  —  H,  decay  —  I,  9.5  years  average  life  —  J,  J.  Q.  Bar- 
low, letter  of  Nov.  17,  1914. 

(35)  A,  0.35  to  0.50— B,  CB.Q.By.  — C,  4,836,668  — D,  1899  — F,  1914 

—  H,  rot  where  covered  by  dirt  —  I,  9.5  years  average  life  —  J, 
A.B.B.A.,  Vol.  10,  p.  619. 

(36)  A,  0.25  — B,  Union  Pacific  By.  —  0,  300,000  per  year  since  1905  — 
H,  97%  of  removals  due  to  decay  —  I,  given  7  to  9  years  average 
life  — J,  A.  H.  Mohler,  Pres.  U.P.By.,  letter  of  Dec.  7,  1914. 

(37)  B,  Nevada,  Oregon  Short  Line  —  O,  45  miles  —  D,  1903  —  E,  11  — 
F,  1914  —  O,  55%  out  —  H,  decay  —  I,  7  to  8  years  average  life  — 
J,  £ng.  Dept.,  South.  Pac.  By. 

(38)  B,  Utah,  Ore.  Short  Line  By.  — 0,  93  miles  — D,  1903  — E,  11  — F, 
1914  —  O,  68%  out  —  H,  decay  —  I,  6  to  7  years  average  life  —  J, 
Eng.  Dept.,  Southern  Pac.  By. 

(89)     A,  0.243  — B,  Southern  Pacific  By.  — 0,  217  — D,  1895  — F,  1914 

—  O,  all  out  —  H,  decay  —  I,  11.34  years  average  life  —  J,  E.  E. 
Calvin,  V.  Pres.,  S.P.B.B.,  letter  of  April  22,  1912. 

(40)  B,  Southern  Pacific  By.  — 0,  4043  — D,  1896  — F,  1914  — O,  all 
out  —  H,  decay  —  I,  10.97  years  average  life  —  J,  E.  E.  Calvin,  V. 
Pres,,  S.P.B.B.,  letter  of  April  22,  1912. 

(41)  B,  Southern  Pacific  By.  — C,  1941  — D,  1897  — F,  1914  — O,  all 
out  —  H»  decay  —  I,  10.74  years  average  life  —  J,  E.  E.  Calvin,  V. 
Pres.,  SP.B.B.,  letter  of  April  22,  1912. 

(42)  B,  Southern  Pacific  By.  — 0,  20,536  — D,  1898— F,  1914  — a,  all 
out  —  H,  decay  —  I,  11.21  years  average  life  —  J,  E.  E.  Calvin,  V. 
Pres.,  S.P.B.B.,  letter  of  April  22,  1912. 

(43)  A,  0.27  —  B,  Bay  View  &  San  Leon,  Texas,  G.H.  &  S.  A.By.  —  0,  244 

—  D,  1905  — E,  9  — F,  1914  — O,  88%  out  — J,  Eng.  Dept.,  G.H. 
A  S.A.By. 

(44)  A,  0.23  — B,  Bay  View  &  San  Leon,  Texas,  G.H.  &  S.A.By.  — O, 
198  — D,  1905  — E,  9  — F,  1914  — O,  90%  out  — J,  Eng.  Dept., 
G.H.  A  S.A.By. 
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(46)  B,  Pa.  lines  west  —  O,  11,393  —  D,  1896-97  —  B,  8  —  P,  1905  —  O, 
22%  out  — J,  A.B.E.A.,  Vol.  8,  p.  469. 

(46)  B,  Pa.  lines  west  —  O,  713  — D,  1898  — B,  7— P,  1905  — a,  8% 
out  — J,  A.R.E.A.,  Vol.  8,  p.  469. 

(47)  B,  Chicago,  C.B.I.  &  P.B7.  — O,  2000  — D,  1866  — B,  15  — P,  1881 

—  O,  25%  out  — J,  Trans.  Am.  Soc.  Civil  Eng.,  1899,  p.  349. 

(48)  B,  Pittsburg,  Pa.  lines  — O,  135— D,  1897  — B,  8— P,  1905  — G, 
26%  out  — J,  A.R.E.A.,  Vol.  8,  p.  469. 

(49)  A,  0.33  — B,  S.  Dakota,  C.B.Q.By.  — 0,  550  — D,  1900  — B.  14  — P, 
1914  — a,  13%  out  — H,  decay  — I,  100%  gave  12  years  life  —  J, 
J.  H.  Waterman. 

(50)  A,  0.33  to  0.4  — B,  S.  Dakota,  C.B.Q.By.  — 0,  6354  — D,  1900  — B, 
14  — F,  1914  —  O,  6%  out  — H,  decay  — J,  J.  H.  Waterman. 

(51)  B,  Bowlyton,  Conn.,  N.Y.,  N.H.  &  H.By.  — O,  206  — D,  1901  — B, 
13  —  F,  1914  —  O,  27%  out  —  H,  rail  cut  —  I,  none  removed  until 
1914  — J,  A.B.E.A.,  Com.  on  Wood  Preser. 

(52)  A,  0.25  —  B,  Texas  &  New  Orleans  By.  —  0,  10,500,000  —  D,  1888  — 
F,  1908  —  H,  decay  —  I,  10  to  11  years  average  life  —  J,  A.B.E.A., 
Vol.  8,  p.  469. 

(63)  A,  0.41  — B,  Bay  View  &  San  Leon,  Texas,  G.H.  &  S.A.By.  —  0, 
1001  — D,  1905  — E,  9  — F,  1914  — O,  98.3%  out  — J,  Eng.  Dept. 
G.H.  &  S.A.By. 

(64)  A,  0.27  — B,  South.  Pacific  By.  — 0,  12,000,000  —  D,  1895  — P, 
1908  —  H,  checks  and  dry  rot  —  I,  10  to  12  years  average  life  —  J, 
A.B.E.A.,  Vol.  10,  p.  619, 

(55)     B,  Wyoming,  C.B.Q.By.  — 0,  1320  — E,  10.4  — a,  60.7%  removed 

—  H,  decay  —  J,  J.  H.  Waterman. 

(66)  A.  0.31  to  0.51— B,  Janesville,  Wis.,  C.  &  N.W.By.  — 0,  388— D. 
1907  —  B,  6.5  —  F,  1914  —  O,  no  removals  —  I,  96.6%  in  good  con- 
dition—  J,  Forest  Service. 

(57)     A,  0.50  —  B,  Tenn.,  I.C.By.  —  0,  3080  —  D,  1908  —  B,  6.0  —  P.  1914 

—  (*,  6^   removed  —  H,   decay  —  I,  20%   affected  by  decay  —  J, 
W.  L.  Parr,  V.  Pres. 

(57-A)     Information  requested  but  not  furnished  —  Letters  of  September 
15  and  Oct.  3,  1914  —  J,  Internat.  Oeo.  Const.  Co. 
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(68)  B,  Bay  View,  Tex.,  G.H.  &  S.A.By.  — 0,  45  — D,  1905  — B,  9.0  — 
P,  1914  — O,  33%  removed  —  J,  Eng.  Dept.,  G.H.  &  8.A.Ry. 

(69)  B,  Bay  View,  Tex.,  G.H,  &  S.A.By.  — 0,  42  — D,  1905  — B,  9.0  — 
P,  1914  —  O,  69%  removed  — J,  Eng.  Dept.,  G.H.  Ss  S.A.Ry. 

(60)  B,  Scott,  La.,  G.H.  &  S.A.Ry.  — C,  95  — D,  1907  — B,  7.0  — F,  1914 
—  a,  1.6%  out  —  J,  Eng.  Dept.,  G.H.  &  S.A.By. 

(61)  A,  5-6  lbs.  Creosote  — B,  Scott,  La.,  G.H.  &  S.A.By.  —  0,  547  — 
D,  1907  — B,  7.0  — F,  1914  — O,  2.7%  out  — J,  Eng.  Dept.,  G.H.  & 
S.A.By. 

(62)  A,  not  stated  — B,  Watkins  cut  oflP,  G.H.  &  S.A.By.  —  0,  1694  —  D, 
1895  — E,  19  — F,  1914  — a,  92.6%  out  — J,  Eng.  Dept.,  G.H.  & 
S.A.By. 

(63)  A,  Zn.  0.27,  Cr.  6.8  —  B,  Bay  View,  Texas,  G.H.  &  S.A.By.  — O, 
1003  — D,  1905  — E,  9.0  — P,  1914  — O,  20.8%  removed  — J,  Eng. 
Dept.,  G.H.  &  S.A.By. 

(64)  A,  not  given— B,  C.B.  &  Q.Ry.  — O,  15,819  — D,  1909-10  — E,  4 
and  5  —  F,  1914  —  O,  1.5%  removed  —  H,  all  causes  —  I,  0.25% 
for  decay,  0.75%  split  and  broken,  0.5%  miscellan.  —  J,  J.  H. 
Waterman,  letter  of  Feb.  24,  1915. 

(64-A)  A,  Zn.  0.5  lb,,  Cr.  2  lbs.  —  B,  CM.  &  St.P.By.,  Mo.  —  0,  596  —  D, 
1908  — E,  6.0  —  F,  1914  —  O,  none  out  — I,  in  good  condition  — 
J,  F.  S.  Pooler,  letter  Feb.  23,  1915. 

(65)  A,  5-6  lbs.  Creosote  — B,  Salix,  La.,  G.H.  &  S.A.By.  — 0,  433  — D, 

1907  — E,  7.0  — F,  1914  — O,  4.4%  removed  — J,  Eng.  Dept.,  G.H. 
&  S.A.By. 

(66)  B,  Ft.  Hancock,  G.H.  &  S.A.By.  — O,  200— D,  1894  — B,  19  — F, 
1914  — O,  64%  removed  — H,  dry  rot  — J,  Eng.  Dept.,  G.H.  &  S. 
ABy. 

(67)  B,  Norfolk  Div.,  N.  &  S.  —  0,  250  —  D,  1897  —  E,  17  —  F,  1914  — 
O,  69%  out  — J,  Beport,  N.  &  S.By.,  1914. 

(68)  B,  S.C.  &  S.B.By.  — 0,  1287  — D,  1897  — E,  8  — P,  1905  — O,  30% 
out  —  J,  A.B.E.A.,  Vol.  8,  p.  469. 

(69)  A,  0.25  to  0.50  — B,  C.B.L  &  P.By.  — O,  5,631,731  — D,  1886  — F, 

1908  —  H»  decay  and  rail  cut  —  I,  average  life,  10  years  east  and 
1L7  years  west  of  Mo.  Biver  — J,  A.B.E.A.,  Vol.  10,  p.  618. 
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(70)  A,  0.30  —  B,  Union  Pacific  By.  —  O,  150,000  —  D,  1886  —  F,  1908  — 
Q,  rail  worn  —  I,  12  to  15  years  average  life  —  J,  A.B.E.A.,  Vol. 
10,  p.  618. 

(71)  B,  Hanna,  Penn.  lines  — O,  200  — D,  1892  — B,  13  — P,  1905  — O, 
all  out  —  I,  10.7  years  average  life  —  J,  Bailway  Gazette,  1905,  Vol. 
38,  p.  282. 

(72)  B,  C.  &  N.W.By.  —  0,  1534  —  D,  1907  —  E,  6.5  —  F,  1914  —  O,  none 
removed  —  I,  94.6%  in  good  condition  —  J,  Forest  Service. 

(73)  A,  0.50  — B,  C.R.L  &  P.By.  — O,  21,850  — D,  1886  — B,  12  — F, 
1898  —  a,  63.1%  out  —  I,  11.8  years  average  life  —  J,  A.S.C.E.,  Vol. 
42,  p.  303. 

(74)  B,  Joppa,  111.,  C.  &  E.I.By.  —  O,  24,271  —  D,  1900  —  B,  14  —  F,  1914 

—  O,  25.2%  out  —  H,  decay  —  J,  J.  H.  Waterman,  Proc.  A.W.P.A., 
1915. 

(75)  A,  2.7#/  tie  —  B,  Norfolk  Div.,  N.  &  S.  —  O,  250  —  D,  1897  —  E,  17 

—  F,  1914  — O,  66%  out  — J,  Beport,  N.  &  S.B.B.,  1914. 

(76)  B,  M.K.  &  T.By.  — O,  1,300,612  — D,  1901— E,  6.0  — F,  1907  — G, 
22%  out  — J,  A.B.E.A.,  Vol.  10,  p.  612. 

(77)  B,  Wash.  Iowa,  CM.  &  S.P.By.  — 0,  500  — D,  1902  — B,  12  — F, 
1914  — a,  10%  out  — H,  decay  — J,  F.  S.  Pooler,  letter  Sept.  23, 
1914. 

(78)  A,  .41.44  — B,  Janesville,  Wis.,  C.  &  N.W.By.  — 0,  738  — D,  1907 

—  E,  6.5  —  F,  1914  —  Q,  no  removals  —  I,  96.3%  in  good  condition 

—  J,  Forest  Service. 

(79)  B,  Kosciusko,  Ind.,  Pa.  lines  — 0,  200  — D,  1892  — E,  13  — F,  1905 

—  a,  all  out  —  J,  Bailway  Gaz.,  1905,  Vol.  38,  p.  282. 

(80)  B,  D.  &  LB.By.  —  O,  256  —  D,  1890  —  E,  18  —  F,  1914  —  O,  nearly 
all  out  in  1911  —  H,  part  removed  for  decay  —  I,  estimated  life  15 
years  —  J,  Letter  to  Mr.  Angier  by  W.  H.  Clark,  Eng. 

Piling. 

(81)  A,  10.0  —  B,  California  —  O,  16,000  driven  since  1903  —  E,  17  years 
average  —  F,  1914  —  I,  269  showed  decay  in  center,  with  shell 
sound;  not  subject  to  marine  borers  —  J,  J.  Q.  Barlow,  Asst.  Chief 
Eng.,  Southern  Pacific  Bwy. 
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^^)  B,  Arizona-New  Mexico  —  0,  9000  —  I,  539  showed  decay  in  center, 
with  shell  sound;  not  subject  to  marine  borers  —  J,  J.  Q.  Barlow, 
Asst.  Chief  Eng.,  Southern  Pacific  Bwy. 


(85> 


V\>^ 


B,  Washington  —  0,  bridge  3  miles  long  —  D,  1891  —  E,  22  —  P, 
1913  —  O,  failure  from  teredo  negligible  —  H,  superseded  by  fill 
in  1913  —  I,  some  removals  because  of  decay  where  cut  for  drift 
bolts  —  J,  G.  A.  Colman,  of  Colman  Creosote  Works. 

A,  8.0  — B,  Sandy  Hook,  N.Y.  — 0,  97  — D,  1903-4  — B,  8.5  — F, 
1912  —  O,  good  —  I,  ship  worms  active  in  this  locality  in  warm 
weather  —  J,  U.  S.  War  Dept. 


(85)  A,  14.0  —  B,  Sandy  Hook,  N.  Y.  —  0,  448  —  D,  1903-4  —  E,  8.5  — 
P,  1912  —  O,  good  —  I,  ship  worms  active  in  this  locality  in  warm 
weather  —  J,  U.  S.  War  Dept. 

(86)  A,  20.0  — B,  Navy  Yard,  Pensacola,  Florida  — 0,  198  — D,  1902  — 
E,  3.5  —  P,  1906  —  O,  6  attacked,  2  destroyed  —  H,  ship  worms 
attacked  —  I,  attacked  in  defective  sections  where  oil  did  not 
penetrate  well  —  J,  H.  B.  Stanford,  Trans.  Am.  Soc.  C.  E.,  1906. 

(87)  A,  20-24  — B,  Galveston,  Texas  — 0,  150  — D,  1875  — B,  28— P, 
1903  —  O,  comparatively  intact  —  J,  *  *  A  Treatise  on  Wood  Preser- 
vation*', Inter.  Creo.  &  Const.  Co. 

(88)  A,  24  — B,  Galveston,  Texas  — 0,  3000  — D,  1895  — E,  18— P, 
1913  —  O,  90%  still  good  —  I,  oil  contained  60%  naphthalene  and 
12-15%  tar  acids  —  J,  F.  B.  Bidgway,  Proc.  Am.  Wood  Pres.  Assn., 
1914. 

(89)  A,  15-16  — B,  L.  &  N.B.B.,  N.O.  &  N.Div.,  in  salt  water  — 0,  5100 
—  D,  1877-78  — E,  30-31  — P,  1908  — (»,  see  remarks  — H,  teredo 
attack  and  change  in  construction  —  I,  81%  in  service  but  pro- 
tected with  cement  and  pipe,  19%  cut  off  or  replaced  —  J,  J.  B. 
Lindsey,  L.  &  N.Ry. 

W)  B,  Pensacola,  Fla.  — O,  about  1000  — D,  1898  — E,  16  — P,  1915  — 
0,  all  show  some  attack,  some  being  replaced  —  H,  attacked  by 
xylotrya,  limnoria  and  pholas — I,  located  at  Commendencia  Street 
wharf  —  J,  J.  B.  Lindsey,  L.  &  N.Ey. 

<W)  B,  Pensacola,  Fla.  — O,  about  100  — D,  1895  — E,  19  — P,  1915  — 
C^,  all  bad  shape,  part  removed  —  H,  attacked  by  xylotrya,  limnoria 
and  pholas  —  I,  bulkhead  piles  located  at  Terregonna  St.  wharf  — 
J,  J.  B.  Lindsey,  L.  &  N.By. 
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(92)  B,  Pensacola,  Fla.  — 0,  about  300  — D,  1901 —  E,  13  — F,  1915  — 
O,  all  badly  attacked  —  H,  attacked  by  xylotry&j  limnoria  and 
pholas  —  I,  bulkhead  piles  located  at  Jefferson  Street  wharf  —  J,  J. 
B.  Lindsey,  L.  &  N.By. 

(93)  B,  Pensacola,  Fla.  — D,  1881  — E,  23  — F,  1915  — O,  all  badly 
attacked  —  H,  attacked  by  zylotrya,  limnoria  and  pholas  —  I,  Mus- 
cogee wharfy — these  piles  are  still  in  place  but  do  not  support  any 
load, — all  are  attacked  and  many  destroyed  —  J,  J.  B.  Lindsey, 
L.  &  N.By. 

(94)  A,  18  — B,  Gulf  port.  Miss.  — 0,  about  200  — D,  1902  — B,  7  — F, 
1909  —  O,  all  replaced  —  H,  teredo  attack  —  J,  G.  &  S.LRy.  and 
Forest  Service. 

(95)  A,  18-20  —  B,  Gulf  port,  Miss.  —  0,  196  —  D,  1909  —  B,  5  —  F,  1914 
—  O,  11.8%  destroyed,  39.0%  sound  —  H,  teredo  attack  —  I,  the 
remaining  piles  were  slightly  and  mediumly  attacked  —  J,  G.  & 
S.I.Ry.  and  Forest  Service. 

(96)  A,  8.5  — B,  Gulf  port.  Miss.  — C,  4  — D,  1912  — E,  2— F,  1914  — 
O,  all  slightly  attacked  —  I,  F.S.  Exper.  piles  subject  to  attack  by 
ship  worm  —  J,  G.  &  S.I.Ry.  and  Forest  Service. 

(97)  A,  10.7  —  B,  Pensacola,  Fla.  —  0,  3  —  D,  1913  —  E,  1  —  F,  1914  — 
O,  2  slightly  attacked,  1  mediumly  attacked  —  I,  F.S.  E^xper.  piles 
subject  to  attack  by  ship  worm,  limnoria  and  pholas  —  J,  G.  &  81. 
By.  and  Forest  Service. 

(98)  A,  20.7  —  B,  Pensacola,  Fla.  —  0,  4  —  D,  1913  —  E,  1  —  F,  1914  — 
O,  2  slightly  attacked,  1  mediumly  attacked  —  I,  F.S.  Exper.  piles 
subject  to  attack  by  ship  worm,  limnoria  and  pholas  —  J,  G.  &  S.I. 
By.  and  Forest  Service. 

(99)  A,  7.6  — B,  San  Diego,  Cal.  — C,  4  — D,  1912  — B,  2  — F,  1914  — 
O,  2  slightly  attacked,  1  mediumly  attacked  —  I,  F.S.  Exper.  piles 
subject  to  attack  by  ship  worm  and  limnoria  —  J,  G.  &  S.I.By.  and 
Forest  Service. 

(100)  A,  20.8  — B,  Fort  Mason,  Cal.  — C,  4  — D,  1911  — E,  3  — F,  1914 

—  O,  all  slightly  attacked  —  I,  F.S.  Exper.  piles  subject  to  at- 
tack by  ship  worm  and  limnoria  —  J,  G.  &  S.LBy.  and  Forest 
Service. 

(101)  A,  25  —  B,  Manatee  Biver,  Fla.,  Seaboard  Airline  By.  —  C,  bridge 

—  D,  1900  — E,  14— F,  1914  — a,  perfect  — I,  oil  contained  50% 
naphthalene  —  J,  E.  S.  Christian,  Proc.  Am.  Wood  Preser.  Assn., 
1915. 


PRESERVATIVE  TREATMENT  OP  TIMBER  147 

(102)  A,  12  —  B,  Charleaton,  S.  C,  S.B.B.,  Pier  1  —  D,  1911-12  —  E,  2-3 

—  P,  1914  —  O,  see  remarks  —  I,  some  very  bad  piles,  majority 
in  good  condition  —  J,  T.  G.  Townsend,  Southern  By. 

(lOa-A)  A,  12  —  B,  Charleston,  S.  C,  S.B.Ja.,  Pier  2  —  D,  1912  —  B,  2  — 
P,  1914  —  O,  see  remarks  —  I,  practically  every  pile  attacked  by 
limnoria,  many  destroyed  —  J,  T.  G.  Townsend,  Southern  By. 

(103)  A,  12  — B,  Charleston,  S.  C,  S.B.B.,  Pier  3  — D,  1913  — B,  1  — 
P,  1914  —  O,  see  remarks  —  I,  practically  every  pile  attacked  by 
limnoria,  many  destroyed  —  J,  T.  G.  Townsend,  Southern  By. 

(104)  A,  16-20  —  B,  Norfolk  Navy  Yard,  Pier  No.  311  —  D,  1903  —  B, 
11  —  P,  1914  —  0",  see  remarks  —  H,  attacked  by  teredo  —  I, 
every  pile  attacked  by  teredo,  most  of  them  worthless,  now  being 
replaced  —  J,  T.  G.  Townsend,  Southern  By. 

(105)  A,  20  — B,  Norfolk  Navy  Yard,  Slip  No.  318  — D,  1908  — B,  6  — 
P,  1914  —  O,  good  —  I,  slightly  attacked  — J,  T.  G.  Townsend, 
Southern  By. 

(106)  A,  18  —  B,  Charleston,  S.  C,  wharf  of  Oakdine  Compr.  Co.  —  D, 
1912  —  E,  2  —  P,  1914  —  O,  no  removals  —  H,  limnoria  attack  — 
I,  some  of  the  piles  have  20%  of  cross-section  gone  —  J,  T.  G. 
Townsend,  Southern  By. 

(107)  A,  20  —  B,  Charleston,  S.  C,  wharf  of  8.  C.  Warehouse  Corp.  —  0, 
400  —  D,  1909  —  E,  5  —  P,  1914  —  O,  no  removals  —  H,  limnoria 
attack  —  I,  piles  show  some  recent  attack  —  J,  T.  G.  Townsend, 
Southern  By. 

(108)  A,  12  —  B,  Newport  News,  C.  &  O.  Pier  No.  6  —  0,  4000  —  D,  1883 

—  B,  31  —  P,  1914  —  O,  in  use  —  I,  oil  contained  60%  naphthalene 

—  J,  E.  S.  Christian,  Proc.  Am.  Wood  Preser.  Assn.,  1915. 

Bridge  Timbers. 

(109)  A,  10  — B,  Southern  Pacific  By.  — O,  15,000,000  —  D,  1896-00  — 
E,  14-18  —  P,  1914  —  O,  good  — I,  bridge  stringers  —  J,  J.  Q. 
Barlow,  Asst.  Ch.  Engr.,  S.P.By. 

(110)  A,  12  —  B,  Delaware,  Lackawanna  and  Western  By.  —  D,  1905  — 
B,  8  —  P,  1913  —  O,  100%  removed  —  H,  see  remarks  —  I,  bridge 
ties  removed  because  of  shattered  condition.  Supposed  to  be  due 
to  a  preliminary  steaming  at  25  lbs.  for  8.25  hours  before  treating 

—  J,  Eng.  Dept.,  D.L.  &  W.By. 
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(111)  A,  10  — B,  Brooklyn  Bridge,  N.  Y.  — D,  1882  — E,  27  — P,  1909 

—  0",  good  —  I,  a  number  removed  during  track  changes  were 
sound  and  good  —  J,  L.  B.  Shipley,  Barrett  Mfg.  Co. 

(112)  B,  L.  &  N.Ry.,  N.O.  &  M.Div.  —  C,  4106  —  D,  1876-8  —  F,  1897  — 
0",  all  removed  —  I,  all  the  timbers  under  record  No.  112  were 
bridge  ties.  About  30%  were  lost  in  a  storm  in  1893.  Estimated 
that  45  to  55%  of  the  total  number  were  still  in  service  in  1896  — 
12%  in  1903  and  0.41%  in  1905— J,  John  B.  Lindsey,  Supt.  West 
Pascagoula  Creosoting  Works,  letter  Oct.  14,  1914. 

(112)  B,  L.  &  N.Ry.,  N.O.  &  M.Div.  —  C,  400  —  D,  1876  —  F,  1903  —  O, 
all  removed  —  I,  see  above  —  J,  see  above. 

(112)     B,  L.  &  N.By.,  N.O.  &  M.Div.,  Bay  St.  Louis,  Miss.  — C,  5000  — 

D,  1878-79  — B,  25  — F,  1904-0,  all  removed  — I,  see  above  — 
J,  see  above. 

(112)  B,  L.  &  N.Ry.,  N.O.  &  M.Div.,  Bay  St.  Louis,  Miss.  —  C,  1560  —  D, 
1878-79  — B,  25  — F,  1905-0-,  all  removed;  1166  removed  by 
1903  —  I,  see  above  —  J,  see  above. 

(112)  B,  L.  &  N.Ry.,  N.O.  &  M.Div.,  Biloxi  Bay,  Miss.  — C,  1920  — D, 
1878-79  —  B,  30  —  F,  1905  —  O,  76  in  service  1905  —  I,  see  above 

—  J,  see  above. 

(112)  B,  L.  &  N.Ry.,  N.O.  &  M.Div.,  Biloxi  Bay,  Miss.  — C,  1893— D, 
1878-79  — B,  30  — F,  1905  —  0,  533  in  service  1905  —  1,  see  above 

—  J,  see  above. 

(113)  A,  16  —  B,  New  Orleans,  La.  —  C,  several  wharves  —  D,  1904  — 

E,  10  —  F,  1914  —  O,  good  —  I,  some  decay  in  heartwood  where 
tops  cut  oflf.  Placed  in  fresh  water  —  J,  Samuel  Young,  Board  of 
Commission  of  the  Port  of  New  Orleans. 

Mine  Timbers. 

(114)  A,  1.1— B,  Sctanton,  Pa.,  Dodge  Coll.  Drift  — C,  1— D,  1908  — 
E,  4  —  F,  1912  —  O,  slightly  decayed  —  J,  Forest  Service. 

(115)  A,  0.73  — B,  Scranton,  Pa.,  Dodge  Coll.  Drift  — O,  2  — D,  1908  — 
B,  4  —  F,  1912  —  O,  all  slightly  decayed  —  J,  Forest  Service. 

(116)  B,  Scranton,  Pa.,  Bellevue  Mine  — O,  3— D,  1908  — E,  4  —  F, 
1912  —  O,  all  sound  —  J,  Forest  Service. 

(117)  B,  Scranton,  Pa.,  Bellevue  Mine  — C,  2— D,  1908 — B,  4  —  F, 
1912  —  O,  all  sound  —  J,  Forest  Service. 
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(118)  A,  1.0  — B,  Scranton,  Pa.,  Dodge  Coll.  Drift  — C,  1  — D,  1908  — 
B,  4  —  F,  1912  —  O,  all  sound  —  J,  Forest  Service. 

(119)  A,  1.7— B,  Scranton,  Pa.,  Dodge  Coll.  Drift  — C,  10  — D,  1908  — 
B,  4  — F,  1912-0-,  30%  sit.  decayed,  10%  split,  60%  sound  — 
J,  Forest  Service. 

(120)  B,  Scranton,  Pa.,  Bellevue  Mine  — C,  10  — D,  1908  — B,  4  — F, 
1912  —  Q,  70%  sound  —  I,  30%  removed  but  not  for  decay  —  J, 
Forest  Service. 

(121)  B,  Scranton,  Pa.,  Bellevue  Mine  — C,  2  — D,  1908  — B,  4  — F, 
1912  —  O,  all  sound  —  J,  Forest  Service. 

(122)  A,  1.5  —  B,  Bunker  Hill  &  Sullivan  Mining  &  Concentrating  Co., 
Kellogg,  Idaho  — C,  27  — D,  1908  — B,  3  — F,  1911  —  0,  good  — 
J,  Forest  Service. 

(123)  A,  2.72  — B,  Bunker  Hill  &  Sullivan  Mining  &  Concentrating  Co., 
KeUogg,  Idaho  — C,  93  — D,  1908  — B,  3— F,  1911  — O,  good  — 
J,  Forest  Service. 

(123-A)  A,  10  —  B,  Pottsville,  Pa.,  P.  and  B.  Mines  —  C,  87  —  D,  1907 
—  B,  3  —  F,  1910  —  G-,  76%  sound  —  H,  crush  and  squeeze  —  I, 
24%  removed  —  J,  Forest  Service. 

(124)  A,  1.25  —  B,  Scranton,  Pa.,  Bellevue  Mine  —  C,  2  —  D,  1908  —  B, 
4  —  F,  1912 -7- O,  no  decay  —  I,  50%  removed,  not  for  decay  —  J, 
Forest  Service. 

(125)  A,  .55— B,  Scranton,  Pa.,  Bellevue  Mine  — O,  3  — D,  1908  — B, 
4  —  F,  1912  —  O,  no  decay  —  J,  Forest  Service. 

(126)  A,  2.3  —  B,  Scranton,  Pa.,  Dodge  Coll.  Drift  —  C,  1  —  D,  1908  — 

E,  4  —  F,  1912  —  O,  decayed  and  attacked  by  insects  —  J,  Forest 
Service. 

(127)  A,  4.3  —  B,  Scranton,  Pa.,  Dodge  Coll.  Drift  —  O,  12  —  D,  1908  — 
B,  4 — F,  1912  —  a,  67%  sound,  25%  sit.  decayed  — I,  8%  broken 
or  split  —  J,  Forest  Service. 

(128)  A,  2.6  —  B,  Scranton,  Pa.,  Dodge  Coll.  Drift  —  0,  9  —  D,  1908  — 
B,  4  — F,  1912  — O,  78%  sound,  11%  sit.  decayed  — J,  Forest 
Service. 

<129)    B,  Scranton,  Pa.,  Dodge  Coll.  Drift  — 0,  13  — D,  1908— B,  4  — 

F,  1912  —  O,   77%   sound,   23%   split  —  I,   no   decay  —  J,   Forest 
Service. 
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(180)  B,  Scranton,  Pa.,  Dodge  Coll.  Drift  — O,  3  — D,  1908— B,  4  — 
P,  1912  —  a,  67%  sound,  33%  split  —  I,  no  decay  —  J,  Forest 
Service. 

(131)  A,  3.0  — B,  Scranton,  Pa.,  Bellevne  Mines  — O,  3  — D,  1908— E, 
4  —  F,  1912  —  O,  no  decay  —  J,  Forest  Service. 

(132)  A,  6.0  — B,  Scranton,  Pa.,  Bellevne  Mines  — O,  5  — D,  1908  — E, 
4  —  F,  1912  —  O,  no  decay  —  J,  Forest  Service. 

(133)  B,  Auchincloss  Mine,  Baltimore  Vein  Gangway  — D,  1908  — B,  6 
—  F,  1914  —  O,  good  —  J,  C.  V.  Bay,  Ch.  Eng.,  D.L.  &  W.E.E. 

(133-A)     A,  4-6— B,  Pottsville,  Pa.,  P.  &  E.  Mines  — O,  138  — D,  1906 

—  E,  4  —  F,  1910  —  O,  75%  sound,  none  decayed — H,  crush, 
squeeze,  etc.  —  I,  treated  green  —  25%  removed  —  J,  Forest 
Service. 

(133-B)     A,  10-12- B,  Pottsville,  Pa.,  P.  &  E.  Mines- O,  135  — D,  1906 

—  E,  4  —  F,  1910  —  Q,  72%  sound,  none  decayed  —  H,  crush, 
squeeze,  etc.  —  I,  treated  seas.,  28%  removed  —  J,  Forest 
Service. 

(133-0)  A,  4-6  — B,  Pottsville,  Pa.,  P.  &  B.  Mines  — O,  147— D,  1907  — 
E,  3 — P,  1910  —  G-,  88%  sound,  3%  show  decay  —  H,  decay, 
crush,  squeeze,  etc.  —  I,  treated  green,  9%  removed  —  J,  Forest 
Service. 

(133-D)  A,  10-12  —  B,  Pottsville,  Pa.,  P.  &  B.  Mines  —  O,  36  —  D,  1907  — 
E,  3  —  F,  1910  —  G,  80%  sound,  9%  show  decay  —  H,  decay, 
crush,  squeeze,  etc.  —  I,  treated  seas.,  11%  removed  —  J,  For- 
est Service. 

(133.E)  A,  0.5  — B,  PottsvUle,  Pa.,  P.  &  E.  Mines  — O,  48  — D,  1906  — 
E,  4  —  F,  1910  —  G,  60%  sound,  15%  show  decay  —  H,  decay, 
crush,  squeeze,  etc.  —  I,  treated  green,  25%  removed  —  J,  For- 
est Service 

(133-F)  A,  0.5— B,  PottsvUle,  Pa.,  P.  &  E.  Mines  — O,  129  — D,  1906  — 
E,  4  —  F,  1910  —  G,  80%  sound,  none  decayed  —  H,  crush, 
squeeze,  etc.  —  I,  treated  seas.,  20%  removed  —  J,  Forest 
Service. 

(133-G)  A,  0.3  — B,  Pottsville,  Pa.,  P.  &  E.  Mines  — O,  87  — D,  1906  — 
E,  4  —  F,  1910  —  G,  78%  sound,  none  decayed  —  H,  crush, 
squeeze,  etc.  —  I,  22%  removed  —  J,  Forest  Service. 
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Poles. 

(134)  B,  Los  Angeles,  Cal.  — O,  58— -D,  1907-8  — B,  5-6  — F,  1913  —  0, 
46.5%  show  decay  —  J,  Forest  Service. 

(135)  B,  Los  Angeles,  Cal.  — O,  11  — D,  1907-8  — B,  5-6  — F,  1913  — O, 
81.8%  show  decay  —  J,  Forest  Service. 

(136)  Cal.,  Stokes  Mt.  line  — O,  44  — D,  1908  — B,  5-6  — F,  1914  — O, 
95.5%  show  decay  —  J,  Forest  Service. 

(137)  B^  N.  Y.,  Warren-Buflfalo  line  —  O,  66  —  D,  1905  —  B,  8  —  F,  1913 

—  <J,  39.0%  show  decay  —  J,  Forest  Service. 

(138)  B,  Savannah,  Ga.  — O,  18  — D,  1905  — B,  8  — F,  1913  — O,  11% 
removed  —  H,  decay  —  J,  Forest  Service. 

(138)     B,  Savannah,  Ga.  — O,  24  — D,  1905  — B,  8  — F,  1913  — O,  29% 
removed  —  H,  decay  —  J,  Forest  Service. 

(140)  B,  Savannah,  Ga.  — O,  4  — D,   1905  — B,  8  — F,  1913-0,   75% 
show  decay  —  J,  Forest  Service. 

(141)  B,  N.Y.,  Warren-Buflfalo  line  — O,  8  — D,  1905  — B,  8  — F,  1913 

—  O,  aU  show  decay  —  J,  Forest  Service. 

(142)  B,  Savannah,  Ga.  — C,  24  — D,  1905  — B,  8— F,  1913-0,  13% 
removed  —  H,  decay  —  J,  Forest  Service. 

(143)  B,  N.  Y.,  Warren-Buflfalo  line  —  O,  63  —  D,  1905  —  E,  8  —  F,  1913 

—  <J,  94%  show  decay  —  J,  Forest  Service. 

(144)  B,  Savannah,  Ga.  — O,  24  — D,  1905  — B,  8  — F,  1913-0,  38% 
removed  —  H,  decay  —  J,  Forest  Service. 

(146)     B^  N.  Y.,  Warren-Buflfalo  line  — O,  28  — D,  1905— B,  8  — F,  1913 

—  O,  4%  show  decay  —  J,  Forest  Service. 

(146)  N.  Y.,  Warren-Buflfalo  line  — O,  153  — D,  1905  — B,  8  — F,  1913 

—  O,  4%  show  decay  —  J,  Forest  Service. 

(147)  B,  Cal.,  Stokes  Mt.  line  —  O,  236  —  D,  1908  —  B,  6  —  F,  1914  —  O, 
5%  show  decay  —  J,  Forest  Service. 

(148)  B^  Cal.,  near  Los  Angeles  —  O,  428  —  D,  1907-8  —  B,  5-6  —  F,  1913 

—  O,  1.42%  show  decay  —  J,  Forest  Service. 
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(149)  B,  Cal.,  near  Los  Angeles  — O,  28  — D,  1907-8  — B,  5-6  —  F,  1913 

—  Q,  all  sound  —  J,  Forest  Service. 

(150)  B,  Savannah,  Ga.  — O,  6— D,  1905  — E,  8  — F,  1913  — O,  17% 
removed  —  H,  decay  —  J,  Forest  Service. 

(151)  B,  Savannah,  Ga.  — O,  14  — D,  1905  — E,  8  — F,  1913  — O,  30% 
removed  —  H,  decay  —  J,  Forest  Service. 

(152)  B,  N.  Y.,  Warren-Buflfalo  line  —  O,  83  —  D,  1905  —  B,  8  —  F,  1913 

—  O,  37%  show  decay  —  J,  Forest  Service. 

(153)  B,  Savannah,  Ga.  — O,  39  — D,  1905  — B,  8  — F,  1913  — O,  11% 
removed  —  H,  decay  —  J,  Forest  Service. 

(154)  B,  Savannah,  Ga.  — C,  34  — D,  1905— B,  8  — F,  1913  — O,  19% 
removed  —  H,  decay  —  J,  Forest  Service. 

(155)  B,  Cal.,  Stokes  Mt.  line  —  O,  47  —  D,  1908  —  B,  6  —  F,  1914  —  O, 
97.8%  show  decay  —  J,  Forest  Service. 

(156)  B,  Los  Angeles,  Cal.  — O,  65— D,  1907-8  — E,  5-6  — F,  1913  — O, 
44.6%  show  decay  —  J,  Forest  Service. 

(157)  A,  12  — B,  Norfolk,  Washington  —  O,  9876  — D,  1897— B,  17  — 
F,  1914  —  O,  of  1600  inspected,  15.9%  were  replaced  —  H,  see 
remarks  —  I,  of  the  15.9%  replaced,  2.25%  were  due  to  decay  — 
J,  A.  T.  &  T.  letter  of  Feb.  10,  15,  E.  F.  Hosford. 

(157-A)  A,  12— B,  Montgomery-New  Orleans  — O,  7644— D,  1899  —  E, 
15  —  F,  1914  —  G,  total  removals  less  than  5%  —  H,  large  por- 
tion due  to  losses  in  storms  —  J,  A.T.  &  T.,  letter  of  Feb.  10, 
15,  E.  F.  Hosford. 

(158)  B.  Stokes  Mt.  line  —  O,  13  —  D,  1908  —  E,  6  —  F,  1914  —  G,  30.7% 
show  decay  —  J,  A.T.  &  T.,  R.  F.  Hosford,  letter  Feb.  10,  15. 

(159)  B,  near  Los  Angeles  — O,  3  — D,  1907-8  — E,  5-6  — F,  1913  — G, 
66.6%  show  decay —  J,  A.T.  &  T.,  E.  F.  Hosford,  letter  Feb.  10, 15. 

(160)  B,  Savannah,  Ga.  — O,  24  — D,  1905  — E,  8  — F,  1913  — O,  25% 
removed  —  H,  decay  —  J,  Forest  Service. 

(161)  B,  Savannah,  (Ja.  — O,  24  — D,  1905  — E,  8  — F,  1913  — O,  48% 
removed  —  H,  decay  —  J,  Forest  Service. 

(162)  B,  N.  Y.,  Warren-Buflfalo  line  —  O,  67  —  D,  1905  —  E,  8  —  F,  1913 

—  G,  51%  show  decay  —  J,  Forest  Service. 
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(leS)     B,  Savannah,  Ga.  — O,  18  — D,  1905  — E,  8  — F,  1913  — O,  12% 
removed  —  H,  decay  —  J,  Forest  Service. 

(164)     B,  Savannah,  Ga.  — O,  21— D,  1905  — E,  8  — F,  1913  — O,  42% 
removed  —  H,  decay  —  J,  Forest  Service. 

(166)     B,  Savannah,  Ga.  — O,  3  — D,  1905  — B,  8  — F,  1913  — O,  33% 
removed  —  H,  decay  —  J,  Forest  Service. 

(166)  B,  Savannah,  Ga.  —  O,  3  —  D,  1905  —  E,  8  —  F,  1913  —  O,  all  show 
decay  —  J,  Forest  Service. 

(167)  B,  N.  Y.,  Warren-Buflfalo  line  — O,  10— D,  1905— B,  8  — F,  1913 

—  O,  80%  show  decay  —  J,  Forest  Service. 

(168)  B,  Savannah,  Ga.  — O,  24  — D,  1905  — E,  8  — F,  1913  — O,  35% 
removed  —  H,  decay  —  J,  Forest  Service. 

(169)  B,  Savannah,  Ga.  — O,  24  — D,  1905— B,  8  — F,  1913  — O,  13% 
removed  —  H,  decay  —  J,  Forest  Service. 

(170)  B,  N.  Y.,  Warren-Buflfalo  line  —  O,  48  —  D,  1905  —  B,  8  —  F,  1913 

—  O,  all  show  decay  —  J,  Forest  Service. 

(171)  B,  Savannah,  Ga.  — C,  8  — D,  1905  — E,  8  — F,  1913  — O,  12% 
removed  —  H,  decay  —  J,  Forest  Service. 

(172)  B^  Savannah,  Ga.  — O,  21  — D,  1905— E,  8  — F,  1913-0,  34% 
removed  —  H,  decay  —  J,  Forest  Service. 

(173)  B,  N.  Y.,  Warren-Buflfalo  line  —  O,  50  —  D,  1905  —  B,  8  —  F,  1913 

—  O,  58%  show  decay  —  J,  Forest  Service. 

(174)  B,  N.  Y.,  Warren-Buflfalo  line  —  C,  22  —  D,  1905  —  B,  8  —  F,  1913 

—  O,  all  show  decay  —  J,  Forest  Service. 

(175)  B,  Cal.,  near  Los  Angeles  —  O,  163  —  D,  1907-8  —  E,  5-6  —  F,  1913 

—  O,  58.9%  show  decay  —  J,  Forest  Service. 

(176)  B,  Cal.,  Stokes  Mt.  line  —  O,  42  —  D,  1908  —  B,  6  —  F,  1914  —  O, 
50%  show  decay  —  J,  Forest  Service. 

(177)  B,  Cal.,  near  Los  Angeles  —  O,  51  —  G,  17.6%  show  decay  —  J, 
Forest  Service. 

Posts. 

(178)  B,  Zumbra  Heights,  Minn.  — C,  481  — D,  1908  — B,  4.5  — F,  1913 

—  O,  0.6%  removed  —  H,  decay  —  I,  entire  post  treated  —  J,  For- 
est Service. 
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(179)  B,    Calhoun,   La.  — O,    97— J),    1908-10  — E,    4.5  — F,    1912— G, 
14.4%  decayed  and  missing  —  J,  Forest  Service. 

(180)  B,  Ames,  Iowa  —  O,  288  — D,  1909  — B,  4  —  F,  1913  — O,  good  — 
J,  Forest  Service. 

(181)  B,  Calhoun,  La.  — O,  48  — D,  1908-10  — B,  4.5  — F,  1912  — G, 
good  —  J,  Forest  Service. 

(182)  B,  Calhoun,  La.  — O,  93— D,  1908-10  — E,  4.5  — F,  1912-0, 
1.1%  removed  —  H,  decay  —  J,  Forest  Service. 

(183)  B,  Calhoun,  La.  — O,  50  — D,  1908-10  — E,  4.5  — F,  1912  — O, 
10.0%  decayed  and  missing  —  J,  Forest  Service. 

(184)  B,  Zumbra  Heights,  Minn.  — O,  254— D,  1908— B,  4.5  — F,  1913 

—  Q,  0.4%  decayed  —  I,  entire  post  treated  —  J,  Forest  Service. 

(185)  B,  Zumbra  Heights,  Minn.  — O,  59  — D,  1908  — B,  4.5  — F,  1913 

—  0",  good  —  I,  butts  only  treated  —  J,  Forest  Service. 

(186)  B,  Clemson  College,  S.  C.  —  C,  254  —  D,  1909  —  E,  3  —  F,  1912  — 
O,  good  —  J,  Forest  Service. 

(187)  B,  Auburn,  Ala.  —  O,  54  —  D,  see  remarks  —  E,  5.5  —  F,  1913  — 
Q,  76%  good  —  H,  decay  —  I,  piled  2  years  before  setting,  in 
ground  3.5  years  —  J,  Forest  Service. 

(188)  B,  Calhoun,  La.  — O,  312— D,  1908-10  — B,  4.5  — F,  1912-0, 
4.5%  decayed  and  missing  —  H,  decay  —  I,  piled  2.5  years  before 
setting,  in  ground  2.5-4.5  years  —  J,  Forest  Service. 

(189)  B,  Clemson  College,  S.  C  — O,  163— D,  1909  — E,  3  — F,  1912  — 
Q",  0.6%  removed  —  H,  decay  —  J,  Forest  Service. 

(190)  B,  aemson  College,  S.  C.  —  O,  254  —  D,  1909  —  B,  3  —  F,  1912  — 
O,  0.4%  removed  —  H,  decay  —  J,  Forest  Service. 

(191)  B,  Ames,  Iowa  — C,  49  — D,  1909— B,  4  — F,  1913  — O,  good  — 
H,  decay  —  J,  Forest  Service. 

(192)  B,  Ames,  Iowa  — O,  45  — D,  1909  — B,  4  — F,  1913  —  0,  good  — 
H,  decay  —  J,  Forest  Service. 

Paving  Blocks. 

(193)  B,  Seattle,  Wash.  —  O,  1144  square  yards  —  D,  1897  —  F,  1914  — 
0,  replaced  —  H,  not  stated  —  J,  Seattle,  Wash.,  City  Eng. 
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(IW)  B,  Seattle,  Wash.  —  O,  1227  square  yards  — D,  1902  — B,  12  —  F, 
1914  —  Q,  part  replaced — H,  decay  —  J,  Seattle,  Wash.,  City  Bng. 

(195)  A,  20.0  —  B,  Birmingham,  Ala.  —  O,  2700  square  yards  —  D,  1906 

—  E,  8  —  F,  1914  —  O,  fairly  good  —  J,  Birmingham,  Ala.,  City 
Eng. 

(196)  A,  20.0  —  B,  Mobile,  Ala.  —  O,  13,023  square  yards  — D,  1904  — 

E,  10  — F,  1914  — O,  good  — J,  Mobile,  Ala.,  City  Eng. 

(197)  A,  20.0  —  B,  Mobile,  Ala.  —  O,  11,158  square  yards  —  D,  1906  — 
^B,  8  —  F,  1914  —  <*,  fair  —  I,  3  inch  blocks,  sand  filler  —  J,  Mo- 
bile, Ala.,  City  Eng. 

(198)  A,  16.0  —  B,  Kansas  City,  Mo.  —  O,  6860  square  yards  —  D,  1906 

—  B,  8  —  F,  1914  —  O,  fair  —  J,  Kansas  City,  Mo.,  Asst.  City  Eng. 

(199)  A,  10-12  —  B,  Indianapolis,  Ind.  —  O,  60,439  square  yards  —  D, 
1898  — E,  16  — F,  1914  — a,  bad  — J,  Indianapolis,  Ind.,  City 
Eng. 

(200)  A,  16  —  B,  Minneapolis,  Minn.  —  O,  44,838  square  yards  —  D,  1905 

—  E,  9  —  F,  1914  — O,  fair  — J,  Minneapolis,  Minn.,  City  Eng. 

(201)  A,  16  —  B,  Minneapolis,  Minn.  —  C,  74,358  square  yards  —  D, 
1906  — E,  8  — F,  1914  — a,  fair  — J,  Minneapolis,  Minn.,  City 
Eng. 

(202)  A,  16-22  —  B,  Minneapolis,  Minn.  —  C,  1369  square  yards  —  D, 
1906  —  E,  8  —  F,  1914  —  G,  see  remarks  —  H,  Douglas  fir  blocks 
removed  because  of  inferior  material  used  —  I,  Douglas  fir  re- 
moved in  1911  replaced  with  new  blocks.  Longleaf  pine  and 
white  birch  sections  in  excellent  condition,  others  fair  —  J,  Minn- 
eapolis, Minn.,  City  Eng. 

(203)  A,  20  — B,  Sioux  City,  Iowa  —  O,  16,120  square  yards  — D,  1906 

—  E,  8  —  F,  1914  —  O,  see  remarks  —  I,  trouble  from  buckling, 
otherwise  good  —  J,  Sioux  City,  Iowa,  City  Eng. 

(204)  A,  16  —  B,  La  Crosse,  Wis.  —  O,  1925  square  yards  — D,  1906  — 
B,  8  — F,  1914  — <»,  fair  —  J,  La  Crosse,  Wis.,  City  Eng. 

(206)    B,  Daluth,  Minn.  — O,  15,940  square  yards  — D,  1905  — E,  9  — 

F,  1914  —  C^,  good  —  I,  treated  in  accordance  with  Spec,  of  A.S. 
P.S.  — J,  Duluth,  Minn.,  City  Eng. 

(206)     A,  20  —  B,  Birmingham,  Ala.  —  C,  6138.7  square  yards  —  D,  1906 

—  E,  8  —  F,  1914  —  O,  poor  —  J,  Birmingham,  Ala.,  City  Eng. 
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(207)  A,  22  —  B,  Springfield,  Mass.  —  O,  5652  square  yards  —  D,  1903  — 
E,  11  —  F,  1914  —  O,  fair  —  I,  rough  in  spots — J,  Springfield, 
Mass.,  City  Eng. 

(208)  A,  22 — B,  Springfield,  Mass.  —  C,  11,981  square  yards  —  D,  1904 

—  E,  10  —  F,  1914  —  O,  fair  —  I,  rough  in  spots  —  J,  Springfield, 
Mass.,  City  Eng. 

(209)  A,  20  —  B,  Springfield,  Mass.  —  O,  6460  square  yards  —  D,  1905  — 
E,  8  —  F,  1914  —  O,  fair  —  I,  rough  in  spots  —  J,  Springfield, 
Mass.,  City  Eng. 

(210)  B,  Steel  ton.  Pa.  —  O,  32,831  square  yards  —  D,  1906  —  B,  8  —  F, 
1914  —  O,  good  — J,  Steelton,  Pa.,  City  Eng. 

(211)  A,  12  —  B,  Minneapolis,  Minn.  —  O,  13,616  square  yards  —  D, 
1902— E,  12  — F,  1914  — O,  excellent  —  J,  Minneapolis,  Minn., 
City  Eng. 

(212)  A,  12 — B,  Minneapolis,  Minn.  —  O,  300  square  yards  —  D,  1903  — 

E,  11  —  F,  1914  —  O,  excellent  —  J,  Minneapolis,  Minn.,  City  Eng. 

(213)  A,  16  — B,  Toledo,  Ohio  — O,  6601  square  yards  — D,  1902  — B, 
12  —  F,  1914  —  a,  good  —  J,  Toledo,  Ohio,  City  Eng. 

(214)  A,  12 — B,  Minneapolis,  Minn.  —  C,  30,525  square  yards  —  D,  1903 

—  E,  11  —  F,  1914  —  O,  fair  —  J,  Minneapolis,  Minn.,  City  Eng. 

(215)  A,  12  —  B,  Minneapolis,  Minn.  —  O,  59,186  square  yards  —  D, 
1904  — E,  10  — r,  1914  — O,  fair- J,  Minneapolis,  Minn.,  City 
Eng. 

(216)  B,  Indianapolis,  Ind.  —  O,  7769  square  yards  —  D,  1902  —  E,  12  — 

F,  1914  —  a,  fair  —  J,  Indianapolis,  Ind.,  City  Eng. 

(217)  B,  Chicago,  111.  —  D,  1904  —  E,  10  —  F,  1914  —  O,  fair  —  J,  Chi- 
cago, 111.,  City  Eng. 

(218)  B,  Chicago,  HI.  — D,  1899  — E,  7  — F,  1906-0,  fair— I,  Bush 
Street  Bridge  pavement  removed  but  not  on  account  of  decay  — 
J,  Chicago,  m.,  City  Eng. 

(219)  B,  Chicago,  HI.  — O,  3119  square  yards  — D,  1905  — E,  9  — F, 
1914  — O,  fair  —  J,  Chicago,  111.,  City  Eng. 

(220)  B,  Chicago,  HI.  — O,  13,520  square  yards  — D,  1906  — B,  8  —  F, 
1914  —  O,  fair  —  J,  Chicago,  HI.,  City  Eng. 
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(221)    B,  Indianapolia,  Ind.  —  O,  7863  square  yards  —  D,  1899  —  B,  15  — 
F,  1914  —  O,  bad  —  J,  Indianapolis,  Ind.,  City  Eng. 

(221)    B,  Indianapolis,  Ind.  — O,  19,916  square  yards— -D,  1900  — B,  14 

—  F,  1914  —  O,  bad  —  J,  Indianapolis,  Ind.,  City  Eng. 

(221)    B,  Indianapolis,  Ind.  —  C,  35,774  square  yards  —  D,  1901  —  B,  13 

—  F,  1914  —  O,  fair  —  J,  Indianapolis,  Ind.,  City  Eng. 

(221)  B,  Indianapolis,  Ind.  —  O,  8678  square  yards  —  D,  1903  —  B,  11  — 
F,  1914  —  Q,  fair  —  J,  Indianapolis,  Ind.,  City  Eng. 

(221)    B,  Indianapolis,  Ind.  —  O,  24,612  square  yards  —  D,  1904  —  B,  10 

—  F,  1914  —  O,  fair  —  J,  Indianapolis,  Ind.,  City  Eng. 

(221)  B,  Indianapolis,  Ind.  —  O,  13,112  square  yards  —  D,  1906  — B,  8  — 
F,  1914  —  Q,  good  —  J,  Indianapolis,  Ind.,  City  Eng. 

(222)  A,  20  —  B,  Boston,  Mass.  —  C,  1295  square  yards  —  D,  1900  —  B, 
14  —  F,  1914  —  O,  excellent  —  J,  Boston,  Mass.,  Chief  Eng. 

(222)  A,  20  — B,  Boston,  Mass.  —  C,  11,684  square  yards  — D,  1901  — 
B,  13  —  F,  1914  —  O,  very  good  —  J,  Boston,  Mass.,  Chief  Eng. 

(222)  A,  20  — B,  Boston,  Mass.  — O,  2859  square  yards  — D,  1903— B, 
11  —  F,  1914  —  O,  very  good  —  J,  Boston,  Mass.,  Chief  Eng. 

(223)  A,  12  — B,  St.  Louis,  Mo.  — O,  49,614  square  yards  — D,  1903  — 
E,  11  —  F,  1914  —  O,  good  —  I,  some  decay  in  center  of  blocks  — 
J,  St.  Louis,  Mo.,  Chief  Eng. 

(224)  B,  New  York  City,  Boro  of  Brooklyn  —  O,  1152  square  yards  —  D, 
1902  — E,  12  — F,  1914  —  0-,  very  good  — J,  New  York  City,  Sec. 
to  Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Brooklyn  —  O,  13,555  square  yards  — 
D,  1903  — B,  11  — F,  1914  — O,  very  good  — J,  New  York  City, 
Sec.  to  Consult.  Eng. 

(224)  B^  i^e^  Yorit  cjty,  Boro  of  Brooklyn  —  O,  20,016  square  yards  — 
D,  1904  — B,  10  — F,  1914  — a,  very' good  — J,  New  York  City, 
See.  to  Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Brooklyn  —  O,  4200  square  yards  —  D, 
1905  —  B,  9  — F,  1914  — O,  good  — J,  New  York  City,  Sec.  to 
Consult.  Eng. 
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(224)  B,  New  York  Citj,  Boro  of  Qaeena  —  C,  1230  square  yards  —  D, 
1904  — B,  10  — F,  1914  — O,  repaved  — J,  New  York  City,  Sec. 
to  Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Queens  —  O,  60,626  square  yards  —  D, 
1906  — B,  9  — F,  1914  — O,  good  — J,  New  York  City,  Sec.  to 
Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Bronx  —  O,  8101.6  square  yards  —  D, 
1904  — B,  10  — F,  1914  — O,  fair  to  poor  — J,  New  York  City,  Sec. 
to  Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Bronx  —  O,  321  square  yards  —  D, 
1906  — B,  8  — F,  1914  — O,  good  — J,  New  York  City,  Sec.  to 
Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Manhattan  —  C,  20,902  square  yards  — 
D,  1904  —  E,  10  —  F,  1914  —  O,  repaved  —  I,  not  due  to  decay  — 
J,  New  York  City,  Sec.  to  Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Manhattan  —  C,  49,251  square  yards  — 
D,  1905  —  B,  9  —  F,  1914  —  O,  good  —  J,  New  York  City,  Sec.  to 
Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Manhattan  —  O,  92,808  square  yards  — 
D,  1906  —  B,  8  —  F,  1914  —  O,  good  —  J,  New  York  City,  Sec.  to 
Consult.  Eng. 

(224)  B,  New  York  City,  Boro  of  Richmond  —  O,  3471  square  yards  — 
D,  1905  — B,  9  — F,  1914  — O,  good  — J,  New  York  City,  Sec.  to 
Consult.  Eng. 

(225)  B,  Jamestown,  N.  Y.  —  O,  1500  square  yards  —  D,  1903  —  B,  11  — 
F,  1914  —  O,  good  —  I,  some  trouble  on  account  of  slipperiness 
and  expansion  probably  creo-resinate  —  J,  Jamestown,  N.  Y.,  City 
Eng. 

(226)  B,  Geneva,  N.  Y.  —  O,  1606  square  yards  —  D,  1900  —  B,  14  —  F, 
1914  —  O,  very  good  —  I,  trouble  from  expansion  —  J,  Geneva, 
N.  Y.,  City  Eng. 

(227)  B,  Fargo,  N.  D.  — O,  2900  square  yards  — D,  1901  — B,  13  — P, 
1914  —  O,  good  —  I,  bridge  flooring  —  J,  Fargo,  N.  D.,  City  Eng. 

(228)  B,  Harrisburg,  Pa.  —  O,  3006  square  yards  —  D,  1904  —  E,  10  — 
F,  1914  —  O,  good  — J,  Harrisburg,  Pa.,  City  Eng. 
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(229)  B,  Lexington,  Ky.  —  O,  8000  square  yards  — D,  1904  — B,  10  — 
r,  1914  —  O,  excellent  —  J,  Lexington,  Ky.,  City  Eng. 

(230)  B,  Seattle,  Wash.  — O,  10  square  yards  — D,  1903  — B,  11  — F, 
1914  —  O,  part  replaced  —  J,  Seattle,  Wash.,  City  Eng. 

(281)  B,  Boston,  Mass.  —  O,  10,704  square  yards  —  D,  1906  —  E,  8  —  F, 
1914  —  O,  good  —  J,  Boston,  Mass.,  City  Eng. 

(282)  B,  Houghton,  Mich.  — O,  13,000  square  yards  — D,  1905  — B,  9  — 
F,  1914  —  O,  good  —  J,  Houghton,  Mich.,  City  Eng. 

Miscellaneoiui. 

(283)  A,  15  — B,  New  York  City,  5th  Ave.  — D,  1887  — E,  21  — F,  1908 
—  O,  sound  —  I,  removed  for  placing  of  tunnel  —  J,  WyckoflP  Pipe 
&  Creo.  Co. 

(284)  B,  New  Orleans  — D,  1889  — E,  21  — F,  1910  — O,  sound  — I, 
flooring  in  contact  with  ground  —  J,  Mr.  Young,  letter  from  L.  B. 
Shipley,  Barrett  Mfg.  Co. 

DISCUSSION 

Mr.  F.  J.  Angler*  considers  the  chemical  treatment  of  timber  a  very     Mr. 
important  factor  in  the  conservation  of  our  natural  resources.    The  wood-  ^'**'* 
preserving  industry  is  growing  and  the  railroads  are  gradually  building 
plants  to  preserve  their  cross  ties  and  other  timber  which  is  subject  to 
decay^. 

He  states  that  the  treatment  of  ties  by  railroads  is  generally  con- 
sidered for  two  reasons:  First,  the  serious  problem  and  steady  increase 
in  tie  expense;  and  second,  the  desire  to  co-operate  in  conserving  the 
timber  supply  of  the  country.  The  amount  spent  on  the  Baltimore  &  Ohio 
Railroad  for  ties  in  1913  was  over  $2,200,000.  This  does  not  include  ties 
for  construction  work  or  cost  of  labor  putting  in  track.  It  is  safe  to 
say  that  every  other  railroad  in  the  United  States  is  spending  a  propor- 
tionate amount  for  this  one  item  of  cross  ties.  With  the  exception  of 
fuel,  the  expenditure  for  cross  ties  represents  the  largest  single  item  of 
expense  for  material  on  a  railroad. 

He  feels  that  timber  preservation  is  really  in  its  infancy,  and  doubt- 
less will  grow  rapidly  in  succeeding  years.  The  managers  of  railroads 
want  to  know  what  life  can  be  obtained  from  treated  timber.  This  in- 
formation Messrs.  Weiss  and  Teesdale  have  presented  in  a  concise  form 
and  are  to  be  congratulated  in  presenting  such  a  valuable  paper  on  the 
life  of  treated  timber.  It  shows  an  immense  amount  of  work  in  the 
collection  of  so  much  data  from  so  many  different  sources,  and  it  cer- 
tainly will  have  a  very  wholesome  effect  on  the  timber  preservation 
industry. 

*  Superintendent  Timber  Preserration,  The  Baltimore  ft  Ohio  System,  Baltimore, 
Md. 
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GENERAL  CONSIDERATIONS. 

(a)  Factors  Governing  the  Properties  of  Olay  Products. 

In  the  discussion  of  the  strength  of  burned  clay,  two  points 
of  view  suggest  themselves.  One  involves  the  intrinsic  strength 
of  the  material  for  different  degrees  of  hardness,  i.  e.,  with  the 
progress  of  vitrification;  the  other,  the  strength  of  clay  when 
fabricated  into  various  shapes.  The  first  case  concerns  itself 
with  the  fundamental  properties  of  the  material;  the  latter, 
with  the  structural  aspect. 

The  treatment  of  the  first  case  makes  necessary,  as  much 
as  possible,  the  elimination  of  all  extraneous  factors,  such  as 
unsymmetrical  shape  and  molding  structure.  In  the  second 
case,  the  element  of  the  shape  of  the  product  is  introduced,  as 
well  as  the  molding  structure,  which  is  unavoidable  and  which 
may  prove  an  important  factor. 

From  the  structural  standpoint  clay  products  cannot  be 
studied  as  a  material,  but  must  be  taken  up  according  to  the 
kind  of  product,  whether  solid  or  perforated  bricks,  building 
tile,  architectural  terra  cotta,  sewer  pipe,  fire-brick,  con- 
duits, etc. 

The  physical  properties  of  clay  products  depend  primarily 
upon  the  kind  of  clay  from  which  they  are  manufactured.  Since 
clays  differ  widely  in  chemical  composition,  in  plasticity,  fine- 
ness of  grain,  shrinkage,  burning  behavior,  refractoriness,  color, 
etc.,  according  to  their  mineral  structure  and  geological  origin, 

*  By  permission  of  the  Director,  Bureau  of  Standards. 
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the  products  made  from  them  are  likewise  subject  to  wide  varia- 
tions as  to  their  properties  and  appearance. 

(b)  Classification  of  Olays. 

Prom  the  industrial  standpoint,  clays  may  be  roughly 
divided  into  six  classes : 

1.  Primary  kaolins,  usually  white  burning,  very  refrac- 
tory, and  of  low  plasticity  and  strength. 

2.  Plastic  kaolins,  not  as  white  burning  as  primary  clays. 
May  be  very  plastic. 

3.  Clays  of  the  fire-clay  type,  ranging  from  materials  of 
high  refractoriness  to  those  inferior  in  this  respect.  Certain 
highly  refractory  clays,  called  flint  clays,  are  almost  lacking  in 
plasticity.    Very  plastic  clays,  called  ball  clays. 

4.  Shales.  Fine-grained,  hard  clays,  showing  well-defined 
cleavage  and  often  slate-like  in  appearance.  They  differ  widely 
as  to  composition.  Many  ferruginous  shales  are  sources  of  best 
paving  brick.  Shales,  as  a  rule,  are  uniform  over  comparatively 
large  areas,  and  hence  have  great  industrial  importance. 

5.  Alluvial  clays.  Of  recent  geological  origin  and  found 
principally  in  old  and  new  river  valleys.  Vary  widely  in  com- 
position and  physical  behavior,  from  clays  of  excellent  plas- 
ticity to  very  sandy  materials.  As  a  rule,  unsuitable  for  paving 
brick.   Usually  bum  to  a  red  color. 

6.  Glacial  clays.  Heterogeneous  mixture  of  clay  with 
nations  rock  debris.  Frequently  calcareous,  causing  clay  to 
bum  to  a  cream  or  buff  color.  As  a  class,  difficult  to  work  and 
hence  suitable  only  for  crude  products. 

7.  Loess  clays.  Wind-blown  deposits,  usually  siliciouis 
and  hence  of  low  plasticity.    Used  only  for  common  bricks. 

Prom  the  structural  standpoint,  the  No.  2  fire  clays,  shales, 
and  alluvial  clays  are  of  greatest  importance. 

(c)  Olassification  of  Clay  Products. 

For  the  purpose  of  the  present  paper  eight  groups  of  clay 
products  may  be  considered,  as  follows : 

1.  Building  brick. 

2.  Paving  brick. 

3.  Hollow  building  tile  and  fire-proofing. 

4.  Architectural  terra  cotta. 

5.  Sewer  pipe  and  drain  tile. 
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6.  Refractories. 

7.  Floor,  wall  and  roofing  tile,  glazed  brick. 

8.  Sanitary  ware. 

According  to  the  particular  use  of  each  class  of  product, 
certain  requirements  must  be  emphasized,  which  suppose  the 
predominance  of  definite  physical  qualities  and  the  minor  con- 
sideration of  others.  These  various  physical  properties  might 
be  summarized  as  follows : 

1.  Compressive  strength. 

2.  Transverse  strength. 

3.  Modulus  of  elasticity. 

4.  Resistance  to  shear. 

5.  Hardness  and  toughness. 

6.  Porosity  and  resistance  to  weathering  and  corrosion. 

7.  Resistance  to  high  temperatures  and  sudden  tem- 

perature changes. 

8.  Thermal   conductivity,   specific  heat   and   thermal 

expansion. 

9.  Sanitary  aspect. 

The  subject  can  be  treated  most  expeditiously  by  taking  up 
the  various  clay  products  in  the  order  named  above. 

BUILDING  BRICK. 

(a)  Belation  Between  Intrinsic  and  Structural  Strength. 

The  principal  requirements  with  reference  to  building  brick 
are  compressive  strength  and  resistance  to  transverse  rupture, 
and  porosity,  together  with  durability,  i.  e.,  resistance  to 
weathering  influences.  It  must  be  realized,  however,  that  from 
the  very  nature  of  the  material  the  stresses  to  which  it  is  sub- 
jected in  structures  are  but  a  small  fraction  of  the  intrinsic 
strength.  This  is  due  to  the  fact  that  the  mortar  is  an  impor- 
tant factor.  Thus,  no  matter  how  hard  and  strong  the  bricks 
may  be,  if,  for  instance,  lime  mortar  is  used,  the  compression 
strength  of  the  structure  will  not  exceed  a  certain  limit.  The 
stronger  the  mortar,  the  more  will  the  strength  of  the  walls  or 
piers  approach  that  of  the  individual  brick.  This  has  been 
shown  very  conclusively  by  the  pier  tests  made  at  the  Water- 
town  Arsenal  and  the  Bureau  of  Standards. 
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(b)  Intriiuiic  Oompresnve  Strength  of  Olays. 

The  intrinsic  strength  of  clays  has  been  recently  deter- 
mined at  the  Bureau  of  Standards  for  3.5-inch  clay  cubes,  made 
from  typical  clay  deposits  and  burned  to  several  temperatures. 
These  results  are  shown  graphically  in  the  diagram  of  Fig.  1, 
from  which  it  will  be  seen  that  with  some  clays  the  rate  of 
increase  in  strength,  from  the  point  of  maximum  porosity,  is 
quite  marked  at  the  beginning  and  then  remains  practically 
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stationary  for  a  considerable  interval.    Others  show  a  steady 

• 

increase.  The  state  of  vitrification  is  characterized,  as  a  rule, 
by  a  decided  rate  of  gain  in  strength.  This  is  due  principally 
to  the  gain  in  the  inherent,  mechanical  strength  of  the  solid 
vitrified  clay  and  only  secondarily  to  the  decrease  in  pore  space. 
Overbuming,  with  its  accompanying  vesicular  structure,  is  at 
once  indicated  by  a  drop  in  strength.  The  porosity,  per  se, 
affords  a  good  index  of  the  quality  of  the  bricks  made  from  a 
Pven  clay,  but  cannot  be  used  as  a  general  criterion  for  all 
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kinds  of  clays.  This  is  shown  by  the  following  results,  which 
give  the  porosity  of  six  clays  at  the  point  at  which  all  showed 
a  compressive  strength  of  5000  pounds  per  square  inch. 

Sample  No.  32  26  33 

Elind  of  clay Fire  Ferruginous  No.  2 

clay  surface  clay  fire  clay 

Per  cent  porosity. 23  25  26.5 

Sample  No.  35  34  37 

Kind  of  clay Shale  Shale  Calcareous 

surface  clay 

Per  cent  porosity 29.5  33.5  40 


The  porosity,  in  these  examples,  represents  the  percentage 
of  the  actual  pore  space  in  terms  of  the  volume  of  the  specimen. 
Usually,  the  porosity  is  estimated  by  means  of  the  absorption 
test,  which  is  made  by  immersing  half-bricks  in  water  for 
twenty-four  hours  and  boiling  them  for  four  hours.  The  dif- 
ference between  the  weights  of  the  dry  and  the  saturated  speci- 
mens (weighed  cold),  computed  in  per  cent  of  the  dry  weight, 
gives  the  absorption.  Approximately,  per  cent  porosity  cor- 
responds to  twice  the  absorption  values. 

The  compressive  strength  reached  necessarily  varies  with 
the  kind  of  clay.     Shales,  as  a  rule,  result  in  the  greatest 

4 

strengths;  calcareous  glacial  clays  (not  vitrified),  in  the  lowest. 
Hard-fired,  red-burning  alluvial  clays  are  about  equivalent  in 
this  respect  to  the  <jorresponding  grade  of  building  brick  made 
from  the  semi-refractory  fire  clays. 

The  results  of  the  compressive  strength-porosity  relations 
are  compiled  in  Table  I. 
(c)  Compressive  Strength  of  Bricks. 

With  reference  to  the  compressive  strength  of  commercial 
bricks,  it  must  be  realized  that  the  strength  is  not  uniform  in 
all  directions.  According  to  the  method  of  manufacture,  it 
will  be  greater  along  one  plane  than  along  any  others,  accord- 
ing to  the  direction  of  the  flow  of  the  material  in  the  plastic 
state.  In  addition,  the  question  of  such  structure  as  auger 
lamination  enters  as  an  important  factor.  It  is  a  well-known 
fact  that  structure  is  produced,  in  shaping  the  brick,  by  means 
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Table  I. 
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of  the  auger  machine,  both  by  the  action  of  the  auger  and  by 
the  differential  flow  of  the  clay  through  the  die.  The  clay  is 
delivered  from  the  auger  wings  in  helical  strands,  and  in  this 
condition  is  forced  through  the  die.  The  strands  of  the  clay 
may  be  imperfectly  welded,  thus  giving  a  structure  similar  to 
the  twisted  strands  of  a  rope.  On  the  other  hand,  the  friction 
of  the  clay  against  the  iron  surface  of  the  die  causes  the  clay 
to  flow  at  a  greater  speed  at  the  center  of  the  stream,  resulting 
in  a  structure  resembling  overlapping  cones.  This  is  called  dif- 
ferential lamination. 

Dry-pressed  bricks,  when  hard  burned,  result  in  the  great- 
est compression  values,  owing  to  their  density.  In  well-burned 
building  brick,  lamination  structure,  unless  very  excessive,  has 
no  special  practical  importance.  It  does,  however,  contribute 
towards  the  variable  results  obtained  in  testing.  In  this  respect, 
the  shape  of  the  test  specimen  is  of  primary  importance.  Theo- 
retical considerations  show  that  the  cube,  or  still  better,  the 
prism  of  square  cross  section,  the  height  of  which  is  one  and 
one-half  times  the  breadth,  gives  best  results,  which  is  shown 
by  the  symmetry  of  the  fracture  planes.  If  a  brick  is  tested 
flatwise,  in  which  position  the  ratio  &i-^A=»2,  the  resulting 
compressive  strength  will  be  22  per  cent  greater  than  that  of  a 
cube  made  from  the  same  material,  and  33  per  cent  greater 
than  that  for  the  specimen  in  which  ftj  -^-  fc  =  0.66.  The  prac- 
tice of  testing  whole  bricks  flatwise  is  especially  to  be  con- 
demned, since  the  amount  of  side  restraint  in  this  case  is  very 
great  and  is  certain  to  result  in  a  fictitious  value. 

(d)  Practice  of  Testing  Bricks. 

The  common  American  practice  is  to  test  half -brick,  bedded 
in  plaster  to  secure  parallel  surfaces.  It  would  be  far  more 
desirable  to  test  two  half -bricks,  one  cemented  upon  the  top  of 
the  other,  as  is  done  in  German  practice;  or,  still  better,  to 
cement  together  three  halves,  so  as  to  form  a  column  of  greater 
height.  In  this  manner  the  side  restraint  of  the  machine  heads 
would  affect  the  top  and  bottom  pieces,  but  would  not  affect 
the  middle  piece.  The  objection  to  this  practice  is,  of  course, 
the  more  laborious  preparation  of  the  specimens.  A  compro- 
mise might  be  suggested,  viz.,  the  testing  of  half -bricks  on  edge. 
While  not  as  desirable  as  the  method  suggested  above,  this 
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manner  of  testing  is  greatly  to  be  preferred  to  placing  the 
bricks  flatwise.  It  gives  more  consistent,  sharper  results,  and 
is  carried  out  even  more  easily. 

The  relation  between  these  two  kinds  of  tests  was  examined 
by  determining  the  crushing  strength  of  bricks*  collected  from 
about  15  brick  plants  within  a  radius  of  150  miles  from  Wash- 
ington, D.  C.  In  this  work  the  bricks  were  cut  in  two,  one  half 
having  been  tested  flatwise,  and  the  other  on  edge.  The  bricks 
tested  were  of  the  harder  grades  and  nearly  all  of  them  had 
been  made  by  the  stiflE-clay  process.  Both  shale  and  clay  bricks 
were  represented,  and  178  bricks  were  thus  tested.  The  average 
compression  strength  of  the  bricks  tested  flatwise  was  6226 
pounds  per  square  inch  and  of  the  bricks  tested  on  edge  5399 
pounds.  The  ratio  was  hence  6226  -r-  5399  —  1.153. 
(e)  Brick  SpeciflcationB. 

Any  one  familiar  with  the  various  grades  of  bricks  used 
throughout  the  country  must  realize  that,  owing  to  the  widely 
differing  kinds  of  raw  material,  considerable  variations  pre- 
vail in  regard  to  the  physical  strength  of  the  products.  The 
alluvial  clay  deposits  of  the  Hudson  river  produce  a  diflEerent 
grade  of  brick  from  the  calcareous  glacial  clays  of  the  Chicago 
district,  or  the  shales  of  Pennsylvania,  Ohio,  Indiana,  West 
Virginia,  and  other  States,  or  the  surface  and  loess  clays  of 
the  more  western  States.  A  discussion  of  this  subject  is  neces- 
sary, therefore,  in  order  that  it  may  be  possible  to  adopt  speci- 
fications insuring  to  the  user  products  of  reasonable  strength. 
It  would  not  be  fair  to  make  no  differentiation  between  a  well- 
made  and  burned  product  and  an  inferior  one,  as  is  now  the 
case  in  many  places  where  the  average  contractor  looks  more 
to  cheapness  than  quality.  By  recognizing  quality,  and  thus 
offering  the  possibility  of  a  better  price  for  better  products,  an 
incentive  is  furnished  the  manufacturer,  which  is  lacking  at  the 
present  time.  One  phase  of  the  subject  to  be  mentioned  is  its 
legal  side.  Definite  requirements  for  bricks  and  similar  prod- 
ucts are  necessary,  in  order  that  legal  stipulations  concerning 
quality  may  possess  a  well-defined  basis. 

These  facts  have  been  realized  by  the  Committee  on  Build- 
ing Brick  of  the  American  Society  for  Testing  Materials,  and 

*  Trans.  Am.  Ceram.  See.,  12,  564. 
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in  their  report  of  1913*  four  classes  of  bricks  are  recognized, 
with  the  following  limits  for  crushing  strength  and  absorption: 

Class  A.  Vitrified  brick.  Average  compressive  strength  not 
less  than  5000  pounds  per  square  inch ;  average  absorption  not 
more  than  5  per  cent. 

Class  B.  Hard-burned  brick.  Average  compressive  strength 
3500-5000  pounds  per  square  inch ;  average  absorption  not  more 
than  12  per  cent. 

Class  C.  Common  brick.  Average  compressive  strength 
2000-3500  pounds  per  square  inch;  average  absorption  not 
more  than  18  per  cent. 

Class  D.  Common  brick,  second,  not  to  be  used  in  exposed 
work.    Average  compressive  strength  not  less  than  1500  pounds 
per  square  inch.    No  limits  are  set  as  regards  absorption. 
(f )  Tests  of  Bricks  from  Several  Districts. 

In  cooperation  with  the  above  Committee,  twelve  testing 
laboratories  undertook  to  test  bricks  collected  from  ten  States. 
It  was  found  in  this  work  that  the  absorption  values  could  not 
be  used  as  a  means  of  differentiating  the  diifferent  classes  of  brick; 
hence,  these  were  discarded  for  this  purpose.  The  general  aver- 
ages obtained  for  the  compressive  strength  were  as  follows :  Class 
A,  8493 ;  Class  B,  4171 ;  Class  C,  2791 ;  Qass  D,  1762. 

From  extensive  tests  carried  on  at  the  Department  of  Ex- 
perimental Engineering  of  the  University  of  Minnesota,  on 
bricks  made  in  that  State,  the  average  values  for  the  different 
classes  were  found  to  be :  Class  A,  5663 ;  Class  B,  4762 ;  Class 
C,  2584;  Class  D,  1739;  Class  E  (strengths  below  class  D),  907. 

The  results  obtained  by  Prof.  Ira  A.  Woolson,  in  connec- 
tion with  bricks  from  the  Hudson  River  district  used  so  largely 
in  New  York  City,  indicate  a  mean  compressive  strength  of 
3943  pounds  per  square  inch. 

Tests  made  by  the  Bureau  of  Standards  on  bricks  obtained 
from  20  brick  yards  in  the  Chicago  district  showed  an  average 
crushing  strength  of  2156  pounds  per  square  inch  and  an 
absorption  of  23.79  per  cent. 

A  series  of  bricks  burned  to  different  temperatures,  tested 
by  the  same  Bureau,  collected  from  a  typical  plant  in  the  Pitts- 
burgh  district,   showed   a   very   consistent  relation   between 

*  Am.  Soe.  Testing  Materials,  13,  p.  286. 
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porosity  and  crushing  strength  which  could  be  expressed  by 
the   empirical  equation,   y  =  6400  —  38.7.5  x  — 16.25  x^,   where 
y  =  crushing  strength  in  pounds  per  square  inch,  and  x  =  per 
cent  absorption. 
(g>  Transverse  Strength. 

It  is  common  practice  in  the  testing  of  bricks  to  make  both 
the  transverse  and  crushing-strength  tests.  Undoubtedly,  both  of 
thean  are  of  value,  but  in  some  respects  the  transverse  test  is 
superior,  inasmuch  as  bricks  in  actual  use  are  subjected  to 
transverse  stresses  in  a  very  large  measure.  This  test  brings 
out  the  effect  of  inferior  structure  very  sharply.  It  would  seem 
that  the  transverse  test  would  make  possible  a  sharper  differ- 
entiation of  the  various  classes  of  bricks.  There  is,  however,  no 
direct  connection  between  crushing  strength  and  the  modulus 
of  rupture.  Bricks  with  a  high  compressive  strength  may  show 
a  low  modulus  of  rupture,  and  vice  versa,  as  has  been  shown 
to  be  the  <5ase  in  the  work  of  Prof.  Ira  H.  Woolson  in  connection 
with  building  brick  from  New  Jersey. 

The  general  average  values  obtained  in  the  transverse  test 
by  the  laboratories  cooperating  with  the  Committee  on  Brick 
Tests  of  the  American  Society  for  Testing  Materials  were  found 
to  be  as  follows :  Class  A,  modulus  of  rupture,  1482 ;  Class  B, 
668;  Class  C,  621;  Class  D,  469.  The  results  obtained  in  the 
test  series  of  the  Department  of  Experimental  Engineering, 
University  of  Minnesota  differentiated  the  different  grades  of 
bricks  in  the  following  manner :  Class  A,  1253 ;  Class  B,  926 ; 
Class  C,  576 ;  Class  D,  403.  A  comparison  between  the  modulus 
of  rupture  and  the  compressive  strength  is  shown  in  the  dia- 
gram of  Pig.  2,  presenting  results  obtained  by  Prof.  Woolson  on 
bricks  from  the  New  York  district.  It  will  be  noted  that  the 
rate  of  increase  in  crushing  strength  is  very  much  more  rapid 
than  that  for  the  modulus  of  rupture  and  that,  hence,  no  well 
defined  relation  exists  between  the  two  factors. 
(h)  Hodulns  of  Elasticity. 

Owing  to  the  characteristic  rigid  structure  of  brick  and 
stone  materials,  the  elastic  limit  is  not  always  observable  on 
single  specimens,  though  it  may  be  observed  on  built-up  struc- 
tures. The  Pittsburgh  laboratory  of  the  Bureau  of  Standards 
undertook  the  study  of  the  intrinsic  modulus  of  elasticity  of  a 
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number  of  typical  clays.  The  size  of  the  specimens  was  3^  in. 
X  3%  in.  X  12  in.,  the  ends  of  which  were  ground  parallel.  In 
the  majority  of  the  stress-strain  curves  the  inflexion  point  of 
the  elastic  limit  failed  to  appear,  due  in  part  to  the  structure 
planes  caused  by  the  auger  machine  and  in  part  to  flexure  of 
the  column.    The  deformation,  as  expected,  was  found  to  be  a 
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VarUtton  of  Modulot  of  Elastlcltj  with  Porosity.    Buroaa  of 

Standards  Tests. 


function  of  the  porosity,  as  is  shown  in  Fig.  3,  in  which  the 
modulus  of  elasticity  is  plotted  against  the  porosity.  In  the 
case  of  the  shales  it  seems  to  be  characteristic  that  the  modulus 
increases  gradually  from  the  point  of  maximum  porosity,  re- 
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mains  practically  constant  during  the  later  interval  of  vitrifica- 
tion and  rises  rapidly  as  complete  vitrifiycation  is  approached. 
The  No.  2  fire  clay  appears  to  show  quite  a  regular  increase  in 
rigidity.  The  same  relation  in  the  case  of  the  calcareous  sur- 
face clay  is  almost  linear  and  indicates  that,  when  well  pre- 
pared, this  type  of  material  possesses  excellent  structural  prop- 
erties. The  other  surface  clay  evidently  possesses  far  lower 
rigidity.  The  highest  moduli  are  shown  by  the  shales,  the  lowest 
by  one  of  the  surface  clays.  These  results  are  compiled  in 
Table  II. 


» 

Table  n. 

Burning 

Temperature, 

Modulus  of 

No.  of  Sample 

Kind  of 

Clay 

in  cones 

Elasticity 

32 

No.  2  fire  clay 

06 

1,180,000 

32 

<<      ti      ( t 

5 

4,330,000 

33 

It      <i      ti 

08 

1,170,000 

33 

tt      it      it 

3 

3,050,000 

35 

Shale 

06 

1,480,000 

35 

ft 

5 

6,400,000 

34 

It 

06 

1,350,000 

34 

1 1 

3 

5,940,000 

40 

i  t 

06 

1,930,000 

40 

t  i 

1 

3,560,000 

37 

Surface  clay  (calcareous) 

08 

850,000 

37 

((          It 

( ( 

3 

3,830,000 

38 

Surface  clay  (red  burning) 

06 

376,000 

38 

(t        tt 

ft         tt 

5 

2,240,000 

The  marked  differences  in  the  value  of  the  modulus  of  elas- 
ticity in  favor  of  paving-brick  shales  calls  attention  to  the  sev- 
eral proposals  found  in  the  literature  concerning  the  applica- 
tion of  a  function  of  this  factor  as  regards  the  toughness  of 
the  materials.  According  to  Johnson*  "the  area  of  the  stress 
diagram  up  to  the  elastic  limit,  divided  by  the  volume  of  the 
specimen  under  test  is  a  measure  of  the  ability  of  the  material 
per  unit  volume,  to  absorb  and  give  out  energy  or  to  resist 
repeated  shocks  without  injury ;  and  the  total  area  of  the  stress 


*  J.  B.  Johnson,  The  Materials  of  Construction,  p.  81. 
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diagram  is  to  measure  the  ability  to  resist  a  single  blow  with- 
out rupture." 

(i)  Shearing  Strength. 

Results  on  shearing  strengths  of  bricks  are  comparatively 
scarce.  Some  of  the  results  obtained  by  J.  E.  Howard  are  com- 
piled in  the  following  table.f 

Table  m. 

Shearing  Crushing^ 

%  Strength,  Strength, 

Kind  of  Brick  Absorption    lbs.  per  sq.  in.  lbs.  per  sq.  in. 

Dark   red 1,011  10,643 

Light  buff  19.00  642  8,144 

Red   14.80  784  5,589 

Dark  red 714  6,814 

Buff  1,767  13,292 

Buff  11.6  1,097  15,374 

Light  chocolate  14.5  988  13,059 

Gray   15.2  536  3,070 

(J)  Hardness  and  Toughness. 

For  building  brick,  the  function  of  hardness  is  identical 

^ith  good  crushing  strength  and  is  usually  determined,  in  a 

^''^ctical  way,  by  the  ring  of  the  bricks  when  knocked  together, 

Of  hy  the  cutting  effect  of  a  hardened-steel  tool.    The  determi- 

jj^-fion  of  the  hardness  by  exact  means  is  scarcely  ever  neces- 

/  gB:<y^  nor  is  toughness  a  quality  specially  looked  for  in  building 

briek.     The  standardized  sand-blast  test*  affords  a  satisfactory 

meajsure  of  hardness  where  it  seems  desirable  to  emphasize  this 

qixality. 

(k:>     Xrick  Piers. 

Soward's  Work.    The  subject  of  brick  piers  has  been  given 

coixsiderable  attention  in  this  country  by  Mr.  J.  E.  Howard,  at 

^^   "Watertown  Arsenal,  and  it  was  shown  by  him  at  an  early 

sta.^e  of  the  work  that  the  kind  of  mortar  was  an  exceedingly 

I'^portant  factor.     The  inherent  great  strength  of  bricks  can 

tWatertown    Arsenal   Beport,    1894,   J.    B.   Johnson,   Materials   of 
Construction,  p.  662. 

*  A  Comparison  Between  the  Rattler  Test  and  the  Sand-blast  Test  for 
having  Bricks,  Edw.  Orton,  Jr.,  Trans.  Am.  Ceramic  Soc,  14,  p.  180. 
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only  be  utilized  by  using  a  strong  mortar.  In  ordinary  brick 
masonry,  therefore,  even  a  fairly  low-grade  brick  will  possess 
ample  strength.  In  places  where  strength  is  a  real  desideratum, 
cement  or  cement-lime  mortar  can  be  the  only  bonding  material 
to  be  considered.  Thus,  Howard  found  columns,  built  of  hard 
bricks  and  from  6  to  10  feet  high,  to  show,  with  1 :3  lime  mortar, 
a  modulus  of  elasticity  from  250,000  to  750,000  and  an  ultimate 
strength  of  from  750  to  1300  pounds  per  square  inch.  The 
piers  were  invariably  found  to  split  longitudinally,  indicating 
that  the  tensile  strength  of  brick  is  a  very  significant  quality 
and  that,  hence,  the  transverse  test  is  an  important  factor. 
Using  Portland  cement  mortar  (1:2)  the  modulus  of  elasticity 
of  the  pier  was  raised  to  3,000,000  and  the  ultimate  strength  to 
2500  pounds  per  square  inch.  Howard,  at  the  Pittsburgh  labora- 
tory of  the  Bureau  of  Standards,  also  conducted  tests  of  two 
very  large  brick  columns,  4  feet  square  and  12  feet  high,  built 
with  hard  common  brick  from  the  Pittsburgh  district.  One 
was  laid  in  1 :1  cement,  the  other  in  1 :3  lime  mortar.  The  first 
showed  an  ultimate  strength  of  2917  pounds;  the  second,  757 
pounds  per  square  inch.  The  total  compression  of  the  lime- 
mortar  pier  was  chiefly  permanent  set,  while  the  cement-mortar 
column  at  1000  pounds  load  was  one-third  permanent  set  and 
two-thirds  elastic  compression. 

Kecent  Tests  of  Bureau  of  Standards.  A  considerable 
number  of  brick  piers  have  recently  been  tested,  at  the  Pitts- 
burgh laboratory,  by  J.  H.  GriflSth  and  J.  G.  Bragg,*  in  co- 
operation with  the  National  Brick  Manufacturers'  Associa- 
tion. The  size  of  the  piers  was  about  30  x  30  inches, 
the  height  being  10  feet.  Three  kinds  of  bricks  were  used :  vitri- 
fied, hard  and  soft.  Three  kinds  of  mortars  were,  likewise,  em- 
ployed— cement-sand  (1:3),  85%  cement,  15%  hydrated  lime  to 
3  of  sand  and  lime  mortar  (1 :6).  Variations  in  bond  were  like- 
wise made,  viz.,  headers  every  other  course,  a  header  every 
fourth  and  every  seventh  course.  All  joints  were  made  squeeze 
joints.  The  average  thickness  of  the  joints  was  5/16  inch.  The 
results  of  these  tests  are  compiled  in  Table  IV. 

•  The  Clay  Worker,  March,  1915. 
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^ind  of  Brick 

Soft  (C) 

Hard  (B) 

VitritLed  (A) 
Soft  (C) 
Hard  (B) 
Vitrified  (A) 
Soft   (C) 
Hard  (B) 
Vitrified  (A) 

Hard  (B) 
Hard  (B) 
Hard  (B) 
Vitrified  (A) 

Soft   (C) 
Hard   (B) 

Vitrified  (A) 
Soft    (C) 
Hard   (B) 

Vitrified  (A) 
Soft   (C) 
Sard   (B) 
Vitrified  (A) 


Kind  of 
Mortar 

Lime 
( 

< 
< 


Cement-Lime 


Tat)le  IV. 

Age 
4  mo8. 


n 
it 


tt 
it 
ft 


Cement 


1  mo. 

it 

it 
t( 

1  mo. 


Bond 

1:1:5 
1:1:5 
1:1:5 
1:1:2 
1:1:2 
1:1:2 
1:0:1 
l:Orl 
1:0:1 

1:1:5 
1:1:2 
1:0:1 
1:0:1 

1:1:5 
1:1:5 
1:1:5 
1:1:2 
1:1:2 
1:1:2 
1:0:1 
1:0:1 
1:0:1 


Maximum 
Load 

129,000 
892,000 

1,280,000 
182,000 
804,000 

1,197,500 
215,000 
764,000 

1,360,000 

1,545,800 

838,000 

1,594,000 

2,695,000 

660,000 

824,000 
2,697,000 

580,000 
1,834,000 
2,550,000 

524,000 
1,714,000 
2,620,000 


lioad  in  Lbs. 
per  sq.  inch. 

126 

990 
1,360 

178 

890 
1,270 

210 

840 
1,450 

1,760 

870 

1,760 

2,900 

650 

870 
2,900 

560 
2,070 
2,740 

510 
2,000 
2,710 


Typical  stress-strain  curves  of  these  piers  are  shown  in  the 
^agram  of  Fig.  4. 

Ooncliudons  from  Pittsburgh  Tests.  From  this  work  the 
*iitliors  draw  the  following  conclusions:  **The  low  strength 
^^  the  lime  mortars  is  attributed,  in  the  main  to  insu£5cient 
*&eing  with  a  consequent  lack  of  proper  carbonation.  The 
piena  laid  up  with  cement  and  cement  lime  mortar  have  about 
the  same  strength  for  any  one  grade  of  brick.  The  relative 
strength  of  piers  built  with  vitrified,  hard  and  soft  bricks 
^*^<i  in  cement  mortar  is  approximately  in  the  ratio  of  5:3:1. 
The  work  so  far  indicates  that  the  strength  of  the  pier  is 
l^i'gely  independent  of  the  course  bonding,  the  real  function 
^*  the  bond  being,  it  is  believed,  to  maintain  a  certain  in- 
t^Srity  and  monolithic  action  of  the  masonry  against  initial 
^J^ins  induced  through  setting  and  drying  out  of  the  mortar. 
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The  slight  increase  of  strength  with  the  increase  in  distance 
between  header  courses  is  thought  to  be  inconclusive.  The 
mean  moduli  of  the  vitrified  and  hard  bricks  laid  in  cement 
mortar  were   3,000,000   and   2,500,000,   respectively,   the   cor- 
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Fig.  4.     StresB-Btraln   Curves   of  TestB   on   Brick  Piers.    Bureau   of   Standardf. 

responding  figures  for  piers  in  the  lime  and  cement  mortar 
being  somewhat  lower.  The  elastic  limit  is  approximately  one- 
half  the  maximum  load. 

'  *  The  piers  fail  through  a  tendency  to  separate  into  vertical 
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^^nae  caused  by  transverse  failure  in  the  individual  brick 
^during  from  flexual  action  produced  through  unequal  dis- 
tribution of  the  vertical  load  over  a  cross  section  together  with 
ineffective  shearing  and  adhesive  strength  of  the  mortar.    Uni- 
formity in  the  brick  dimensions  is  also  a  factor,  to  a  lesser 
extent,  in  reducing  unequal  compression  in  the  joints,  as  is  the 
thickness  of  the  joint  itself. 

*  *  A  high  modulus  of  rupture  is  more  desirable  than  superior 
cnisliing  strength,  as  far  as  these  be  differentiated  in  their 
inter-relations.  A  higher  modulus  of  rupture  would  be  realized 
in  practice  either  by  increasing  the  thickness  of  the  bricks  or 
by  laying  them  on  edge  so  as  to  give  their  greatest  flexual 
efficiency." 

(1)    Porosity  and  Resistance  to  Weathering. 

XJndoubtedly  the  most  important  quality  of  exposed  struc- 
tural    stone   products   is   their  resistance   to   the   weathering 
agen<»5es,  of  which  freezing  and  thawing  are  the  most  destruc- 
tive.      The  properties  which  make  certain  materials  weather 
resisting^  while  others  succumb  after  a  shorter  or  longer  time, 
are  ri^^  clearly  understood.    It  is  known,  of  course,  that  a  vit- 
nfied    brick,  showing  but  little  absorption,  endures  well,  but 
when  we  are  dealing  with  porous  materials,  the  fact  stands  out 
tnat   the  one  most  absorbent,  showing  the  greatest  porosity,  is 
^^^   always  the  least  resistant.    Thus,  porous  bricks  made  by 
tne  Soft-mud  process  may  be  decidedly  superior  in  this  respect 
*^  less  porous  bricks  made  by  the  stiff-mud  process.    It  is  evi- 
^^^t  that  not  only  the  volume  of  the  pore  space,  but  the  mean 
^^^laieter  of  the  pores  and  their  intercommunication  are  impor- 
taut  factors.    Bricks  covered  with  an  impervious  coating,  like 
*  ^laze  or  enamel,  are  subject  to  more  severe  stresses  due  to 
freezing  and  thawing  than  the  same  grade  of  material  not  so 
*^^ated. 

The  only  means  of  testing  structural  stone  products  as  to 
LVjeir  resistance  to  atmospheric  agencies  has  been  the  freezing 
^^st.  This  test,  while  probably  the  best  means  of  judging  dura- 
bility, is  laborious  and  expensive,  owing  to  the  many  repeti- 
tions. Other  more  indirect  means  of  examination  have  been 
suggested,  as  for  instance,  the  testing  of  specimens  in  the  wet 
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and  dry  state.  Any  decided  lowering  of  the  strength  due  to 
the  saturation  with  water  is  supposed  to  be  an  index  of  the 
weather  resistance. 

Accelerated  tests  have  also  been  suggested  as  a  substitute 
for  the  freezing  test  by  making  use  of  the  volume  change  due 
to  the  crystallization  of  salts  within  the  pores  of  the  material. 
The  most  important  method  is  Brard's  process,*  consisting  in 
immersing  the  specimens  in  a  boiling  solution  of  sodium  sul- 
phate, Na2S04.  10  H2O,  Glauber's  salt,  and  exposing  them  to 
the  air  for  a  day  in  order  that  the  salt  may  crystallize.  This 
process  is  repeated.  The  solution  of  the  decahydrate  should 
be  saturated  when  cold  or  at  a  temperature  below  80**  F.  The 
loss  in  weight  due  to  spalling  may  be  computed.  The  average 
loss  in  weight  by  the  sodium  sulphate  test  is  about  six  times 
that  by  the  freezing  test.J  This  test  has  also  been  used  quite 
extensively  by  Prof.  Bauschinger  at  the  testing  laboratory  of 
the  Royal  Polytechnic  School,  Munich.  This  test  was  applied, 
in  the  Bureau  of  Standards  laboratory  at  Pittsburgh,  to  three 
typical  clays  burned,  in  the  shape  of  test  pieces  4  x  4  x  2%  in- 
ches, to  different  temperatures  and  subjected  to  four  immersiona 
(for  24  hours)  in  saturated  sodium  sulphate  solution,  followed 
each  time  by  immediate  drying  at  110**  C.  Two  series  of  speci- 
mens were  prepared,  one  of  which  was  fired  to  a  somewhat 
higher  kiln  temperature  than  the  other.  The  results  were  the 
same  in  each  case  and  are  compiled  in  Table  Y.  JBVom  these 
data  it  will  be  observed  that  the  test  is  sharp  and  decisive  in 
breaking  down  the  structure  which  has  not  reached  its  full 
strength.  However,  compared  with  the  freezing  test,  it  un- 
doubtedly is  too  severe.  It  might  be  possible  to  modify  it  by 
using  a  lower  concentration,  say,  a  10  per  cent  solution  of 
sodium  sulphate. 

Elaborate  procedures,  as  outlined  by  Hirschwald,t  for 
the  study  of  the  weathering  quality  of  stone  are  not  readily- 
applicable  to  clay  products. 


•  An.  de  Chem.  et  de  Phys.  Vol.  38,  p.  160  (1828),  later  modified  by 
d'Hericart  and  de  Thury.     Trans.  Am.  Soc.  C.  E.,  Vol.  33,  p.  246. 

t  Trans.  Am.  Soc.  C.  E.,  Vol.  33,  p.  253. 

t  Die  Prtif  ung   der   natiirlichen   Bausteine   auf   ihre   Wetterbestan- 
digkeit,  Berlin,  1908. 
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Surface  clay 


« I 
*  • 


Table  V. 


Baming    Absorption   Absorption 


Temp. 

900 

950 

1000 

1050 
1100 
1150 


%  %  (check) 

21.7  19.4 

21.2  19.4 

21.2  18.0 

19.1  14.8 

6.8  1.8 

0.6  Overburned 


Remarks 

Cracked  badly  on  first  treatment. 
Failed  on  second  treatment. 
Cracks    became     prominent     on 

second  treatment. 
Failed  on  third. 
Not  affected. 
Not  affected. 


Shale 


900 


19.6 


17.7 


1 1 

950 

18.4 

17.3 

It 

1000 

14.2 

12.0 

1 1 

1050 

9.8 

8.1 

1 1 

1100 

2.8 

8.0 

1 1 

1150 

2.8 

0.4 

1 1 

1200 

2.7 

1.8 

No.  2  fire  clay 

900 

15.8 

15.3 

it     i 1      « 1 

950 

15.0 

15.1 

t<     i «      1 « 

1000 

18.5 

11.6 

t«           it             14 

1050 

10.5 

9.6 

1100 

8.2 

8.8 

1150 

5.8 

5.8 

<  i            it            «  < 

1200 

8.5 

8.0 

Many    fine     cracks    after    first 

treatment. 
Failed  on  second  treatment. 
Cracks   increasing   through  first 

three    treatments;    failed    on 

fourth. 

Not  affected. 

Not  affected. 

Not  affected. 

Not  affected. 

Edges  chipped  after  first  treat- 
ment; failed  on  second. 

Edges  chipped  after  second 
treatment. 

Failed  on  third. 

Cracked  badly  on  fourth  treat* 
ment. 

Not  affected. 

Not  affected. 

Not  affected. 


The  remarkable  resistance  of  well  made  clay  brick  to 
destruction  by  weathering  is  amply  illustrated  by  the  mediaeval 
brick  architecture  of  Central  Europe,  not  to  mention  the  brick 
architecture  of  Babylonia  and  Assyria. 

(m)  BesiBtaiice  to  Sudden  Heating  and  Oooling. 

In  the  large  problem  of  fire  protection,  the  resistance  to 
sudden  heating  and  cooling  is  an  important  factor.  It  is  to  be 
expected  that  clay  products  should  stand  up  well  under  these 
conditions,  having  already  gone  through  the  ordeal  of  fire  in 
their  manufacture  and,  hence,  containing  no  volatile  constit- 
uents. Their  resistance  to  such  conditions  must  be  considered 
a  function  of  their  porosity.  The  more  porous  the  bricks,  the 
better  they  should  withstand  sudden  temperature  changes.    A 
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certain  degree  of  homogeneity,  absence  of  larger  lumps  of  for- 
eign material,  is  also  a  necessary  condition. 

In  large  panel  tests  made  at  the  Underwriters*  Laboratories 
and  reported  by  Mr.  Richard  L.  Humphrey*  it  was  found  that 
bricks  withstood  the  tests  better  than  any  other  material.  Lime 
knots  seemed  to  be  responsible  for  damage  done  to  the  brick. 
Dense  vitrified  bricks  probably  do  not  stand  up  so  well  under 
severe  conditions  as  the  more  porous  brick.  Comparison  with 
natural  stones,  in  these  fire  tests,  showed  that  bricks  were 
superior  to  them.  There  is  undoubtedly  need  for  further  work 
along  these  lines. 

Actual  fire  experience  seems  to  give  undoubted  proof  of 
the  excellent  fire  resisting  qualities  of  clay  brick. 

With  reference  to  clay  building  bricks  as  a  structural 
material,  it  might  be  said  that  they  undoubtedly  afford  one 
of  the  very  safest  products  available,  as  usually  their  strength 
is  ample  for  the  purposes  required  and  any  inferior  quality 
is  at  once  detected  by  the  most  inexpert  by  simple  inspection. 
Bricks  have  stood  the  test  of  time  and  are  not  likely  to  lose 
their  importance  as  a  building  material  in  the  future. 

PAVING  BRICK. 

The  extensive  use  of  vitrified  bricks  for  the  paving  of 
streets  and  roads  has  led  to  the  adoption  of  rigid  requirements 
for  this  class  of  materials.  The  test  used  for  this  purpose  ia 
the  so-called  rattler  test,  a  standardized  tumbling  barrel  in 
which  ten  blocks  are  subjected  to  abrasion,  both  from  each 
other  and  from  cast-iron  spheres,  the  standing  of  the  samples 
depending  upon  the  loss  in  weight  suffered  after  one  hour's  run 
(1800  revolutions).  After  considerable  experimental  work  on 
the  part  of  the  National  Paving  Brick  Manufacturers'  Associa- 
tion and  Prof.  Edw.  Orton,  of  the  Ohio  State  University,  stand- 
ard specifications  for  the  rattler  and  for  the  procedure  of  the 
test  have  been  recommended.f 

The  following  scale  of  average  loss  has  been  suggested  for 
different  requirements: 

*  U.  S.  Geological  Survey,  Bull.  370. 

t  Proe.  Am.  Soc.  for  Testing  Materials,  23,  p.  289. 
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General  Maximum 

average  permissible 

loss,  percent  loss,  percent 

For  bricks  suitable  for  heavy  traffic 22  24 

For  medium  traffic 24  26 

For  light  traffic 26  28 

Owing  to  the  severity  of  this  test,  the  absorption  and  other 
factors  are  no  longer  taken  into  account  for  paving  brick. 

In  the  use  of  paving  bricks,  the  proper  laying  of  the  blocks- 
is  of  paramount  importance.  Unless  a  good  concrete  founda- 
tion is  prepared,  the  sand  cushion  applied  and  rolled  uniformly, 
the  grouting  thoroughly  done  and  proper  longitudinal  expan- 
sion joints  allowed,  even  the  very  best  blocks  will  not  result  in 
a  pavement  of  the  highest  type.  It  is  for  this  reason  that 
explicit  specifications  have  been  worked  out  by  the  National 
Paving  Brick  Manufacturers'  Association  with  great  care  and 
persistently  advocated.  Given  proper  conditions  of  laying, 
brick  streets  of  magnificent  wearing  quality  will  be  obtained, 
such  as  has  been  realized  in  the  many  miles  of  brick-paved 
streets  in  Cleveland,  Ohio,  and  other  cities. 

HOLLOW  BUILDING  TILE  AND  FIBE-PROOFING. 

(a)  Hollow  Tile  in  General. 

The  use,  in  the  form  of  hollow  tile,  of  larger  units  than  the 
brick  is  growing  rapidly  in  the  favor  of  the  building  public.  Of 
these,  a  considerable  number  of  sizes  are  made,  without  webs, 
or  with  webs,  in  one  or  both  directions.  Interlocking  tiles  have 
also  come  into  use  to  a  considerable  extent.  Two  classes  of  tile 
may  be  distinguished,  one  in  which  the  tiles  are  placed  ver- 
tically and  one  in  which  they  are  set  in  the  horizontal  position. 

These  tiles  are  being  used  both  for  bearing  and  non-bearing^ 
walls.  For  the  former  purpose,  only  hard-burned  tile  can  be 
considered,  while  soft  material  is  well  suited  for  partition  walls. 
Hollow  tiles  are  particularly  useful  for  enclosure  walls  of  steel 
or  concrete  skeleton  structures  and  for  stucco  work. 

The  crushing  strength  of  single  tiles,  hard  burned,  may 
vary  from  4000  to  10,000  pounds  per  square  inch  of  effective 
area,  and  the  modulus  of  elasticity  from  3,000,000  to  5,000,000. 
Quoting  from  specifications  proposed  by  the  HoUow  Building 
Tile   Manufacturers'    Association,    **A11    tiles    shall    be    true^ 
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straight  and  free  from  objectionable  cracks,  shall  be  well 
burned  and  of  suflScient  hardness  not  to  absorb  more  than  10 
per  cent  of  their  weight  of  water  in  a  48-hour  absorption  test, 
and  shall  have  an  ultimate  crushing  strength  of  not  less  than 
3000  pounds  per  square  inch  of  net  web  area  tested  •  *  •". 
'*No  tile  in  any  wall  shall  be  loaded,  including  all  live  and  dead 
load,  so  as  to  exceed  200  pounds  per  square  inch  of  their  bear- 
ing members.  No  hollow  tile  shall  contain  any  void  whose  cross 
section  dimension,  measured  at  right  angles  to  the  web,  is 
•more  than  4  inches,  and  the  vertical  webs  and  shells  of  aU  tiles 
used  for  all  bearing  walls  shall  have  a  thickness  of  not  less 
than  15  per  cent  of  the  measurements  across  the  void  enclosed 
by  such  sheUs  or  webs."  •  •  •  **Por  a  one-story  building 
the  thickness  of  the  wall  shall  not  be  less  than  6  inches ;  for  a 
two-story  building  8  and  6  inches ;  for  a  three-story  structure  8, 
and  beyond  the  second  story  6  inches ;  for  a  four-story  building, 
12  inches  for  the  first  and  second  story,  8  inches  for  the  third 
and  6  inches  for  the  fourth  story". 
(b)  Strength  of  Hollow  Tile  Wall  Sections. 

It  is  evident  that,  in  construction  of  this  kind,  the  most 
important  information  is  obtained  from  the  testing  of  built-up 
wall  sections  and  piers.  A  considerable  amount  of  this  work 
has  been  done  by  the  National  Fireproofing  Company  and  other 
concerns.  In  Table  VI  some  results  of  such  work  are  compiled. 
For  most  of  these  results  the  writer  is  indebted  to  Mr.  E.  V. 
Johnson  of  the  National  Fireproofing  Company.  From  these 
tests  it  appears  that  the  quality  of  the  mortar,  as  was  the  case 
with  bricks,  is  a  most  important  function.  In  the  examples 
where  lime-cement  mortars  were  used,  the  addition  of  cement 
was  quite  small;  The  laying  of  tiles  in  the  vertical  position  is 
greatly  facilitated  by  the  use  of  strips  of  wire  screens,  which 
also  impart  to  the  wall  a  very  high  degree  of  rigidity. 

The  stability  of  tile  walls  is  very  marked  indeed  and  may 
exceed  that  of  brick  walls  of  equivalent  dimensions.  In  re- 
gard to  the  fire  resisting  quality  of  tiles,  the  same  conditions 
prevail  which  have  been  mentioned  under  the  head  of  bricks. 
Where  this  quality  is  to  be  emphasized,  a  certain  degree  of 
porosity  is  essential.  This  applies  especially  to  fire-proofing 
used  for  the  protection  of  steel  columns  and  girders.    For  this 
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purpose  products  made  from  No.  2  fire  clays  are  especially^ 
suitable,  as  they  are  of  a  porous  nature  and,  at  the  same  time, 
of  good  refractoriness,  able  to  withstand  very  high  tempera- 
tures. Very  low-fusing  clays,  vitrifying  easily,  should  not  be 
used  for  fire-proofing  purposes. 

The  subject  of  tile  floors  and  arches  and  of  combined  tile- 
and  concrete  construction  is  a  large  one  and  the  testing  data 
available  are  not  extensive.  The  large  and  successful  use  of 
tiles  for  this  purpose  seems  to  speak  well  for  the  use  of  this- 
material. 

The  excellent  thermal  non-conducting  quality  of  hollow 
tiles  makes  them  particularly  desirable  for  residence  construc- 
tion. This  statement  applies,  of  course,  only  to  atmospheric 
temperatures.  A  hollow-tile  wall  would  not  be  desirable  for 
furnace  walls,  owing  to  rapid  increase  of  heat  loss  by  radiation 
through  the  air  spaces,  with  increase  of  temperature. 

ARCHITECTURAL  TERRA  COTTA. 

What  has  been  said  of  the  strength  of  burnt  clay  in  the 
form  of  bricks  and  tiles  applies  also  to  terra  cotta,  which  might 
be  said  to  be  midway  between  these  two  kinds  of  product.  The 
data  available  in  regard  to  this  subject  are  quite  meagre.  The 
subject  of  the  strength  of  terra  cotta  is  not  very  important, 
inasmuch  as  this  material  is  u^ed  principally  for  facing  pur- 
poses, although  it  is  nearly  always  well  burned  and  of  excel- 
lent strength.  It  is  generally  made  from  No.  2  fire  clays,  and, 
with  an  absorption  of  10  per  cent,  shows  an  average  crushing^ 
strength  of  not  less  than  4000  pounds  per  square  inch.  The 
resistance  to  weathering  of  the  glazes  and  enamels  is  to  be  con- 
sidered, and  it  is  essential  that  the  covering  slips  and  glazes 
be  firmly  united  to  the  body  of  the  ware  and  that  the  enamels 
be  sufiBciently  resistant  to  make  them  suflSciently  weatherproof. 
Freezing  tests  of  terra  cotta  would  be  very  desirable  and  an 
acid  test  would  gauge  the  resistance  of  enamels  to  atmospheric 
influences. 

SEWER  PIPE  AND  DRAIN  TILE. 

(a)  Xesistance  to  External  Prearore. 

Sewer  pipe,  to  serve  its  purpose  most  successfully,  should 
be  composed  of  a  strong,  practically  vitrified  body  showing^ 
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■ 

about  4  per  cent  absorption  and  should  be  well  glazed.  Pipe 
is  invariably  subjected  to  external  pressure,  due  to  the  weight 
of  the  material  above  it,  which  in  the  case  of  wet  clay  at  a 
depth  of  10  feet  or  more  amounts  to  69%  of  the  total  super- 
imposed weight,  according  to  the  conclusions  of  F.  A.  Barbour*. 
The  heaviest  loads  to  which  sewer  pipe  may  be  subjected  are 
produced  by  trucks  and  steam  rollers.  Mr.  Harrison  P.  Eddyt 
estimates  the  pressure  which  may  thus  be  produced  in  the  case 
of  a  steam  roller  at  about  6500  pounds  per  linear  foot  of  trench. 
This  investigator  calculates  that  about  25%  of  this  load  is 
applied  over  the  full  width  of  the  trench  at  a  depth  of  nine 
feet. 

P.  A.  Barbour  proposed  a  formula  for  the  required  thick- 
ness of  sewer  pipe  as  follows: 


t  =  t:^IP± 


1.65 


where  f  =  thickness  of  shell  in  inches, 

p==  pressure  per  linear  foot  in  pounds, 
(7  =  internal  diameter  of  pipe  in  inches, 
o  =  constant  =  33000. 

It  was  assumed  by  him  that  the  estimated  tensile  strength  of 
clay  is  900  pounds,  and  the  compressive  strength  6500  pounds 
per  square  inch.  He  recommended  that  standard  pipe  be 
designed  for  a  breaking  load  of  3000  pounds  and  double- 
strength  pipe  for  a  breaking  load  of  4500  pounds  per  linear 
foot.  Similar  results  are  obtained  by  the  use  of  the  general 
formula  for  pipe  by  Talbot.J 


t=v.^!^ 


f 

where  t  =  thickness  of  shell  in  inches, 

w  ==  total  distributed  vertical  load  in  inches, 

d'  =  mean  diameter  in  inches  =  internal  diameter  +  thickness 

of  shell, 
f  =  ultimate  tensile   strength   in   pounds  per  square   inch   in 

outer  fibre, 
using  the  values  employed  by  Barbour. 


*  Jour.  Assn.  Eng,  Soc,  19,  p.  193. 

t  Eeport    of   Committee   C-4,    The   American    Soc.    for    Testing    Ma- 
terials. 

t  Jour.  Assn.  Eng.  Soc,  Dec,  1897. 


Construction  of  Soetion 

Outside  Dloenslol 
Height,    Width,    Tk 

Two  4"  tile 

7»  7-3/4"  X    8-3/8" 

Two  4*  tile 

8*  4"          X    8-3/8" 

8-  X  12"  X  8"  tile 

11  •  9-3/4"  X  36-1/2" 

8"  X  12*  X  8*  til© 

12'  1"          X  37" 

11-3/4"  X  11-3/4'*  X  4"  tilo 

12*       5/8"  X  35-5/8" 

8-1/4''     X  le"  X  8-1/6"  tile 
cross  webs 

11*  ll-3/4"x  32-7/8" 

12"  X  8"  X  12"  tile, 
webs  vertioal 

12»  2-1/2"  X  ^6-5/8" 

12"  X  8"  X  12"  tile 
webs  vertical 

12*  4"           X  35" 

12-  X  8"  X  12"  tile, 
2  transverse 
webs  horlsontal 

12*  4-1/4"  X  36-3/4"  : 

e"  X  8"  X  12"  tile , 
side  construction 

11*  U-3/4"x  32-7/8"  . 

Four-inch  porous  tile 

12*  6-6/8"  X  34-7,8"  : 

a**  X  8"  X  16"  glased  tile 
3  transverse 
webs  vertical 

12  •       1/4"  X  32-1/2"  ; 

Double  4"  partition, 
hard  burned  tile 

12*       5/8"  X  35-5/8"  J 

Four-Inch  partition, 
hard  tile 

12 •       5/8"  X  35-5/8"  J 

rhree-lnch  partition, 
hard  tile 

11 •  9-3/4"  X  34-1/2"  i 

partition  of  4"  x  8-1/2"  x 
6"  tile,  plastered 

12»  3-5/8"  X  34-1/2"  i 

3«xilson  Interlocking  tile, 
tile  wall ,  faced  with 
brick 

11»             X  5»  1"           J 
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In  Tables  VII  and  VIII,  results  of  crushing  strength  deter- 
minations of  sewer  pipe  are  given.  The  first  of  these  tables  rep- 
resents results  obtained  by  F.  A.  Barbour*,  the  second,  deter- 
minations by  the  Testing  Laboratory  of  the  Bureau  of  Sewers**, 
Brooklyn,  N.  Y.  In  the  latter,  the  tests  were  made  with  pipe 
in  a  box  containing  sand.  The  pressure  was  applied  through  a 
wooden  knife  edge. 

Table  VII. 


Standard. 

Distributed 

Nominal  size 

Thickness  of 

vertical  load  per 

of  pipe 

Number 

of 

shell 

linear  foot  of  pipe 

Inehes 

pieces  broken 

Inches 

Pounds 

6 

9 

.72 

2589 

6 

13 

.67 

2638 

8 

6 

.78 

1662 

8 

5 

.822 

2962 

8 

11 

.821 

2843 

10 

11 

.832 

3445 

12 

5 

1.02 

1904 

12 

6 

1.05 

3134 

12 

6 

1.00 

3319 

15 

6 

1.23 

3435 

15 

4 

1.13 

2979 

18 

6 

1.43 

2771 

18 

3 

1.26 

2504 

18 

11 

1.18 

2768 

20 

4 

1.29 

2754 

20 

12 

1.32 

2414 

24 

6 

1.48 

2334 

24 

5 

1.46 

2938 

24 

10 

Double 

1.48 
Stren^b. 

2377 

12 

6 

1.26 

3916 

15 

5 

1.45 

4710 

15 

6 

1.36 

4414 

18 

5 

1.56 

4077 

18 

6 

1.52 

4216 

20 

6 

1.72 

4119 

20 

4 

1.76 

3117 

24 

3 

2.02 

4334 

•Jour.  Ass'n.  Eng.  Soc,  19,  Dec.  1897. 
**Munic.  Jour,  and  EngV,  28,  Feb.  1910. 
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Table  Vm. 


Onuhing  Strength  of  Vitrified  Olay  Pipe. 


Bureau 

Standard 

Average 

Highest 

Lowest 

required 

Nominal 

Total 

pressure 

result 

result 

Pressure 

«ize  pipe 

niunber 

lbs.  per  lin. 

lbs.  per  lin. 

lbs.  per  lin. 

Lbs.  per  lin. 

inches 

tested 

ft.  of  pipe 

ft.  of  pipe 

ft.  of  pipe 

foot 

6 

170 

1537 

2333 

1033 

1000 

12    ....... 

.....  245 

1542 

2900 

933 

1150 

15    

.....     72 

1935 

2800 

1300 

1300 

18    

.....     25 

2389 

3100 

1734 

1450 

24    ....... 

17 

2825 

3800 

2200 

2000 

30»    

2 

3260 
3160 

3280 
3240 

3240 
3080 

30t    

2 

With  reference  to  the  thickness  of  pipe,  Fruehling  gives 

d 


as  the  German  practice  the  relation  t 


20 


+  0.39  inches, 


where  t  ^  thickness  of  pipe  shell  in  inches, 

d  —  internal  diameter  of  pipe  in  inches. 
Pipes  from  9  inches  in  diameter  upwards  are  usually  made  in 
two  thicknesses,  1/10  and  1/12  of  their  diameter. 

<b)  Resistaxice  of  Pipe  to  Internal  Pressure. 

Work  has  been  done  along  this  line  by  Professor  M.  A. 
Howe*  at  the  Rose  Polytechnic  Institute  and  Burchartz  and 
Stock  at  the  Royal  Testing  Laboratory,  Gross-Lichterfelde**. 
In  the  work  by  Howe,  the  averages  for  the  different  products 
varied  from  265.6  to  1081.8  pounds  per  square  inch.  The  gen- 
eral average  of  all  the  results  is  600.4  pounds  per  square  inch. 
The  ultimate  average  tangential  stress  in  the  German  results 
varied  from  490  to  1120  pounds  per  square  inch,  and  the  total 
average  internal  water  pressure  from  7  to  26.1  atmospheres. 
The  average  water  pressure  resulting  in  failure  was  13.9  atmos- 
pheres ;  the  ultimate  average  stress,  850  pounds  per  square  inch. 
The  results  of  Burchartz  and  Stock  are  given  in  Table  IX. 


*  Jour.  Ass'n.  Eog.  Soc,  June,  1891. 
♦•  Eng.  Rec,  54,  p.  193. 
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Table  DL 

Sammary  of  the  mean  Tnlnimal,  maTlTnal  and  average  values  for  reslst- 
.    ance  against  Internal  pressure  with  vltrlfled  clay  pipe. 


Average 
internal 
diimeter 
(inehes) 

2 

3 

4 

6 

8 
10 
12 
16 
18 
20 
24 
28 
32 


Average 
thickness 

of  shell 
(inches) 

0.72 
0.80 
0.68 
0.80 
0.92 
0.96 
1.04 
1.12 
1.28 
1.44 
1.72 
1.88 
1.96 


Number  of 

individual 

tests 

3 

3 
11 
23 
13 

2 
19 

2 

8 

4 

7 

4 
14 


Internal  water  pressure, 
in  atmospheres. 

/ ' X 

Average     Average       Total 

Minimal    Maximal    Average 


24.0 
15.0 
9.2 
8.3 
14.6 
6.0 
6.7 
9.4 
7.1 
9.0 
6.3 
7.1 
5.4 


28.0 
18.4 
25.2 
24.5 
24.2 

8.0 
16.9 

9.7 
12.0 
12.2 

8.6 
10.2 

9.0 


26.1 

16.3 

20.1 

17.2 

17.9 

7.0 

11.9 

9.6 

9.3 

10.6 

7.2 

8.7 

7.7 


Average 13.9 


Ultimata 

average 

tangential 

stress 

(Lbs.  sq.  in.) 

490 

490 

830 

850 
1120 

600 

920 

910 

920 
1040 

720 

910 
1120 

850 


With  reference  to  the  resistance  of  vitrified  well-glazed 
sewer  pipe  to  the  corroding  influence  of  sewage,  there  can  be 
no  question  but  that  such  a  surface  is  ideal  from  this  stand- 
point. No  other  material  can  be  expected  to  show  such  inert- 
ness to  chemical  agents  and  electrolysis.  The  question  of 
proper  joints  is  an  important  one  and  perhaps  the  best  treat- 
ment of  this  point  has  not  yet  been  developed. 

(0)  Drain  TQe. 

An  exhaustive  study  of  the  strength  of  clay  drain  pipe 
has  been  made  by  Committee  C-4  of  the  American  Society  for 
Testing  Materials.  The  required  average  supporting  strengths 
of  tile,  tested  according  to  methods  outlined  by  the  Commit- 
tee*, are  compiled  in  Table  X. 


Tear  Book,  Am.  Soc.  Test.  Materials.     1914,  p.  323. 
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Table  X. 

Pounds  per  linear  foot. 


Class  No.  1 

Diameter 

Class  No.  1  B 

Class  No.  1  A 

Extra  A  • 

10 

600 

12 

700 

900 

1000 

14 

800 

1000 

1200 

16 

900 

1200 

1500 

18 

1000 

1300 

1700 

20 

1100 

1400 

2100 

22 

1100 

1550 

2300 

24 

1200 

1700 

2500 

26 

1800 

2600 

28 

1900 

2800 

30 

2000 

3000 

32 

■ •••*«■• 

2050 

3200 

34 

2150 

3300 

36 

2250 

3500 

No.  1  B  tile  are  intended  to  be  suitable  for  supporting  the 
load  in  the  worst  material  in  a  trench  having  a  grade  line  5 
feet  deep.  Class  No.  1  A  tiles  shall  represent  good  materials 
and  are  intended  to  be  suitable  for  supporting  the  load  in  a 
trench  having  a  grade  line  7  feet  deep. 

No.  1,  Extra  A  tiles  shall  be  very  good  and  vitrified  and 
shall  be  able  to  support  the  load  in  the  worst  material  in  a  10- 
foot  trench. 

REFBACTOBIES. 

Fire  clay  refractories,  according  to  their  resistance  to  high 
temperatures,  are  divided  into  No.  1,  No.  2  and  No.  3  materials. 
The  first  class  of  refractories,  when  tested  in  a  suitable  furnace, 
should  be  able  to  withstand  a  temperature  of  not  less  than 
that  corresponding  to  pyrometrixj  cone  No.  31  (approximately 
3065°  F.) ;  the  second  class,  cone  28  (about  2975°  F.) ;  and  the 
third,  cone  26  (approximately  2912°  F.).  It  is  extremely 
important  that  fire  brick  should  be  burned,  in  manufacture,  to 
a  high  temperature,  in  order  that  they  should  remain  as  con- 
stant in  volume  as  possible  when  built  up  into  furnace  walla 
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A  test  bringmg  out  this  behavior  is  very  important.  It  consists 
in  heating  up  full-size  bricks,  in  a  properly  constructed  fur- 
nace, to  the  temperatures  corresponding  to  pyrometric  cones 
Nos.  14,  12  and  8,  respectively,  i.  e.,  2570%  2462**  and  2282°  F., 
for  the  three  classes  of  products  and  holding  the  temperature 
for  six  hours.  The  linear  contraction  or  expansion  (in  the  case 
of  silicious  materials)  should  not  be  more  than  2  per  cent. 

In  many  constructions  the  load-carrying  ability  of  fire- 
bricks and  other  shapes  is  an  important  factor.  This  applies 
especially  in  gas  benches,  where  loads  as  high  as  25  pounds 
per  square  inch  may  be  reached.  Hence  a  load  test  bringing  out 
the  behavior  of  clay  refractories  seems  essential.  In  the  Pitts- 
burgh Laboratory  of  the  Bureau  of  Standards,  such  a  test  has 
been  worked  out,  and  consists  in  applying  a  load  of  50  pounds 
per  square  inch  at  a  maximum  temperature  of  1350°  (2462°  F.). 
This  temperature  is  reached  in  five  hours  and  is  maintained 
for  one  hour.  The  load  is  applied  by  means  of  a  weighted  beam, 
the  pressure  being  transmitted  through  an  opening  in  the  crown 
of  a  gas-fired  furnace  by  means  of  a  very  refractory  column. 
The  bricks  are  tested  on  end.  High-grade  clay  bricks  should 
show  a  contraction  of  not  more  than  7  per  cent  of  the  original 
height  and  no  evidence  of  flow,  deformation  or  cracking.  It  is 
quite  possible  that  high-grade  bricks,  well  grogged  with  prop- 
erly-sized calcined  material,  can  be  made  which  show  prac- 
tically no  contraction,  though  only  a  few  brands  of  this  kind 
are  being  manufactured  at  the  present  time. 

The  load  test*  may,  in  fact,  be  considered  a  modified  fusion 
test.  Frequently  the  fusion  point  determination  is  misleading, 
owing  to  the  fact  that  clays  do  not  possess  a  melting  point  in 
the  sense  of  metals  and  minerals.  Owing  to  its  high  viscosity, 
a  specimen  of  fire  brick  may  stand  up  under  its  own  weight  to 
quite  a  high  temperature,  although  it  would  give  way  at  a 
fairly  low  temperature  under  the  conditions  of  pressure  pre- 
vailing in  a  furnace  crown  or  gas  bench.  The  load  test,  there- 
fore, overcomes  this  condition  and  tends  to  rate  the  material 
at  its  true  value. 

Chemical  analysis  frequently  is  of  service  in  estimating  the 
value  of  a  refractory.    Two  kinds  of  clay  fire-brick  may  be  con- 

*  Bureau  of  Standards  Technologic  Paper  No.  7. 
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sidered  to  exist,  those  approaching  the  composition  of  the  pure 
clay  substance,  53.8%  silica  and  46.2%  alumina,  in  the  burned 
condition,  and  those  of  a  more  silicious  nature,  with  as  high  as 
85%  silica.  The  latter  approach  the  so-called  silica  brick  in 
their  properties,  being  less  refractory,  showing  excellent  stand- 
ing up  qualities  in  the  load  test,  expanding  instead  of  contract- 
ing in  use,  and  being  more  sensitive  to  sudden  temperature 
changes.  Fluxes  like  iron  oxide,  potash,  soda,  lime  and  mag- 
nesia are  more  effective  in  lowering  the  softening  point  of 
silicious  clays  than  of  the  aluminous  type.  High-grade  clays 
should  not  contain  more  than  5  per  cent  of  the  above  fluxes. 

For  conditions  involving  rapid  temperature  changes, 
porous  high-grade  clay  brick,  containing  a  large  amount  of 
calcined  material,  are  more  satisfactory  than  silicious  materials. 

Other  functions  are  frequently  of  considerable  importance, 
such  as  resistance  to  the  attack  of  slags,  glasses  and  reducing 
gases.  In  such  cases  proper  sizing  of  the  calcine,  dense  press- 
ing and  hard  burning  are  essential.*  In  addition,  close  mortar 
joints  are  important.  Tests  can  be  made  for  the  estimation  of 
this  quality  by  making  cubes  of  the  fibre-clay  body  containing 
a  recess  in  which  a  quantity  of  the  slag  is  put.  By  heating  the 
specimen  beyond  the  melting  point  of  the  slag,  the  degree  to 
which  the  structure  withstands  the  attack  may  be  determined. 
Thermal  Conductivity. 

The  thermal  conductivity  of  fire-brick  is  a  direct  function 
of  the  porosity.  Thus,  a  dense  brick  showed  at  1400**  F.  a  heat 
flow  of  124  B.  t.  u.  through  one  square  foot  area,  one  inch  thick, 
per  24  hours,  and  for  a  temperature  difference  of  1**  F.  A 
somewhat  more  porous  brick,  under  the  same  conditions,  con- 
ducted 87  and  a  kieselguhr  brick,  extremely  porous,  22  B.  t.  u. 
The  thermal  conductivity  of  fire-brick  varies  also  with  the  tem- 
perature, as  is  shown  in  recent  work  by  Heynf  which  is  com- 
piled in  Table  XI.  Here  the  value  of  K  represents  the  heat  flow, 
in  calories  per  second,  through  1  sq.  cm.  and  1  cm.  thickness, 
per  °C,  temperature  difference.  The  figures  are  of  the  order 
K  ^  0.001  =  100. 


*  Gilbert  Bigg,  Jour.  Ind.  and  Eng.  Chemistry,  5,  No.  7. 
t  Btahl   und   Eisen,   34,   p.   832.     Also   Mitteilungen   aus   dem   Kgl. 
Materialspruefungsamt,  Berlin,  1914,  Nos.  2  and  3. 
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Table  ZI. 

K  at  the  temperatureSi  ^'C. 
Kind  of  fire-brick      200        400        600        800       1000       1100      1200 

High  Clay 145  180  220  240  260  270 

More  siliciouB 115  140  165  190  215  

SUicious  90  110  125  130  130  

SiUcioufl    210  245  270  270  270  270        270 

8iUca  brick  135  160  170  170  180  210        240 

Magnesite  110  115  120  130  140  140 

It  seems  that  reheating  changes  the  conductivity  of  fire- 
brick as  the  structure  is  altered. 

The  specific  heat  of  fire-bricks  likewise  changes  with  the 
temperature.  This  relation  is  expressed  by  Mellor*  in  the 
equation : 

5  =  0.193-1-0.00006  t, 
where  /9=3mean  specific  heat  and 
i  =3  temperature,  ^C. 

The  true  specific  gravity  of  the  fire-bricks  varies  from  2.622 
to  2.755,  as  determined  upon  28  specimens  of  American 
materials,  t 

The  coeflS^ient  of  expansion  of  fire  clays,  again,  is  a  func- 
tion of  the  temperature,  as  well  as  the  number  of  reheatings  to 
which  the  specimens  have  been  subjected.  The  available  data 
are  very  meager.  P.  A.  Boeckft  thus  found  the  coefficients  for 
ball  clay  burnt  to  cone  12  to  be  as  follows : 

First  run  Second  run 

Between    24®  to  100°  0 1316  x  10-«  1310  x  10-« 

Between  100°  to  200°  0 1710  x  10-»  1610  x  1(H 

Between  200°  to  700°  C 658  x  10-»  580  x  10^ 

Between  200°  to  900°  C 567  x  IQr* 

These  relations  also  show  discontinuities,  indicating  ther- 
mal reactions.  In  the  case  of  a  fire  clay  the  mean  coefficient  of 
expansion  (referred  to  1^  C.)  was  found  to  be  0.0000097. 

*  Trans.  English  Ceramic  Soc,  12,  part  11,  p.  279. 
7  Bureau  of  Standards,  Technologic  Paper  No.  7. 
It  Trans.  Am.  Ceramic  Soc,  14,  p.  470. 
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FLOOR  TILES,  WALL  TILES,  ROOFING  TILES,  AND  ENAMELED 

BRICK. 

(a)  Floor  Tiles. 

Two  kinds  of  floor  tiles  are  commonly  used,  the  thoroughly 
vitrified,  non-absorbent  variety,  in  various  colors,  and  the  hard 
usually  dark  red  ** quarries",  which,  though  well  vitrified,  are 
not  completely  impervious. 

Where  sanitary  conditions  are  the  main  consideration,  only 
non-absorbent  tiles  can  be  used.  In  such  materials  the  absorp- 
tion should  not  be  more  than  0.05  per  cent.  The  so-called  ink 
test  may  be  misleading;  hence,  it  is  best  to  rely  upon  the  ab- 
sorption. Other  tests  may  be  applied,  as  the  transverse  and  the 
ball  impact  test.  These  have  not  been  suflSciently  standardized 
to  make  possible  the  fixing  of  limits.  Some  work  along  these 
lines  has  been  reported  by  F.  B.  O'Connor.*  In  these  tests  the 
average  modulus  of  rupture  was  found  to  vary  from  7422  to 
3262.  The  highest  values  are  shown  by  the  porcelain  tiles, 
either  white  or  colored  by  means  of  various  oxides.  The  sand- 
blast or  some  sort  of  abrasion  test  might  likewise  be  of  service. 
The  ball  impact  test  can  be  made  to  give  interesting  data. 

(b)  Wall  TUes. 

The  principal  consideration  in  glazed  wall  tiles  is  the  free- 
dom of  the  glazed  surface  from  crazing  or  a  tendency  to  shat- 
ter. By  boiling  the  tiles  in  a  saturated  solution  of  common 
salt  for  three  hours,  the  crazing  diflSculty  is  emphasized,  and 
checking  of  the  glaze  occurs  if  a  strain  between  body  and 
surface  exists. 

(c)  Roofing  Tiles. 

Specifications  for  this  material  do  not  exist,  but  it  is  evi- 
dent that  good  tiles  should  be  able  to  stand  up  in  the  freezing 
test.  Absorption  limits  cannot  be  given,  as  there  are  on  the 
market  both  well-vitrified  and  rather  porous  tiles  which  seem 
to  have  stood  up  quite  satisfactorily.  On  general  principles, 
the  hard-burned  variety  is  to  be  preferred. 

(d)  Olazed  and  Enameled  Brick. 

High  grade  bricks  of  this  kind  should  possess  a  hard  glaze 
or  enamel,  matured  not  lower  than  pyrometric  cone  No.  3. 
Soft  lead  glazes  are  not  satisfactory  for  exposure  to  the  atmos- 

♦  Trans.  Am.  Cer.  Soc,  15,  p.  233. 
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phere.  The  clay  should  be  burned  to  an  absorption  of  not 
more  than  8  per  cent.  The  bricks,  on  being  subjected  to  the 
freezing  test,  should  show  no  evidence  of  disintegration.  The 
glaze  should  be  practically  insoluble  in  hot  10  per  cent  hydro- 
chloric acid  solution.  In  regard  to  the  modern  demand  for 
more  and  more  aseptic  conditions,  the  glazed  surfaces  of  this  kind 
of  product  offer  a  satisfactory  solution. 

SANITARY  WARE. 

The  plumbing  fixtures  included  in  this  class  of  ware  con- 
sist of  two  classes,  one  made  of  a  vitrified  porcelain  body  and 
another  of  a  porous  fire-clay  body. 

It  is  evident  that  the  former  class  represents  a  more  valu- 
able product,  since  chipping  would  not  expose  an  absorbent 
fracture.  No  specific  requirements  exist  for  these  products, 
excepting  that  the  vitreous  body  must  show  practically  no 
absorption,  and  that  the  glaze  should  be  free  from  crazing  and 
similar  defects. 

Within  the  scope  of  this  paper,  all  clay  products  entering 
into  engineering  could  not  be  discussed.  Such  materials  as 
electrical  insulators  have  not  been  considered,  as  this  was  not 
possible  without  unduly  enlarging  the  volume  of  this  con- 
tribution. 

Clay  products  have  not,  in  the  past,  received  the  attention 
from  engineers  and  investigators  which  their  importance  de- 
serves. It  would  be  well  worth  while  if  more  consideration 
were  given  this  subject  in  the  curriculum  of  the  architectural 
and  engineering  departments  of  our  colleges.  This  would 
assist  greatly  in  enlarging  the  incomplete  store  of  data  now 
available. 

DISCUSSION 

Mr.  O.  H.  Kromer/  Assoc.  M.  Am.  Soc.  G.  E.,  said  that  brick  joints      Mr. 
which  are  thicker  than  one-half  inch  lose  in  strength.     If  the  mortar  Kro™«r. 
joint  is  stronger  than  the  brick,  it  makes  no  difference.     Mortar  is  the 
chief  factor  in  the  strength  of  brick  piers.     Thick  joints  are  used  for 
artistic  effect.     It  would  be  interesting  to  know  how  the  strength  of 
brick  piers  depends  upon   joints. 

*  Structural  Engr.,  Calif.  State  Dept.  of  Eng.,  Sacramento,  Calif. 
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Concrete  has  taken  a  recognized  place  in  engineering  and 
architectural  construction.  This  has  come  about  to  a  large 
extent  through  the  uniformity  and  low  cost  of  the  manufacture 
of  Portland  cement.  The  other  principal  ingredient  of  concrete, 
the  aggregate,  which  is  really  of  equal  importance  to  the  cement, 
has  not  been  thoroughly  standardized.  The  principal  reason  for 
this  is  because,  while  cement  is  manufactured  under  factory  con- 
ditions and  subjected  to  routine  chemical  and  physical  tests,  the 
aggregate,  which  constitutes  the  largest  bulk  of  the  concrete,  is 
usually  taken  from  the  immediate  vicinity  of  the  job  to  avoid  the 
cost  of  long  transportation.  The  engineer  may  select  and  accept 
cement  knowing  nothing  whatever  of  its  characteristics  and 
manufacture,  but  only  that  it  comes  from  a  recognized  mill  and 
passes  routine  tests.  To  select  his  aggregate,  that  is,  his  sand  and 
stone,  and  be  sure  that  he  is  getting  a  safe  and  economical 
material,  he  must  thoroughly  understand  the  principles  of  pro- 
portioning, must  be  able  to  choose  his  materials,  and  to  adapt 
them  to  each  portion  of  his  structure. 

It  is  the  purpose  in  this  paper  not  to  present  a  theoretical 
treatise,  in  fact,  the  prescribed  length  would  prohibit  this,  but 
to  treat  in  a  practical  manner  the  fundamental  principles 
involved,  so  as  to  give  to  the  reader,  especially  to  one  who  is  not 
a  specialist  in  concrete  construction,  information  which  will  be 
of  practical  value. 

The  subject  will  be  taken  up  along  the  following  lines: 

Historical 

Aggregates  of  the  United  States 
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Economy  in  selection  of  aggregate 

Requirements  for  concrete 

Effect  of  the  aggregate  upon  the  quality  and  strength 

of  concrete  and  mortar 
Tests  of  quality 
Tests  for  acceptance 

Attention  is  called  to  the  table  of  commercial  tests  and  the 
conclusion  that  sand  for  concrete  should  always  be  tested. 

HISTORICAL. 

The  first  presentation  of  scientific  investigations  of  the 
characteristics  of  aggregate  dates  back  only  as  far  as  1892.  Mr. 
B.  F^ret  in  Annales  des  Fonts  et  Chauss^es  gave  a  masterly  pres- 
entation of  a  series  of  tests  illustrating  different  properties  of 
aggregates  in  mortar  and  the  laws'  governing  their  use.  This 
was  followed,  in  1896,  by  a  second  paper  by  the  same  author,  in 
the  Annales,  and  in  1897  by  an  extended  paper  in  the  Bulletin 
de  la  Soci6t6  d 'Encouragement  pour  I'lndustrie  Nationale. 
Previous  to  Mr.  F^ret's  paper  in  1890,  Mr.  P.  Alexandre  pre- 
sented a  paper  in  the  Annales  on  ''Hydraulic  Mortars",  but  his 
tests  are  less  scientific  than  Mr.  F^ret's.  In  the  United  States, 
scientific  series  of  tests  with  different  sands  and  aggregates  were 
made  at  St.  Mary's  Falls  under  the  direction  of  Mr.  Louis  C. 
Sabin,  and  are  recorded  in  the  Beports  of  the  Chief  of  Engineers, 
TI.  S.  A.,  1895  and  1896.  In  a  paper  before  the  American  Society 
for  Testing  Materials,*  Professor  M.  O.  Withey  presents  results 
of  mortar  tests  with  different  sands,  which  are  confirmatory  of 
certain  of  the  conclusions  of  Mr.  F6ret.  The  author  of  the  pres- 
ent paper,  also,  has  checked  F6ret's  results  in  many  particulars. 

In  the  line  of  concrete  mixtures,  that  is,  mixtures  with  coarse 
and  fine  aggregate,  still  fewer  investigations  have  been  made  that 
really  treat  the  matter  in  a  thorough  manner.  In  1907  Mr. 
William  B.  Puller  and  the  author  presented  before  the  American 
Society  of  Civil  Engineers  a  paper  on  **Laws  of  Proportioning 
Concrete",  based  on  an  extensive  series  of  tests  at  Jerome  Park 
Reservoir,  New  York,  which  gives  the  results  of  tests  and  certain 
laws  deduced  from  them. 

*  Proc.  American  Society  for  Testing  Materials,  Vol.  XIII,  1913,  p.  834. 


lifii  CONCRETE  AGGREGATES 

More  recently — ^imder  the  auspices  of  the  Committee  on 
Hpccifications  and  Methods  of  Tests  of  Concrete  Materials  of  the 
American  Concrete  Institute  and  a  similar  committee  acting 
jointly  with  this,  known  as  the  Committee  C-9  on  Standard  Tests 
of  (/onrTcte  and  Concrete  Aggregates,  of  the  American  Society 
for  TcjHting  Materials — series  of  tests  have  been  made,  and  are 
still  in  progress,  for  the  clearer  formulation  of  laws  of  concrete 
mixtures. 

AGGREGATES  OF  THE  UNITED  STATES. 

Fortunately  for  the  development  of  concrete  construction, 
aggr(*gates  suitable  for  use  as  a  concrete  material  are  available  in 
nearly  all  sections  of  the  country.  In  certain  localities,  however, 
the  sand  obtainable  in  natural  deposits  is  of  very  inferior  qual- 
ity, and  it  is  frequently  not  only  safer  but  actually  more  eco- 
nomical to  transport  sand  or  fine  crushed  stone  from  a  consider- 
able distance  than  to  use  inferior  material  with  enough  cement 
ndd(*d  to  make  it  acceptable.  The  trouble  usually  found  is  in 
obtaining  a  sand  that  is  coarse  enough  to  give  the  requisite 
strength  to  the  concrete.  More  often  than  is  apt  to  be  recog- 
nized, also,  cases  are  occurring  where  the  strength  is  greatly 
aflPoctod  by  impurities  in  the  natural  bank.  New  York,  which  is 
using  in  its  public  works  and  public  service  structures  immense 
(lunntitioH  of  concrete,  is  particularly  favored  by  having  at  hand, 
on  Long  Island,  immense  deposits  of  most  excellent  sand  and 
gravel,  which  are  screened  by  large  plants  to  commercial  sizes. 
Now  England,  over  which  are  distributed  glacial  deposits,  is  very 
rich  in  sands  and  gravels,  but  the  character  of  the  material  is 
extrtMHoly  varied  and  the  author  has  found  case  after  case  of 
sand,  oi^arse  and  of  apparently  good  quality,  which  tests  have 
provtHl  to  be  unfit  for  use.  A  number  of  these  are  illustrated  in 
the  table  of  tests  below.  In  certain  sections  of  the  Middle  States 
there  art*  exooUont  quartz  sands,  but  care  must  be  exercised  to 
prt^vont  the  acceptance  of  too  fine  sand.  In  northern  New  York, 
certain  sivtions  of  Canada,  and  other  localities  in  this  general 
latitude  are  many  sands  composed  largely  of  limestone  grains. 
In  the  South,  fine  earths  preiioniinate :  and  in  many  sections  it 
is  dirtioult  to  find  a  siuui  which  is  sufticiently  coarse  and  free 
fr\un  clay  to  be  suitable  for  concrete  iM>nstniction.    In  the  'West, 
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owing  to  the  diversified  character  of  the  country,  all  qualities 
of  material  are  to  be  found. 

Crushed  stone,  that  is,  the  screenings  from  a  crusher  plant, 
is  used  only  to  a  limited  extent  for  fine  aggregate,  although 
material  from  this  source  frequently  makes  excellent  mortar, 
equal  to  or  superior  to  natural  sands.  Screenings  from  a  soft 
stone  are  unsuitable  because  giving  too  large  a  proportion  of 
dust.  For  the  Kensico  dam  for  New  York  City,  now  under  con- 
struction, considerable  quantities  of  screenings  were  used  as  fine 
aggregate,  either  alone  or  mixed  half  and  half  with  sand.  A  test 
of  these  screenings  is  given  in  the  following  table. 

Representative  sands  and  crushed  stone  screenings  are  illus- 
trated by  full  size  photographs  in  Pig.  1.*  These  include  five 
samples  of  natural  bank  sand,  all  of  them  used  extensively  for 
concrete,  although  one,  that  from  Tennessee,  is  of  poor  quality 
because  of  its  fineness.  The  high  strength  of  the  crushed  stone 
screenings,  notwithstanding  the  large  amount  of  dust,  is 
noticeable. 

The  following  table  gives  the  tensile  strength  and  mechani- 
cal analyses  of  the  sands  shown  in  the  photographs,  Fig.  1. 

For  coarse  aggregate,  gravel  is  almost  always  suitable,  if  it 
nms  up  to  the  proper  size  and  is  clean  or  can  be  washed. 

Bank  gravel  is  sometimes  used  for  the  aggregate  without 
screening,  but  since  the  best  proportion  of  sand  to  stone  seldom 
occurs  in  nature,  it  is  almost  always  best  to  screen  and  remix. 

As  indicated  below,  almost  any  kind  of  crushed  stone  is 
suitable  if  it  is  not  too  soft. 

Slag,  if  acid  slag  properly  air-cooled,  is  being  accepted  as  a 
coarse  aggregate  for  concrete. 

Cinders  are  restricted  to  use  as  fire-proofing  and  for  floor 
slabs  of  short,  say  up  to  8-foot,  span. 

ECONOMY  IN  SELECTION  OF  AGGEEGATES.t 

The  most  expensive  ingredient  of  concrete  is  the  cement. 
Although  this  occupies  usually  only  from  10%  to  15%  of  the 

*  Photographs  especiaUy  taken  for  this  paper  bj  courtesy  of  Stone 
and  Webster  Engineering  Corporation. 

t  Information  illustrating  the  effect  upon  the  cost  of  aggregates  under 
different  conditions  is  given  in  ** Concrete  Costs*'  by  Taylor  and  Thomp- 
»n,  pp.  158  to  164. 
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mass,  its  cost  is  apt  to  be  as  mnch  as  one  third  of  the  cost  of  all 
the  materials.  It  is  evident,  therefore,  if  we  can  reduce  the 
quantity  of  cement,  that  there  will  be  a  great  reduction  in  the 
cost  of  the  concrete.  The  field  has  been  investigated  up  to  this 
time  to  only  a  small  extent. 

In  the  manufacture  of  concrete  in  large  masses,  appreciable 
economy  can  be  effected  by  careful  advance  study  and  test.  For 
example,  at  Little  Palls,  N.  J.,  Mr.  "William  B,  Fuller  was  able  to 
produce  by  proper  proportioning  of  the  concrete  a  change  in 
proportions  from  1 :2  A  to  1 :3 :7,  thus  reducing  the  quantity  of 
the  cement  from  1.57  barrels  per  cubic  yard  to  1.01  barrels,  and 
effecting  a  saving,  allowing  for  extra  cost  of  labor,  of  about  75c 
per  cubic  yard.f 

For  commercial  manufacture  of  artificial  stone,  in  only  a 
few  cases  is  proper  attention  paid  to  the  selection  and  grading 
of  the  aggregates.  Not  long  ago  the  author  of  this  paper,  by  a 
series  of  commercial  tests,  was  able  to  attain,  with  proportions  of 
one  part  cement  to  7  parts  a^regate,  stone  as  strong  as  a  mix- 
ture of  one  part  cement  to  4  parts  aggregate,  formerly  used,  with 
a  consequent  saving  of  about  60c  per  cubic  yard  of  stone.  This 
was  accomplished  by  increasing  the  maximum  size  of  the  aggre- 
gate from  y^  inch  to  %  inch  and  following  out  established  prin- 
ciples of  mixing  aggregate  to  obtain  the  greatest  density. 

t  See  Taylor  and  Thompeon's  "Concrete,  Plain  and  Reinforced",  2Qd 
Ed.,  p.  183. 
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BEQUIREMENT8  FOB  CONCRETE. 

The  chief  requirements  for  concrete  are  strength,  water- 
tightnesSy  and  appearance.  Especially  in  the  strength  and  in 
the  watertightness  does  the  quality  of  the  aggregate  play  a  most 
important  part. 

The  strength  is  affected  by: 

(a)  Strength  of  the  particles.  If,  for  example,  a  soft  mate- 
rial like  chalk  is  used  for  the  aggregate,  it  is  evident  that  the  con- 
crete can  have  but  little  ultimate  strength. 

(b)  Adhesion  of  cement  to  the  particles.  If  the  grains  are 
not  strongly  cemented,  the  mass  cannot  attain  high  strength. 
This  is  an  important  point  in  connection  with  aggregates, 
because  a  film  over  the  surface  of  the  grains  will  reduce  the  adhe- 
sion and,  consequently,  the  strength  of  the  concrete. 

(c)  Density.  It  is  evident  that  a  porous  material  has  less 
strength  than  a  dense  one.  It  is  not  always  remembered,  how- 
ever, how  far  this  is  actually  true  in  concrete  and  the  tremen- 
dous influence  that  the  selection  and  proportioning  of  the  aggre- 
gate have  upon  this  quality. 

Watertightness  requires : 

(a)  A  non-porous  aggregate.  Cinder  concrete,  for  ex- 
ample, cannot  be  expected  to  be  as  watertight  as  stone  or  gravel 
concrete. 

(b)  Adhesion  of  cement  to  aggregate.  The  stronger  the 
adhesion,  the  greater  the  resistance  to  penetration  of  water. 

(c)  Smallness  of  voids.  In  strength,  the  percentage  of  voids 
exercises  the  greater  influence,  while  in  watertightness  the  size 
of  the  voids  has  the  greater  effect.  Very  minute  voids,  even  if 
occupying  a  considerable  percentage  of  space  in  the  mass,  do  not 
permit  the  flow  of  water. 

The  appearance  of  concrete  is  affected  by  the  aggregate  by : 

(a)  Stone  pockets  which  may  be  produced  through  improper 
selection  or  proportioning  of  the  aggregate. 

(b)  Texture.  A  fine  or  a  graded  fine  aggregate  produces  a 
finer  texture  than  a  very  coarse  sand. 
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EFFECT  OF  THE  AGGREGATE  UPON  QUALITY  AND  STRENGTH 

OF  CONCRETE  AND  MORTAR. 

Tests  of  aggregates  may  be  considered  in  two  general  classes : 

1.  Tests  of  quality 

2.  Tests  for  acceptance 

These  divisions  frequently  merge  into  one  another,  because 
the  special  characteristics  of  an  aggregate  may  render  it  unfit 
for  certain  work,  although  it  satisfactorily  passes  a  standard  test 
for  acceptance.  In  other  words,  each  material  must  be  consid- 
ered not  simply  alone,  but  in  its  relation  to  the  conditions  of  use 
and  to  the  other  materials  of  the  mortar  or  concrete. 

The  variation  in  strength  of  both  mortar  and  concrete  due 
to  the  quality  of  the  aggregates,  especially  of  the  fine  aggregate, 
is  insufficiently  recognized.  To  illustrate  the  variation  in 
strength  of  mortars  made  with  different  sands,  the  following  table 
is  drawn  up  from  some  of  the  recent  commercial  tests  made  in  the 
author's  laboratory.  All  of  the  aggregates  shown  have  been  used 
in  concrete  or  proposed  for  use.  Following  many  of  the  tests, 
there  is  given  the  probable  reason  for  the  variation  in  strength 
from  the  normal.  It  will  be  noticed  that  both  the  actual  tensile 
strength  in  pounds  per  square  inch  and  the  ratio  of  strength 
of  the  mortar  to  the  strength  of  standard  sand  mortar  are  given. 
In  a  number  of  instances  there  is  given  the  test  of  a  poor  sand 
followed  by  that  of  a  good  sand  obtained  from  the  same  locality. 
The  mechanical  analysis  is  added  to  iUustrate,  in  many  cases, 
the  effect  of  the  sizes  of  the  grains  upon  the  strength.  The  total 
percentages  passing  each  sieve  are  given  in  each  analysis. 

As  a  further  illustration  of  the  variation  in  quality  of 
sands,  the  report  of  the  Committee  on  Specifications  and  Methods 
of  Tests  for  Concrete  Materials  of  the  American  Concrete  Insti- 
tute, 1913,  states  that  in  tests  in  the  laboratory,  of  one  of  the 
members  of  the  committee,  **Out  of  37  samples  of  sand  from 
different  parts  of  the  country  made  into  1:3  mortar,  12  were 
equal  to  or  greater  in  strength  than  similar  mortar  of  standard 
Ottawa  sand;  5  were  between  90  and  100  percent  of  standard 
Ottawa  sand ;  6  were  between  80  and  90  percent ;  4  were  between 
70  and  80  percent ;  6  were  between  60  and  70  percent ;  1  between 
50  and  60  percent ;  2  between  40  and  50  per  cent ;  and  1  between 
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30  and  40  per  cent.    Such  results  as  these  indicate  the  absolute 
necessity  for  always  testing  sand  that  is  used  in  concrete". 

TESTS  OF  QUALITY. 

The  characteristics  of  aggregates  to  be  considered  as  affect- 
ing the  quality  of  the  concrete  or  mortar  are : 

( 1 )  Mineralogical  composition 

(2)  Specific  gravity 

(3)  Weight 

(4)  Voids 

(5)  Shape  of  grains 

(6)  Coarseness 

(T)  Gradation  in  ^ze  of  grains,  i.  e.,  mechanical  or  granulo- 
metric  analysis 

(8)  Density  of  mortar  or  concrete 

(9)  Impurities. 

(1)  Blineralogical  Composition.  The  mineralogical  compo- 
sition of  the  aggregate  affects  the  shape  and  size  of  grains,  the 
specific  gravity,  and  in  some  cases  its  chemical  action  with  the 
cement. 

It  is  evident,  as  has  been  stated  already,  that  a  soft  aggre- 
gate will  produce  weak  concrete.  A  shale  or  a  very  soft  lime- 
stone or  sandstone  is  a  very  poor  aggregate.  The  Joint  Com- 
'liittee  on  Reinforced  Concrete  gives  in  its  report  for  1913*  the 
following  strengths  for  concrete  made  with  different  kinds  of 
*^^egate,  which  are  recommended  as  maximum  ultimate  values. 


Strengths  of  DlfFerent  Mixtures  of  Concrete. 

(In  pounds  per  square  inch) 

Aggregate  1:1:2  1:1^:Z     1:2:4  1:2%:5  1:3:6 

Graiute,  trap  rock  3300  2800  2200  1800  1400 

"'avel,  hard  limestone  and  hard 

sandstone  3000  2500  2000  1600  1300 

^^t  limestone  and  sandstone 2200  1800  1500  1200  1000 

CindeTs 800  700  600  500  400 

A  quartz  sand  is  apt  to  be  the  best  for  concrete,  not  so  much 
p^canse  of  its  mineralogical  nature  as  because  a  quartz  material 
^  ^pt  to  be  well  graded,  with  comparatively  little  dust  or  silt. 

*  Transaetions  American  Society  Civil  Engineers,  Vol.  LXXYII,  p.  385. 
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In  certain  localities  good  sand  contains  considerable  trap.  Sands 
of  limestone  composition  are  apt  to  produce  concretes  and  mor- 
tars of  higher  strength  than  normal,  probably  because  of  chemi- 
cal action  with  the  cement. 

It  will  be  noted  in  the  preceding  table  that  the  limestone  sand 
and  screenings  run  very  much  higher  in  strength  than  a  standard- 
sand  mortar. 

In  tests  made  by  the  author  for  the  selection  of  materials  to 
use  in  a  large  dam  in  Texas,  a  1 :4 :7  mix,  by  using  graded  aggre- 
gate of  limestone  with  enough  dust  in  the  fine  aggregate,  was 
found  to  give  a  strength  equal  to  1 :3 :6  proportions  using  first- 
class  sand  and  gravel. 

Mica  in  the  form  of  laminated  grains  reduces  the  strength 
of  mortar. 

(2)  Specific  Gravity.  Determination  of  the  specific  gravity 
of  aggregates  is  necessary  for  the  calculation  of  the  absolute 
volume  and  density  of  the  mortar  or  concrete.  The  specific  gravity 
of  rock  of  the  same  class  varies  greatly.  For  example,  trap  may 
vary  from  2.78  to  3.03,  limestone  from  2.50  to  2.80,  granite  from 
2.60  to  2.80,  and  sandstone  from  2.10  to  2.75. 

The  specific  gravity  of  natural  sand,  however,  is  quite  uni- 
form and  may  be  assumed  for  ordinary  computations  of  weight 
and  voids  as  2.65.  For  density  experiments  of  mortar  and  con- 
crete more  exact  determinations  should  be  made  in  each  case. 

For  determining  the  specific  gravity  of  sand,  a  specific  grav- 
ity apparatus  such  as  the  Jackson  fiask  is  convenient.  For 
coarse  aggregate,  pieces  may  be  suspended  in  water  on  laboratory 
scales.  Specific  gravity  of  coarse  aggregates  is  of  some  value  as 
indicating  the  hardness  and  therefore  the  strength  of  the  par- 
ticles.   In  general,  a  high  specific  gravity  indicates  a  hard  stone.* 

(3)  Weight.  The  weight  per  cubic  foot  of  any  aggregate 
is  dependent  upon  the  specific  gravity  of  the  particles  and  upon 
the  voids.  In  sand  the  difference  in  the  percentage  of  moisture 
and  the  methods  of  handling  so  affect  the  weight  that  it  is  of 
little  value  except  for  comparative  tests.  In  general,  the  heavier 
the  sand  or  stone,  the  better  it  is,  because  it  indicates  greater 
density. 

*  Approximate  average  values  of  various  aggregates  are  given  in  Tay- 
lor and  Thompson's  "Concrete,  Plain  and  Beinforced",  2nd  £d.,  p.  163. 
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The  weight  of  bank  sand  varies  greatly  with  the  moisture. 
Pine  sand  retains  moisture,  which  tends  to  separate  the  grains 
and  increase  the  voids,  and  may  run  as  low  as  80  pounds/  per 
cubic  foot  (including  moisture).  As  sand  becomes  coarser,  it 
contains  less  moisture  and  may  weigh  up  to  110  pounds  per 
cubic  foot.  An  average  weight  for  bank  sand  loose  is  about  95 
pounds  per  cubic  foot. 

(4)  Voids.  Considered  as  a  characteristic  by  itself,  the 
percentage  of  voids  in  an  aggregate  is  of  no  value.  Formerly, 
aggregates  for  concrete  were  proportioned  by  determining  the 
voids  in  the  material,  then  computing  the  quantity  of  next  finer 
material  to  fill  these  voids,  and  so  on  down  to  the  cement.  As  a 
matter  of  fact,  however,  in  practice  the  grains  of  one  material 
are  seldom  small  enough  to  exactly  fit  into  the  voids  of  the  next 
larger  size,  so  that  they  force  apart  the  coarser  particles  to  a 
greater  or  less  degree,  and  the  amount  of  such  expansion  depends 
entirely  on  the  relative  sizes  of  the  grains.  This  method  of  pro- 
portioning, therefore,  is  absolutely  incorrect. 

Furthermore,  the  percentage  of  voids  in  dry  sand  is  of 
scarcely  any  practical  value  because  the  condition  of  moisture 
so  greatly  affects  the  voids.  Tests  by  Wm.  B.  Fuller*  show  a 
variation  in  the  same  sand  under  different  conditions  of  mois- 
ture of  from  33%  voids  to  44%  voids.  A  minimum  percentage 
of  voids  occurs  when  the  sand  is  either  completely  saturated  or 
else  is  absolutely  dry.  The  maximum  percentage  of  voids,  as 
well  as  the  percentage  of  moisture  ordinarily  retained  in  the  bank, 
varies  with  the  sizes  and  relative  sizes  of  the  grains  of  the  sand. 

A  mass  of  equal  spheres  systematically  piled  in  the  most 
compact  manner  contains  26%  voids.  In  practice  the  voids  in 
fine  aggregate  may  vary  from  30%  to  50%,  including  both  mois- 
ture and  air. 

In  minimizing  the  effect  of  voids  in  an  aggregate,  it  must 
not  for  one  moment  be  understood  that  the  voids  in  the  final 
'^"xture  of  aggregates  and  cement  do  not  exert  an  immense  influ- 
ence Upon  the  strength  and  watertightness  of  the  concrete.  The 
«Uaculty  lies  in  obtaining  some  means  for  testing  the  voids  of 
^^^^egates  individually,  or  even  in  combination,  so  as  to  indi- 

"^'^^See  "Concrete,  Plain  and  Reinforced",  by  Taylor  and  Thompson, 
pd  Ed.,  p.  177. 
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cate  their  effect  upon  the  final  density  of  the  concrete  or  mortar. 
The  quality  of  density  is  referred  to  below. 

(5)  Shape  of  Grains.  The  shape  of  grains  is  of  importance 
simply  as  it  affects  the  density  of  the  mixture.  A  fine  or  coarse 
aggregate  composed  of  laminated,  i.  e.,  flat  grains,  will  not  pack 
so  closely  in  the  mass,  so  that  there  will  be  more  voids  and  less 
density.  Bounded  grains  pack  closer  than  angular  grains,  and 
for  this  reason  the  strength  of  a  mortar  or  concrete  composed  of 
aggregates  with  rounded  grains  is  frequently  higher  than  that 
produced  with  sharp-grained  aggregate. 

(6)  Coarseness.  A  coarse  sand  produces  a  stronger  mortar 
than  a  fine  sand.  In  a  concrete  of  rich  proportions  the  density 
and  strength  of  the  mass  are  increased  as  the  maximum  size  of 
the  coarse  aggregate  increases,  provided  the  mixture  is  homo- 
geneous and  the  gradation  of  grains  is  similar.  This  is  illus- 
trated in  the  following  table  :* 

Modulus  of  Rupture 

Ratios  of  Compressive 

StrenfiTth  Strength 

at  90  days  at  140  days 

1.00  1.00 

0.91  0.83 

0.75  0.72 

The  effect  of  size  of  grain  upon  mortar  made  with  aggregate 
of  different  fineness  is  illustrated  by  tests  of  L.  C.  Sabin.f 

Tests  with  Limestone  Screenings  of  Varying  Fineness. 


Aggregate 

Average 
Density 

Ratio  of 
Densities 

S%"  stone 

..     0.847 

1.00 

2«         (I 

..     0.814 

0.96 

w    "  ...... 

..     0.788 

0.93 

Approximate  mean 
size  of  grain 

Designation  of 

size  by 
sieve  numbers 

Ratio  of  tensil 

Av.  of  6  mo..  1 

4yr.  tei 

0.057 

10-20 

1.00 

0.038 

20-30 

0.93 

0.020 

30-40 

0.84 

0.015 

40-50 

0.72 

0.012 

40-80 

0.66 

0.008 

pass  50 

0.59 

The  effect  of  different  coarseness  is  also  illustrated  by  the 
tables,  already  given,  which  show  the  mechanical  analyses  of  a 

*  '  *  The  Laws  of  Proportioning  Concrete ' ',  by  Fuller  and  Thompson, 
Transactions  American  Society  of  Civil  Engineers,  Vol.  LIX,  1907. 
t  Sabin  's  ' '  Cement  and  Concrete '  *,  p.  160. 
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number  of  different  sands  and  the  tensile  strength  of  1:3  mor- 
tars made  with  them. 

The  effect  of  moisture  in  sand  upon  the  percentage  of  voids 
has  been  referred  to.  In  mixing  mortar  and  concrete  a  similar 
principle  is  involved,  as  it  is  found  that  a  fine  sand  requires 
more  water  than  a  coarse  sand.  The  resulting  mortar  with  fine 
sand  therefore  occupies  more  volume  and,  consequently,  is  less 
dense  than  the  mortar  from  coarse  sand.     This  is  the  reason 


Maximum  duM    of  -Acand   Gralna 


f\g.  2.    B«la,tt¥0  Strength!  of  MOrUri  and  OonoretM  Dne  to  Dlfferenoe  In  Ooana- 
of  Sand.    Baaod  on  Strongtli  of  Spodmons  Iflxod  Wltli  O-V^-in.  Sand  ai  1.00. 


)  8"  z  16''  Oonereto  OyUndon^a  Montbi. 
Avorage  Ago    <  j^^^^  Brlquottofr— 28  Days. 


why  a  coarse  sand  produces  a  stronger  mortar  than  fine.  Mr. 
Peret  says:*  ** Tests  indicate  that  every  size  of  sand  requires 
a  definite  percentage  of  water  for  gaging  it  to  plastic  consist- 
ency" and  that  **  sands  of  different  granulometric  composition 
require  a  percentage  of  water  varying  from  3%  to  23%". 

The  coarseness  of  the  fine  aggregate  greatly  influences  the 
strength  of  concrete  as  well  as  mortar,  although  to  a  less  degree. 
Pig.  2,  from  the  report  of  the  Committee  on  Specifications  and 
Methods  of  Tests  for  Concrete  Materials  of  the  American  Con- 
crete Institute,  1915,  gives  curves  of  ratios  of  strength  of  mortar 
^d  of  concrete  made  from  the  same  aggregate. 

*Aimale8   des  Fonts   et  Chauss^es,   1892,   II.     See   also   Taylor   and 
Tliompeon's  ** Concrete,  Plain  and  Reinforced'',  2nd  Ed.,  p.  179. 
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Basing  the  ratios  of  strength  on  the  strengths  of  mortar  and 
concrete  made  with  sand  running  up  to  i/4''  in  size,  the  relative 
strengths  using  sand  of  different  maximum  size  are  illustrated. 

(7)  Gradation  in  Size  of  Grains.  The  theory  of  propor- 
tioning concrete  and  mortar  requires  a  gradation  of  grains  of 
the  aggregate  so  that  the  particles  will  fit  into  each  other  in  such 
a  way  as  to  produce  the  densest  mixture.  It  has  been  shown 
that  with  the  same  percentage  of  cement  and  different  arrange- 
ments of  aggregate  the  strongest  concrete  is  usually  that  in 
which  the  aggregate  is  proportioned  so  as  to  give  concrete  of  the 
greatest  density,  that  is,  with  the  smallest  percentage  of  voids. 
Therefore,  the  aim  in  proportioning  is  to  attain  this  result. 

The  space  allotted  to  this  paper  is  too  limited  to  treat  in 
detail  of  the  laws  of  proportioning  aggregates.  Researches  have 
been  extended  far  enough  to  show  that  with  a  given  percentage 
of  cement  the  strength  of  concrete  or  mortar  bears  a  definite 
relation  to  the  density.  Mr.  Feret  has  evolved  a  formula*  for 
strength  of  mortar  based  on  the  absolute  volumes  of  solid  ma^ 
terials  composing  it.  The  author  of  this  paper  has  applied  simi- 
lar principles  to  concrete  proportioning.! 

Extended  series  of  tests  by  Messrs.  Fuller  and  Thompson  at 
Jerome  Park  ReservoirJ  indicate  that  there  is  no  real  line  of 
demarcation  between  coarse  and  fine  aggregate,  but  that  the 
effect  upon  the  mixture  of  the  concrete  depends  upon  the  grada- 
tion of  grains  of  the  entire  mixture.  Particles  with  a  diameter 
less  than  1/10  that  of  the  maximum  size  act  really  as  fine  aggre- 
gates. The  true  meaning  of  the  term  **fine  aggregate",  there- 
fore, is  dependent  upon  the  maximum  size  of  the  coarse 
aggregate. 

In  conformity  to  this  law,  the  author  finds  that  sand  for 
concrete  requires  more  fine  material  than  mortar  sand.  Tests 
indicate  that  the  best  percentages  passing  a  No.  40  sieve  may 
range  from  about  18%  for  a  1 :2 :4  concrete  up  to  27%  for  a  1 :4 :8 

*  Bulletin  de  la  Soci6t4  d  'Encouragement  pour  1  'Industrie  Nationale, 
Vol.  II,  p.  1593,  1897.  See  also  Taylor  and  Thompson's  "Concrete,  Plain 
and  Reinforced'',  2nd  Ed.,  p.  140. 

t  Taylor  and  Thompson 's  '  *  Concrete,  Plain  and  Reinforced ' ',  2nd.  Ed., 
p.  355. 

t  Transactions  American  Society  of  Civil  Engineers,  Vol.  LIX,  1907. 
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concrete.    For  water-tight  concrete,  even  a  larger  percentage  of 
fine  grains  appears  to  be  beneficial. 

Tests  for  gradation  in  size  of  grain  are  made  by  methods  of 
mechanical  analysis.  This  involves  passing  the  aggregate  suc- 
cessively through  a  series  of  sieves  of  different  mesh  and  record- 
ing the  total  percentage  passing  each  sieve.  Illustrations  of 
mechanical  analyses  are  given  in  the  foregoing  table  of  tests  of 
sands  made  in  the  author's  laboratory. 

(8)  Density  of  Concrete  and  Mortar.  The  effect  of  den- 
sity upon  mortar  was  first  brought  out  by  Mr.  Feret,  and  its  in- 
fluence upon  the  concrete,  by  Mr.  William  B.  Fuller.  Various 
tests  have  repeatedly  proved  the  fact  that,  other  things  being 
equal,  the  densest  concrete  and  mortar  have  the  highest  strength. 
For  this  reason  it  is  possible  to  select  aggregates  for  mortars  and 
concrete  by  making  density  tests  of  the  materials  mixed  with 
cement  and  water  in  the  proportions  to  be  used  on  the  job.* 

(9)  Impurities.  Illustrations  of  the  effect  of  impurities  in 
fine  aggregate  are  shown  in  the  preceding  table  of  tests.  Several 
of  these  samples,  notably  Nos.  (13),  (30),  (33)  and  (47),  illus- 
trate cases  of  actual  concrete  failures  due  to  the  impure  sand.f 

A  sand  which  is  too  fine  or  poorly  graded  may  produce  a 
mortar  of  low  strength.  A  sand  which  is  impure  may  produce 
a  mortar  or  concrete  which  will  never  attain  •strength  and,  in 
fact,  which  may  never  properly  harden.  Impurities  which  give 
the  most  trouble  are  of  organic  origin,  usually  of  a  vegetable 
nature.  Case  after  case  has  been  brought  to  the  author  where 
sands,  good  in  appearance  and  apparently  satisfactory,  have  been 
used  in  concrete  which  failed  to  harden  because  of  a  very  small 
quantity  of  impurities  of  this  nature.  Frequently  these  im- 
purities are  in  the  form  of  a  coating  on  the  grains  of  sand. 

TESTS  FOR  ACCEPTANCE. 

The  above  discussion  of  the  variation  in  strength  of  mor- 
tars made  with  different  sands  and  the  table  of  actual  tests 


*  See  ''Laws  of  Proportioning  Concrete",  by  Fuller  and  Thompson, 
Transactions  American  Society  of  Civil  Engineers,  Vol.  LIX,  1907. 

t  The  experience  at  Milford,  N.  H.,  is  described  in  a  discussion  on 
''Imparities  in  Sand  for  Concrete",  Transactions  American  Society  of  Civil 
Engineers,  Vol.  LXV,  1909. 
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show  very  positively  that  sand  or  other  fine  aggregate  should 
always  be  tested.  The  most  satisfactory  test  up  to  the  present 
time  is  the  determination  of  the  strength  of  mortar  made  up  with 
the  cement  and  fine  aggregate  to  be  used  on  the  work  in  compari- 
son with  the  strength  of  identical  specimens  made  in  the  same 
proportions  with  standard  sand.  The  results  are  given  in  terms 
of  a  ratio  or  percentage. 

The  requirements  of  the  Joint  Committee  on  Concrete  and 
Reinforced  Concrete  are  as  follows : 

**Fine  aggregates  should  be  of  such  quality  that  mortar 
composed  of  one  part  Portland  cement  and  three  parts  fine 
aggregate  by  weight  when  made  into  briquets  will  show  a 
tensile  strength  at  least  equal  to  the  strength  of  1 :3  mortar 
of  the  same  consistency  made  with  the  same  cement  and 
standard  Ottawa  sand.  If  the  aggregate  be  of  poorer  qual- 
ity the  proportion  of  cement  should  be  increased  in  the 
mortar  to  secure  the  desired  strength. 

"If  the  strength  developed  by  the  aggregate  in  the  1:3 
mortar  is  less  than  70  per  cent  of  the  strength  of  the  Ottawa- 
sand  mortar,  the  material  should  be  rejected.  To  avoid  the 
removal  of  any  coating  on  the  grains,  which  may  affect  the 
strength,  bank  sands  should  not  be  dried  before  being  made 
into  mortar,  but  should  contain  natural  moisture.  The  per- 
centage of  moisture  may  be  determined  upon  a  separate 
sample  for  correcting  weight.  From  10  to  40  per  cent  more 
water  may  be  required  in  mixing  bank  or  artificial  sands 
than  for  standard  Ottawa  sand  to  produce  the  same  con- 
sistency". 

For  requiring  special  characteristics,  the  fine  aggregate  must 
be  accepted  not  merely  on  passing  the  tests  for  strength,  but  for 
tests  such  as  those  for  permeability  of  the  mortar  and  concrete; 
the  effect  of  different  brands  of  cement;  the  effect  of  frost  action; 
and  the  effect  of  fire.  Characteristics  of  yield,  density,  chemical 
composition,  mechanical  analysis,  and  amount  of  organic  matter, 
are  frequently  required. 
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DI80U8SION 

* 

Mr.  J.  A.  Sitts,*  Assoc.  M.  Am.  Soc.  C.  E.,  calls  attention  to  the  Mr. 
following  statement  made  by  Mr.  Thompson  in  speaking  of  voids  and  Kitto. 
proportioning  with  regard  to  the  voids  in  the  materials,  '  *  this  method  of 
proportioning,  therefore,  is  absolutely  incorrect ' '. 

Mr.  Eitts  has  made  some  tests  on  the  Panama  Canal  with  particular 
regard  to  the  voids  and  can  state  that,  insofar  as  Mr.  Thompson  assumes 
that  any  method  of  proportioning  with  regard  to  the  voids  is  incorrect, 
he  iB  positively  in  error. 

*  Berkeley,  Cal. 
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Mr.  The    Panama    Canal    tests    were    made    by    the    weigh t-volumetrie 

Kitta.  method  of  proportioning,*  which  consists  of  finding  accurately,  by  several 
determinations,  the  specific  gravity  and  percentage  of  voids  of  the 
materials,  from  which  determinations  the  apparent  specific  gravity  is 
computed;  and,  by  use  of  the  apparent  specific  gravity,  weights  of  ma- 
terials may  be  computed  for  any  desired  volumes  or  proportions.  The 
equations  involved  are  as  follows: 

Volume  =  weight  -J-  specific  gravity •  (1) 

Apparent  volume  =  weight  -j-  apparent  specific  gravity  ...  (2) 

App.  sp.  gr.  =  (unit  app.  vol.  —  voids)  specific  gravity  ...  (3) 

A  pp.  vol.  =  weight -T- (unit  app.  vol.  —  voids)  sp.  gr.     .     .     .  (4) 

If  it  is  desired  to  use  a  proportion  of  cement  paste  equal  to  the 
proportion  of  voids  in  the  particular  sand,  the  weight  proportions  cor- 
res(K>nding  to  the  assumed  volumetric  proportions  are  determined  by  the 
following  equation: 

Weight  of  cement    App.  sp.  gr.  cem.  X  prop,  voids  in  sand 


Unit  weight  of  sand  App.  sp.  gr.  sand 


(5) 


If  several  sands  are  being  studied,  the  ratio  of  cement  paste  to  voids 
in  the  sand  may  be  varied,  for  example,  from  0.S5,  0.90,  0.95  to  3.0  etc., 
by  putting  this  figure  in  the  numerator  of  equation  (5).  The  sands  with 
S5<^r  of  the  voids  filled  with  cement  paste  are  comparable;  the  sands 
with  90^r  of  the  voids  filled  with  cement  paste  are  comparable,  and  so 
on.  Tests  of  cement-sand  mortars,  with  various  sands,  in  the  usual  1:3 
weight  pro|K)rtions  are  not  comparable,  as  the  ratios  of  cement  paste  to 
voids  in  the  sands  mav  varv  from  50^  to  loO<^;  soch  tests  are  of 
doubtful  practical  or  scientific  value  and  have  contributed  little  to  the 
knowledge  of  the  laws  of  mixtures. 

Pro|H>rtloning  for  concrete  may  be  done  in  a  similar  manner.  A 
volume  of  rock  equal  to  that  of  the  test  cylinder  may  be  used  for  each 
tost  spei^imon. 

"Wt.  of  rock  to  fill  cyl.  =  App.  sp.  gr.  rock  X  voL  of  cyL       .    .    (6) 
Vol.  of  voids  =  Vol.  cyl.  X  prop,  voids  in  rock (7) 

„,  .   .        ^         ,      Vol.  of  mortar  X  app.  sp.  gr.  sand  ,o\ 

T\\  iirht  of  sand  = ^.-, . — :=-^ *—^ ...     (8) 

1  leld  of  mortar 

,„  .   ^       ^  Vol.  mortar  \  pn^p.  vds,  in  sd.  X  app.  sn.  gr.  cem,      ,^^ 

Woiirht  of  cement  = .'..   ,   -     i — — !— ^- .     (9) 

iield  of  mortar 

The  ••vohime  of  mortar'*,  equations  .S"^  and  9>,  may  be  taken  as 
tNjr.al  to  the  vv^juir.e  of  voids  in  the  measure  of  rock,  or  as  a  fraction  or 
n::;'.::v:o  of  same,  if  it  is  desired  to  use  progressive  pn"»portions  of  mortar 
wi:h  the  rock.     If  it  is  dt*sired  to  use  a  mortar  in  which  the  volume  of 
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eement  paste  is  equal,  for  example,  to  115%  of  the  voids  in  the  sand,    Mr. 
1.15  should  be  used  as  a  multiple  in  the  numerator  of  equation  (9).    The  Kitt»' 
'S'ield  of  mortar''  is  determined  by  experiment  and  should  be  expressed 
as  a  multiple  of  the  apparent  volume  of  sand  used,  this  volume  of  sand 
heing  taken  as  unity. 

These  Panama  Canal  tests  showed  that  an  amount  of  cement  paste 
equal  to  the  voids  in  the  sand  gave  a  mortar  of  minimum  cost  per  unit  of 
strength  and  of  maximum  density,  and  that  with  an  amount  of  mortar 
equal  to  the  voids  in  the  rock,  a  concrete  of  minimum  cost  per  unit  of 
strength  and  of  maximum  density  was  obtained. 

Prof.  Withey's  tests  of  mortars  referred  to  by  Mr.  Thompson  were 
made  in  1:2,  1:3,  1:4  and  1:5  weight  proportions.  A  chart  was  made 
by  Prof.  Withey  showing  the  relative  cost  per  unit  of  strength  of  the 
four  mixtures  of  each  particular  sand.  Mr.  Kitts  computed  the  ratios  of 
weights  of  cement  to  sand  that  would  give  a  volume  of  cement  paste 
equal  to  the  voids  in  the  sand  and  in  9  out  of  14  cases  his  proportions 
agreed  with  Prof.  Withey 's  results. 

The  evidence  shows  that  proportioning  with  regard  to  the  voids  is 
correct  and  it  is  reasonable  to  suppose  that  a  method  based  on  physical 
science,  as  we  know  it,  is  more  apt  to  be  correct  than  any  arbitrary 
method  of  proportioning,  such  as  1:2:4,  1:3:6,  etc.,  or  any  empirical  and 
mechanical  method  of  proportioning,  such  as  proportioning  by  screen 
analysis. 

Mr.  H.  B.  Mnckleston,*  M.  Am.  Soc.  C.  K,  stated  that  he  knew  of  one       Mr. 
particular  case  where  a  certain  concrete  was  proportioned  so  that  there  Muckle«ton. 
were  only  16 14%  of  voids  in  the  mixture,  and  1%  bbls.  of  cement  to  1  yd. 
of  gravel  were  used;  but  the  resulting  concrete  was  found  to  be  worthless 
and  would  crumble  in  the  fingers. 

Upon  making  a  chemical  analysis,  it  was  found  that  strong  tannic 
acid  crystals  prevented  the  setting  of  the  concrete.  This  shows  that  a 
chemical  analysis  is  sometimes  necessary  to  determine  the  properties  of 
an  aggregate. 

Mr.  S.  H.  Orafyt  Jun.  Am.  Soc.  M.  E.,  said  that  all  cities  test  cement,  Mr. 
but  hardly  any  make  tests  of  sand.  Qni. 

Ninety-five  percent  of  the  failures  of  concrete  are  due  either  to  poor 
workmanship  or  to  the  weakness  of  the  aggregate.  Several  weeks,  or  even 
months,  may  be  required  for  testing  an  aggregate  and  it  should  not  be  left 
to  the  last  minute.  For  example,  in  Tillamook  County,  Oregon,  a  concrete 
highway  was  contemplated.  The  sand  for  this  job  was  found,  after  five 
or  six  tests,  to  be  deficient.  The  best  sand  developed  only  35%  of  the 
strength  developed  by  standard  Ottawa  sand.  All  bids  were  rejected, 
because  all  contractors  had  figured  on  using  the  local  sand. 

*  Asst.  Ch.  Engr.,  C.  P.  Rwy.,  Dept.  Natural  Resources,  Calgary,  Alta., 
Canada. 

t  Prof.  Ezper.  Engrg.,  Oregon  State  Agricultural  College,   Corvallis,   Oregon. 
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Hr.  Comparative  tests  of  sand  samples  are  not  always  fair  tests,  if  the 

Graf,  proportions  are  taken  by  weight.  For  example,  tests  of  30  different 
samples  were  made  for  the  State  of  Oregon  by  making  one  to  three 
mortars,  proportioned  by  weight;  but  the  weights  of  these  different 
samples  varied  from  75  lbs.  per  cubic  foot  to  150  lbs.  per  cubic  foot;  con- 
sequently, the  comparisons  were  unfair,  especially  as  the  heaviest  sand 
proved  to  make  the  weakest  mortar.  Tests  made  from  specimens  pro- 
portioned by  volume  showed  better  the  true  nature  of  the  sand  samples. 

2^-  Mr.  Sanford  E.  Thompson,  M.  Am.  Soc.  C.  R,  in  closing,  said  that 

ompson.  ^j^g  discussion  of  the  characteristics  of  voids  by  the  author  of  the  paper 
was  intended  to  call  particular  attention  to  the  need  of  taking  into  con- 
sideration the  actual  and  the  relative  sizes  of  grain  and  the  effect  of 
moisture  in  practice,  and  to  show  that  these  so  affect  the  results  of  any 
sets  of  tests  that,  as. stated,  ''considered  as  a  characteristic  by  itself, 
the  percentage  of  voids  in  an  aggregate  is  of  no  value".  Undoubtedly, 
as  Mr.  Kitts  indicates,  tests  of  voids  for  comparative  examinations  of 
aggregates  under  certain  conditions  are  of  considerable  value,  and  I 
would  refer  the  reader  to  our  book,  ''Concrete,  Plain  and  Reinforced '^ 
for  a  more  complete  treatment  of  the  entire  subject. 
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Some  concrete  casually  made  by  empirical  means  has  in 
some  cases  stood  the  test  of  2000  years  or  more.  It  is  fruitless 
to  enquire  as  to  the  proportion  which  went  to  pieces. 

Today  we  know  with  some  approach  to  precision  how  to 
make  concrete,  and  according  to  the  exercise  of  our  knowledge, 
our  structures  will  last  as  long  as  there  is  any  need  for  their 
existence,  for  it  is  the  fate  of  all  modem  structures  to  be  torn 
down  and  replaced  within  periods  reckoned  not  by  hundreds  of 
years  but  by  units  of  ten. 

Since  the  time  when  Portland  cement  became  accepted  as 
one  of  the  principal  materials  of  construction,  doubts  were  felt 
as  to  its  permanence.  These  doubts  in  the  beginning  were  thor- 
oughly justified.  A  material  prepared  in  the  crudest  way,  with 
wholly  inadequate  knowledge  and  that  picturesque  method  of 
control,  known  as  rule  of  thumb,  and  from  its  nature  and  consti- 
tution, resembling  a  slow  but  highly  eflfective  explosive,  would 
be  false  to  its  genesis  and  properties  if  it  failed  to  provide  a 
plentiful  crop  of  disasters — and  this  it  did. 

Nowadays  the  situation  is  very  diflferent,  not  because 
modern  cement  is  stable  any  more  than  is  any  other  structural 
material,  but  because  the  properties,  uses  and  limitations  of 
cement  are  fairly  well  understood,  and  a  reasonable  amount  of 
care  is  exercised  in  its  employment.  It  would  be  wrong  to 
assume  that  our  present  knowledge  and  skill  are  sufficient  to 
relieve  us  of  anxiety  and  occasional  calamity  in  erecting  struc- 
tures intended  to  be  permanent,  but  we  are  no  longer  in  the 
position  of  speculators  in  a  rather  gambling  stock,  expectant  of 
afaU. 
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In  order  to  discuss  the  question  of  the  probable  life  of 
concrete  structures  made  with  modem  cement,  it  is  necessary 
to  consider  the  chief  causes  which  determine  that  life. 

I  have  drawn  up  a  list  of  such  causes,  which,  though  not 
necessarily  exhaustive,  may  serve  as  a  guide  to  an  orderly 
sequence  in  the  present  paper.  For  convenience  in  this  list, 
ordinary  concrete  is  catalogued  separately  from  reinforced  con- 
crete, although,  of  course,  in  the  majority  of  cases  what  affects 
one  affects  the  other ;  the  probable  life  of  reinforced  concrete  is 
that  of  the  concrete  and  the  reinforcement  severally  and  jointly, 
its  characteristics  as  a  material  sui  generis  influencing  in  one 
direction  or  another  its  capability  of  continuing  existence. 

There  is,  of  course,  no  such  thing  as  a  permanent  structure 
of  whatever  material  it  may  be  made,  and  the  present  enquiry  is 
limited  to  the  consideration  of  how  far  concrete  may  be  re- 
garded as  subpermanent.  I  do  not  think  that  anybody  here  will 
deny  its  right  to  rank  with  the  most  resistant  structural  mate- 
rials known,  and  there  are  many — and  I  include  myself — ^who 
believe  that  it  stands  very  high  in  that  rank  if  applied  with 
knowledge  to  its  proper  purposes.  The  list  of  possible  causes 
of  destruction,  mentioned  above,  is  as  follows : 

A.  Ordinary  concrete   as  distinguished  from  reinforced 
concrete : 

(1)  bad  cement, 

(2)  bad  aggregate, 

(3)  bad  proportions, 

(4)  bad  mixing, 

( 5 )  bad  workmanship, 

(6)  bad  design, 

(7)  external  violence, 

(8)  fair  wear  and  tear, 

(9)  action  of  saline  solutions, 

(10)  action  of  acids, 

(11)  electrolysis. 

B.  Eeinforced  concrete. 

All  the  foregoing  causes  of  destruction  are  operative 
towards  reinforced  concrete  as  well  as  plain  concrete.  In 
addition  there  are : 
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(1)  corrosion   of  reinforcement   direct   or   by   elec- 
trolysis, 

(2)  cracking  due  to  monolithic  character  or  possibly 
to  stresses  between  the  concrete  and  the  reinforcement. 

The  term  "modern  cement,''  which  forms  part  of  the  title 
of  this  paper,  should  rule  out  bad  cement,  but  unfortunately  it 
does  not.  The  best  modern  cement  made  of  suitable  raw  mate- 
rials, intimately  mixed,  thoroughly  burnt  and  finely  ground,  is 
as  dependable  a  material  as  can  be  prepared  until  the  time 
comes  when  all  cement  is  made  by  fusing  the  constituents  in  a 
sort  of  super-blast-furnace,  a  method  tried  some  years  ago  in 
the  United  States,  and  one  which  I  have  long  regarded  as  the 
rational  advance  on  the  present  rotatory  process.  But  these 
conditions  of  excellence  are  not  always  fulfilled.  Chiefly  be- 
cause of  the  endeavour  to  obtain  large  outputs  of  cement  per 
unit  of  plant,  the  control  of  proportions  is  sometimes  inac- 
curate, the  burning  not  uniform  and  the  grinding  not  only 
coarser  than  is  desirable  but  *' gritty.''  Such  cement  fails  in 
respect  of  the  first  quality  absolutely  essential  to  the  stability 
of  any  structure  of  which  it  forms  part — it  is  not  sound.  Quite 
useless  is  it  to  say  that  such  unsound  cement  has  been  used  and 
the  structures  made  with  it  are  standing ;  the  point  of  interest 
is  how  many  have  fallen  down.  Further  there  is  the  pregnant 
question  whether  a  buyer  will  not  insist  on  a  material  which 
is  certain  to  be  free  from  vice,  or  whether  for  the  convenience 
of  the  seller  he  will  trust  to  luck.  Generally,  the  man  who  pays 
can  and  will  get  what  he  wants.  It  may  be  confidently  said  that 
given  careful  manufacture,  rigid  inspection  and  thorough  test- 
ing to  a  searching  specification,  modern  cement  can  be  obtained 
free  from  all  inherent  vice,  and  that  structures  of  which  it 
forms  part  will  not  be  brought  to  a  premature  end  by  internal 
treachery. 

Bad  aggregate  is  a  fruitful  source  of  trouble,  and,  simple 
as  it  is  in  a  specification  to  say  that  the  aggregate  shall  be 
** suitable,  clean,  sharp,  well  washed",  and  so  on,  it  is  not 
always  easy  to  get  such  an  aggregate  at  a  reasonable  price. 
Local  material  must  almost  always  be  used,  and  it  may  be  of 
the  most  diverse  description.  The  one  property,  which  is  in- 
dispensable, is  that  it  must  be  chemically  stable  under  the  con- 


226  LIFE  OF  CONCRETE  STRUCTURES 

ditions  in  which  it  is  to  be  used.  It  does  not  follow  absolutely 
that  the  aggregate  shall  be  stable  per  se,  though  it  is  mueh 
better  that  it  should  be;  there  are  materials  which  oxidise,  or 
which  weather,  that  may  on  occasion  act  as  a  serviceable  aggre- 
gate, but  only  urgent  necessity  will  sanction  their  use.  Thus,  in 
general,  rocks  containing  pyrites  should  be  avoided,  but  it 
would  be  pedantic  to  reject  a  granite  or  a  hard  limestone  on  the 
sole  ground  that  specks  of  pyrites  are  present.  Not  merely  the 
amount  and  size  of  the  enclosed  pyrites  should  be  considered; 
naturally  a  rock  containing  marcasite  is  ipso  facto  suspect.  In 
such  cases,  petrological  methods  of  examination  should  be  used. 
Similarly,  slags,  such  as  copper  slag  containing  much  ferrous 
silicate,  may  well  be  used  if  their  silica  content  is  high  enough ; 
generally,  such  slags  lie  in  dumps,  and  have  so  lain  for  years, 
and  their  behaviour  during  exposure  to  weather  is  a  great  guide 
The  same  remark  applies  to  blast  furnace  slag.  Analysis  is 
very  helpful  if  the  results  are  carefully  interpreted,  but  the 
behaviour  of  the  material  on  the  dump  is  even  better.  I  have 
seen  a  considerable  quantity  of  concrete  destroyed  by  the  use  of  a 
slag  aggregate  containing  calcium  sulphate  derived  from  calcium 
sulphide  in  a  fairly  basic  blast-furnace  slag,  and  in  this  instance 
analysis  would  have  detected  the  destructive  agent,  and  saved 
much  trouble  and  expense.  Speaking  generally,  substances  con- 
taining sulphates  or  sulphides,  capable  of  oxidation  under  work- 
ing conditions,  are  so  dangerous  that  their  use  should  not  be 
tolerated,  and  the  need  of  this  restriction  can  be  the  better  real- 
ized when  it  is  remembered  that  1%  of  SO3,  calculated  on  the 
aggregate,  may  mean  5%  or  more  on  the  cement.  Perhaps,  of 
all  the  materials  used  as  aggregate,  the  most  dangerous  is  coke 
breeze.  Mind,  I  do  not  say  injurious,  I  say  dangerous!  The 
danger  lies  in  the  fact  that  some  samples  contain  an  abundance 
of  sulphates,  and,  on  account  of  the  porous  nature  of  the  breeze, 
these  are  readily  extracted,  and  do  their  deadly  work  on  the 
cement.  No  sample  of  breeze  should  be  used  as  an  aggregate 
unless  it  has  been  analyzed  and  tested.  Unless  the .  strictest 
supervision  of  this  kind  is  exercised,  disaster  is  courted.  Aggre- 
gate may  be  mechanically  as  well  as  chemically  bad,  but  exactly 
how  to  define  that  badness  is  not  easy.  Such  obvious  defects 
as  softness,  cracks  or  excessive  smoothness  need  no  more  than 
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mention,  but  how  far  a  ** dirty''  aggregate  carries  its  own  eon- 
denmation,  is  a  more  difficult  matter  to  decide.  It  may  safely 
be  said  that  clayey  matter  round  the  coarser  lumps  will  prevent 
a  proper  bond,  but  the  effect  of  a  moderate  amount  of  clayey 
matter  in  the  sand  is  not  necessarily  harmful.  Like  most  prac- 
tical things,  it  is  eminently  a  matter  to  be  settled  by  trial,  and 
test  cubes  of  the  proposed  aggregate  compared  with  similar 
cubes  of  some  aggregate  recognised  as  a  standard,  such  as 
granite  chips  and  clean  sand,  will  decide  the  point.  Four  other 
causes  of  short  life  for  a  concrete  structure,  viz.,  bad  propor- 
tions, bad  mixing,  bad  workmanship  and  bad  design,  call  for 
little  comment  except  this,  that  evil  as  are  all  these  for  ordinary 
concrete,  they  are  ten  times  worse  for  reinforced  concrete,  be- 
cause, while  ordinary  concrete  is  generally  used  in  considerable 
masses,  a  structure  of  reinforced  concrete  is  a  more  delicate 
affair  in  which  all  four  sources  of  mischief  have  a  greater  say. 
Particularly  is  this  the  case  in  respect  of  bad  proportions  and 
bad  workmanship.  All  reinforced  concrete  should  be  as  nearly 
impervious  as  can  be  contrived,  as  it  is  of  the  utmost  importance 
to  protect  the  reinforcement ;  and  although  it  is  true  that  iron 
is  protected  in  an  alkaline  medium,  yet  reliance  should  not  be 
placed  on  that  alone ;  it  is  far  sounder  practice  to  make  concrete 
of  all  kinds,  and  especially  reinforced  concrete,  as  nearly  water- 
tight as  is  practically  possible. 

The  life  of  concrete  structures  may  be  shortened  by  causes 
which  are  external  to  itself.  The  violence  of  wind,  wave  and 
earthquake,  the  effect  of  the  subsidence  of  the  soil,  in  fact,  all 
those  things  which  in  legal  phraseology  are  called  **the  acts  of 
God,"  because  they  are  incomprehensible,  will  destroy  any 
structure  however  well  made.  But,  in  practical  affairs,  one  does 
not  legislate  for  the  infinite,  and  is  content  to  make  structures 
80  good  that  ordinary  natural  violence  will  have  little  effect. 
The  simplest  and  most  important  case  is  that  of  making  har- 
bours which  must  resist  all  these  natural  forces.  Thanks  to  our 
harbour  engineers,  a  fair  degree  of  success  has  been  attained, 
largely  empirically.  Putting  aside  for  the  moment  the  question 
of  the  quality  of  the  cement,  over  which  in  former  times  they  had 
little  control,  they  understood  in  some  degree  that  the  concrete 
must  be  strong  and  dense,  and,  by  proportioning  the  aggregate, 
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obtained  a  material  which  complied  fairly  with  these  require- 
ments. But  accurate  measurement  of  voids  and  the  knowledge 
that  ordinary  good  concrete  of  about  1 : 6  may,  and  often  does, 
contain  30%  of  voids,  have  not  been  so  generally  utilized  as  to 
prevent  failures  which  are  traceable  to  erosion  and  corrosion  by 
the  sea.  It  is  not  enough  that  a  block  of  concrete  should  be 
strong ;  it  must  be  as  nearly  as  possible  impervious  and  impene- 
trable. As  I  have  said  above,  the  need  for  these  qualities  in 
reinforced  concrete  is  vastly  more  urgent;  reinforced  concrete 
has  a  vulnerable  skeleton,  and  its  exo-skeleton  must  be  perfect. 
Pair  wear  and  tear  is  only  a  mild  case  of  external  mechanical 
violence,  and  need  not  be  further  considered. 

A  particular  form  of  external  violence  is  the  action  of  fire 
in  any  serious  conflagration.  It  has  been  frequently  stated  that 
concrete  structures  are  substantially  fireproof,  and,  as  far  as 
inflammability  is  concerned,  this  is  true,  but  it  must  be  remem- 
bered that  set  cement  is  a  substance  containing  combined  water 
and  carbonic  acid,  and  that  these  are  expelled  at  a  compara- 
tively moderate  temperature.  It  might  be  naturally  supposed 
that  a  structure  exposed  to  fire  would  be  seriously  weakened 
by  the  decomposition  of  the  essential  cementitious  constituents, 
and  this  surmise  is  of  course  correct.  But,  for  all  that,  the 
amount  of  deterioration  is  less  than  one  would  think  likely,  and 
the  appended  table  shows  the  results  of  a  few  experiments 
made  on  a  cement  mortar  in  the  usual  proportions  of  3  to  1 
by  weight. 

Test  pieces  were  heated  for  1  hour  at  the  following  tem- 
peratures : 

Temperature       %  Loss  calculated 
Cent.  on  Cement. 

100 5.32 No  appreciable  effect. 

200 14.12 ''  "  «' 

300 16.68 ''  "  *' 

400 16.56 ''  ''  " 

500 17.96 "  "  *' 

600 21.92 Sound— weak  at  edges. 

700 22.24 Sound— friable. 

800 25.68 Sound— distinctly  friable. 

900 25.08 Sound— distinctly  friable. 

1000 24.36 Sound— very  weak. 

1100 25.40 Sound— very  weak. 
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The  fact  that  the  last  four  figures  do  not  show  a  progressive 
increase  at  the  temperature  rises  is  due  to  different  test  pieces 
being  used,  which,  although  of  the  same  gauging,  were  neces- 
sarily not  identical. 

In  no  case,  even  at  the  highest  temperature,  were  there  any 
signs  of  disintegration  or  flying,  and  no  mechanical  loss  occurred 
during  the  test. 

Composition  of  test  pieces,  3  standard  sand  to  1  Portland 
cement  by  weight.    Age  3  months. 

It  will  be  seen  that  up  to  a  temperature  of  500°  C.  there  is 
no  appreciable  alteration,  and  even  beyond  that  the  test  pieces 
show  considerable  stability,  a  circumstance  which  is  reassuring 
from  the  point  of  view  of  that  most  important  question  of  fire- 
proof construction.  Before  accepting  such  a  conclusion  unre- 
servedly, however,  it  must  be  remembered  that  the  tenderest 
members  of  reinforced  concrete  are  the  steel  reinforcements, 
and  that  if  the  heat  penetrates  the  envelope  of  concrete  suffi- 
ciently to  soften  the  steel,  the  destruction  of  the  building  will 
occur  exactly  as  in  the  case  of  an  ordinar}'  steel  frame  building. 

Shortening  of  the  life  of  concrete  by  chemical  action  of 
external  origin,  which  for  the  purpose  of  a  list  I  have  put  under 
three  headings,  may  be  conveniently  considered  under  one.  A 
great  number  of  investigators,  including  many  honoured  names, 
from  the  time  of  the  pioneers  Vicat  and  Michaelis  to  the  time 
of  those  living,  to  whom  it  would  be  an  impertinence  to  refer, 
have  applied  themselves  to  determine  what  is  the  probable  or 
presumptive  life  of  concrete,  and,  on  account  of  the  practical 
importance  of  the  problem,  have  chiefly  concerned  themselves 
with  the  action  of  one  saline  solution.  The  destruction  of  con- 
crete by  seawater  has  always  been,  since  the  days  when  Port- 
land cement  first  began  to  be  used,  a  matter  of  much  concern 
to  engineers  engaged  in  maritime  works,  and,  even  as  lately  as 
30  years  ago,  much  confusion  of  mind  existed.  Thus,  because 
magnesia  was  found  to  be  a  predominant  constituent  of  various 
incrustations  and  exudations  on  sea  work,  the  erroneous  con- 
clusion was  drawn  that  it  was  derived  from  the  cement,  and 
anxiety  was  felt  concerning  what  could  be  considered  the  per- 
missible limit  for  magnesia  in  cement.  Of  course,  it  is  now 
common  knowledge  that  the  magnesia  found  has  been  formed 
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from  the  seawater  by  the  action  on  it  of  the  lime  of  the  cement, 
and  that  the  small  quantities  of  magnesia  normally  present  in 
Portland  cement  of  good  quality  are  without  influence  in  these 
cases  of  injury.  I  do  not  propose  to  deal  in  detail  with  the  de- 
structive action  on  cement  of  magnesium  salts  and  calcium 
sulphate  in  seawater,  as  the  mechanism  of  the  reactions  in  which 
they  take  part  has  been  thoroughly  studied  by  many  able  chem- 
ists, and  their  work  is  part  of  our  general  knowledge,  but  I 
propose  to  state  shortly  what  my  own  analyses  and  experiments 
have  led  me  to  regard  as  the  chief  causes  of  the  premature 
injury  and  shortened  life  of  sea  works  made  of  concrete,  and, 
in  the  first  instance,  I  will  deal  with  ordinary  concrete. 

It  may  be  accepted  that  the  heaviest  and  most  important 
work  is  block  work,  and  in  this  case  the  cement  has 
ample  time  to  harden  before  it  is  exposed  to  the  sea. 
From  consideration  of  expense,  it  is  sometimes  desired 
to  use  a  comparatively  poor  mixture,  but  I  cannot  help 
thinking  that  the  saving  is  dearly  bought.  In  fact,  the 
one  indispensable  condition  for  a  long  life  for  work  ex- 
posed to  the  sea  is  the  denseness  and  imperviousness  of  the 
concrete,  and  this  is  diflScult  to  secure  unless  the  cement  is  used 
liberally.  It  is  impossible  to  fix  a  proportion,  as  that  will  de- 
pend on  the  aggregate.  Every  case  must  be  judged  for  itself, 
the  voids  determined  experimentally  and  enough  cement  used 
to  fill  them.  Whenever  any  good  form  of  puzzolanic  material, 
such  as  trass  and  the  like,  is  available  it  should  certainly  replace 
a  part  of  the  sand,  for  its  use  in  forming  a  calcium  silicate  with 
the  lime,  normally  set  free  during  the  setting  of  Portland  ce- 
ment, is  undoubtedly  of  value,  much  conducing  to  the  obtain- 
ment  of  that  imperviousness  which  is  a  necessary  condition  for 
sound  and  lasting  work.  It  should  not  be  overlooked  that  any 
puzzolanic  material  can  fulfil  two  functions.  If  coarsely  ground, 
it  acts  partly  as  an  aggregate  like  sand,  and  it  is  only  when 
ground  as  finely  as  the  cement  itself  that  its  full  activity  as  a 
cementitious  material  comes  into  play.  There  is  no  objection  to 
the  use  of  coarse  puzzolana  if  the  supply  is  abundant  and  local, 
but,  if  it  has  to  be  brought  from  a  distant  place,  it  is  evidently 
uneconomical  to  use  part  of  it  for  a  purpose  equally  well  ful- 
filled by  an  inert  material  like  sand.    In  some  cases,  it  might 
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be  desirable  to  grind  the  puzzolana  and  cement  together  to  an 
equal  fineness.  This  plan  has  been  objected  to  by  many  en- 
gineers as  being  equivalent  to  an  adulteration  of  the  cement, 
bnt  this  view  I  hold  to  be  mistaken  if  the  mixture  is  sold  under 
its  own  name,  and  the  proportions  of  the  two  materials  are 
stated.  Many  laudable  attempts  have  been  made  to  obtain 
imperviousness  by  the  addition  of  the  most  various  materials, 
snch  as  barium  salts,  soap  and  fatty  or  mineral  oils,  but,  though 
some  of  these  are  of  value,  under  special  circumstances,  they 
have  not  as  yet  shown  themselves  suitable  for  the  heavy  sea- 
work  now  being  spoken  of;  at  present  there  is  nothing  better 
than  ordinary  concrete  made  with  most  carefully  chosen  and 
graded  aggregate,  with  the  addition  of  trass  if  local  conditions 
allow,  and  an  ample  proportion  of  cement.  Concrete  made  thus 
can  only  be  attacked  on  the  surface,  and  its  destruction  by 
percolation  is  well-nigh  impossible.  To  state  its  probable  length 
of  life  would  be  a  rash  attempt;  in  my  view  it  should  last 
indelSnitely,  in  fact,  until  the  harbour  or  other  marine  work  had 
become  obsolete. 

When  concrete  has  to  be  cast  in  situ  opportunity  for  setting 
undisturbed  is  sometimes  but  poor,  as  compared  with  that  of 
blockwork,  but  the  same  principles  hold  good,  with  the  one 
addition  that  the  setting  time  should  be  the  minimum  which 
will  allow  the  material  being  got  into  position  without  disturb- 
ing or  working  it  after  setting  has  begun.  Seawater  is  by  far 
the  most  abundant  saline  solution,  and  contains  those  salts, 
magnesium  salts  and  sulphates,  whieh  are  most  harmful  to 
cement.  What  has  been  said  of  it  applies  to  most  other  saline 
solutions  which  are  likely  to  be  harmful,  and  the  precautions 
already  mentioned  apply  in  such  cases.  Of  course,  there  are 
special  instances  of  injury  by  such  salts  as  sulphate  of  iron  or 
the  mixed  metallic  sulphates  found  in  mine  waters,  but  the 
nature  of  their  attack  is  similar,  and  they  are  of  too  special 
a  character  to  warrant  more  than  mention  in  a  paper  dealing 
with  the  life  of  concrete  structures  in  general.  There  is  a  com- 
mon belief  that  salts  in  the  act  of  crystallizing  may  expand  and 
thus  injure  a  structure  of  which  they  occupy  the  interstices.  I 
have  determined  the  amount  of  expansion  of  three  typical,  easily 
soluble  salts  and  find  the  following  results : 
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(1)  Supersaturated  solution  of  sodium  sulphate. 
Expansion  on  crystallizing 1.45%  by  volume. 

(2)  Saturated  solution  of  magnesium  sulphate. 
Contraction  on  crystallizing 0.14%  by  volume. 

(3)  Supersaturated  solution  of  sodium  thiosulphate. 
Contraction  on  crystallizing 0.37%  by  volume. 

I  do  not  think  that  much  importance  need  be  attached  to 
the  view  that  concrete  is  injured  materially  by  the  crystalliza- 
tion of  salts  in  its  crevices,  for  the  crystals — even  when  they  do 
connote  an  increase  of  volume — are  mechanically  weak,  and  can 
exercise  but  little  disruptive  effect.  It  is  the  chemical  action  of 
saline  solutions  which  is  to  be  feared  and  guarded  against. 

Destruction  of  concrete  by  axsids,  and  by  this  term  acid 
salts  are  included,  stands  on  a  different  footing.  Obviously, 
strong  acids  turned  to  waste  from  a  chemical  works  will  destroy 
so  calcareous  a  material  as  cement,  and  if  the  acid  is  sulphuric 
acid,  destruction  will  proceed  after  the  acid  has  been  neutral- 
ized. But  there  are  less  obvious,  though  very  real,  causes  of 
destruction.  Many  putrescent  matters,  such  as  sewage,  will 
give  off  gases  containing  sulphur,  and  these,  under  suitable  con- 
ditions, will  oxidise  and  produce  sulphurous  acid,  and,  ulti- 
mately, sulphuric  acid ;  or,  alternately,  will  form  sulphides,  such 
as  calcium  sulphide  or  ferrous  sulphide,  which  in  due  course, 
oxidise  to  the  corresponding  sulphates  and  injure  or  destroy 
any  cement  with  which  they  may  come  in  contact.  It  has  been 
observed  that  with  sewage  of  this  kind  flowing  through  concrete 
pipes  the  invert  may  be  unaffected,  while  the  arch  is  seriously 
attacked.  The  explanation  generally  accepted  is  that  hydrogen 
sulphide,  or  some  gaseous  organic  sulphide,  is  generated  from 
the  liquid,  and  coming  in  contact  with  the  upper  part  of  the 
pipe  forms  sulphides,  which  are  oxidised  to  sulphates  by  the  air 
above  the  level  of  the  liquid.  As  the  source  of  the  sulphides, 
and  therefore  of  the  sulphates,  is  continuous,  attack  by  the  lat- 
ter proceeds,  with  the  result  that  the  part  of  the  pipe  which  is 
not  immersed  may  suffer  severe  corrosion.  To  predict  the  life 
of  such  a  pipe  is  evidently  impossible.  It  is  impracticable  to 
prevent  access  of  air  and  to  turn  the  whole  sewer  into  a  septic 
tank,  and  the  only  reasonable  course  is  to  use  some  other  kind 
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of  pipe  where  the  conditions  mentioned  are  known  or  suspected, 
or  to  face  the  expense  and  trouble  of  occasional  repairs. 

Closely  connected  with  corrosion  of  concrete  by  acids, 
actual  or  potential,  is  attack  by  electrolysis.  All  cement  con- 
tains a  small  quantity  of  alkali,  and  this  is  an  excellent  electro- 
lyte and  will  serve  to  convey  such  a  current  as  may  be  straying 
from  a  lighting  or  power  circuit.  Instances  have  been  recorded 
of  destruction  of  concrete  by  such  stray  currents,  and  in  this 
case,  again,  prediction  of  a  probable  life  of  the  structure  is 
clearly  impossible.  But  stray  currents  are  not  in  the  same  cate- 
gory, as  wind  and  wave  and  earthquake,  and  their  divagations 
should  be  prevented  by  proper  insulation.  To  regard  them  as 
inevitable,  like  the  rain,  is  not  the  attitude  of  mind  of  the  elec- 
trical engineer,  and  it  is  to  him  that  we  must  look  for  preven- 
tion. Suggestions  to  make  the  concrete  waterproof,  where  there 
is  a  possibility  of  electrical  leakage,  are,  however,  well  worth 
consideration,  and  in  such  cases,  which  should  be  rare,  a  sheath 
of  some  asphaltic  material,  such  as  is  used  for  damp-proof 
courses,  would  be  serviceable.  But  it  cannot  be  too  clearly  said 
that  this  is  the  wrong  principle  to  go  on ;  it  should  not  be  neces- 
sary to  protect  concrete  from  stray  currents,  because  those 
errant  currents  should  be  kept  in  their  narrow  channel. 

The  quality  of  cement  for  reinforced  concrete  must  be  at 
least  as  good  as  that  for  ordinary  concrete,  and,  if  possible, 
should  be  better.  This  is  not  because  the  latter  should  not  be 
as  near  perfection  as  the  maker  -can  achieve,  but  because  Port- 
land cement  for  reinforced  concrete  is,  as  it  were,  a  pioneer  of 
progress,  and  what  is  a  special  brand  for  such  purposes  today 
will  be  the  ordinary  commercial  article  tomorrow.  Turning  to 
steel,  as  the  other  partner  of  the  association,  one  may  say  that 
no  better  example  of  the  advantage  of  that  scientific  direction 
which  is  now  applied  to  Portland  cement  could  be  found  than 
in  the  case  of  the  steel,  and  it  is  signifi<;ant  that  the  metal,  the 
more  difficult  of  the  two  to  manufacture,  was  being  made  of 
good  and  uniform  quality  before  chemical  principles  were  recog- 
nised and  acted  on  in  the  manufacture  of  Portland  cement. 
Thanks  to  the  fact  that  for  some  forty  years  the  regulation  of 
the  composition  has  been  in  the  hands  of  the  chemist,  little  is 
left  to  be  desired  in  the  modern  commercial  product.    Of  course. 
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cases  have  occurred,  and  will  occur,  of  careless  manufacture 
and  inspection  where  brittle  and  inferior  material  has  foimd 
its  way  into  the  work,  but  they  are  not  numerous  and  only  rank 
with  such  failures  as  arise  in  all  structures.  Good  as  modern 
mild  steel  is,  it  may  be  properly  asked  whether,  in  some  cases 
at  least,  steel  of  a  higher  grade  and  greater  tensile  strength  may 
be  advantageously  used,  and  I  think  that  most  of  us  will  assent 
to  this.  This  applies  to  ordinary  structures  and  is,  of  course, 
obligatory  for  such  buildings  as  safe  deposits  where  the  metal 
must  not  only  have  a  good  temsile  strength,  but  be  so  hard  as  to 
be  practically  undrillable. 

Turning  now  to  reinforced  concrete  one  may  say  that  all 
the  causes  of  attack,  and  consequently  shortened  life,  which 
have  been  discussed  under  the  heading  of  ordinary  concrete, 
are  valid  equally  with  reinforced  concrete,  and,  in  addition, 
there  are  some  other  causes  peculiar  to  reinforced  concrete.  In 
practice,  the  reinforcement  consists  of  steel  in  some  form,  and  is 
subject  to  the  same  corrosion  as  steel  in  other  structures.  By  a 
very  fortunate  circumstance,  cement  is  an  alkaline  substance 
and  the  metal,  iron,  in  an  alkaline  medium  does  not  rust.  These 
comforting  facts  do  not  warrant  the  deduction  that  the  steel 
reinforcement  is  immune  from  corrosion.  That  is  true  only  if  it 
is  completely  enclosed  with  concrete  which  is  fully  in  contact 
with  it  and  is  free  from  fissures,  a  cogent  reason  for  the  use  of 
concrete,  for  reinforced  work,  of  a  higher  grade  than  that  gen- 
erally necessary.  It  is  highly  desirable  that  the  concrete  should 
not  only  be  without  fissures,  but  should  be  impervious.  The 
advantages  in  preventing  the  percolation  of  any  saline  or  cor- 
rosive substance  are  so  great  that  the  extra  trouble  and  cost 
are  well  repaid. 

The  question  of  the  probable  life  of  reinforced  concrete  has 
formed  one  of  the  topics  of  a  Committee  of  the  Institution  of 
Civil  Engineers,  of  which  the  writer  has  the  honour  to  be  a  mem- 
ber. At  the  request  of  the  Committee  I  contributed  a  memo- 
randum in  February,  1910,  which  runs  as  follows : 

**  There  are  two  matters  affecting  the  stability  and  perma- 
nence of  reinforced  concrete  which  appear  to  me  to  be  of  special 
importance. 

**The  first  is  the  risk  of  destruction  of  the  cement  in  the 
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concrete,  and  of  corrosion  of  the  steel  constituting  the  reinforce- 
ment ;  the  second,  the  stresses  due  to  expansion  of  the  concrete 
and  the  steel,  and  to  the  diflference  in  the  value  of  the  co-eflScient 
of  expansion  of  the  two  materials. 

**The  likelihood  of  the  attack  of  the  cement  itself  depends 
on  the  same  conditions  as  determine  whether  ordinary  concrete 
—unreinf  orced — ^is  attacked,  but  as  the  thickness  of  the  concrete 
over  the  reinforcement  is  usually  small,  it  is  evident  that  even 
more  care  must  be  bestowed  on  the  avoidance  of  those  condi- 
tions than  in  the  case  of  concrete  in  large  masses,  where  the 
surface  of  attack  is  relatively  smaller.  With  regard  to  the  steel, 
the  risk  of  corrosion  is  primarily  dependent  on  the  continued 
access  of  water  to  the  steel.  Mere  moisture  left  in  the  concrete 
after  its  preparation,  or  any  stationary  water,  is  of  small  conse- 
quence, because  that  water  soon  becomes  saturated  with  lime 
and  forms  an  alkaline  medium  excellently  adapted  for  the  pres- 
ervation of  steel.  But  continued  access  of  water,  involving  any- 
thing approaching  a  flow  of  water,  will  remove  this  preservative 
lime,  and  cause  the  customary  rusting  of  steel  exposed  to  water. 
It  follows  that  the  concrete  of  armoured  concrete  must  be  prac- 
tically impervious.  This  need  for  imperviousness  has  been  rec- 
ognised in  practice  by  making  the  concrete  rich  in  cement,  but, 
as  far  as  I  know,  no  measurements  of  the  permeability  of  the 
mixtures  ordinarily  employed  have  been  published.  Such  ex- 
periments as  I  have  carried  out  have  been  directed  to  a  diflferent 
end,  and  have  been  made  with  mixtures  of  cement  and  standard 
sand,  and  go  to  show  that,  though  at  first  pervious,  such  mix- 
tures soon  become  moderately  watertight.  Similar  experiments 
with  concrete  composed  of  cement,  sand,  and  small  stones,  such 
as  is  ordinarily  used  for  reinforced  concrete,  would  be  useful. 
Impermeability  of  reinforced  concrete,  whilst  desirable  in  all 
cases,  becomes  of  great  importance  in  structures  immersed  in 
fresh  water,  and  imperative  for  those  in  sea  water. 

**The  co-efficient  of  expansion  by  heat  of  mild  steel  is  well 
known,  the  figures  generally  accepted  being  0.0000069  per  de- 
gree Fahrenheit.  That  of  concrete  varies  somewhat  with  the 
composition,  but  for  a  1:2:4  mixture  is  usually  taken  at 
0.0000055  per  degree  P.  For  a  mixture  of  1  of  Portland  cement 
to  1  of  sand,  I  have  found  0.0000053  per  degree  F.  wet  and 
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0.0000073  per  degree  F.  dry.  These  values  are  so  similar  that 
the  stresses  resulting  from  their  difference  are  small.  But  the 
stresses  due  to  the  two  materials  regarded  as  a  whole  in  a  struc- 
ture hindered  from  expansion  may  be  considerable,  and  should 
certainly  be  computed  in  cases  where  the  structure  is  exposed 
to  a  large  range  of  temperature.  Further,  there  are  no  data 
(so  far  as  I  have  been  able  to  ascertain)  concerning  the  altera- 
tion of  length  of  concrete  which  takes  place  by  alteration  of 
wetness  and  dryness.  If  this,  as  seems  probable,  is  considerable, 
serious  stresses  may  arise,  both  in  a  structure  not  free  to  expand 
and  between  the  concrete  and  its  reinforcement.  Experimental 
investigation  of  this  question  appears  to  me  to  be  desirable." 

After  five  years,  I  think  that  this  brief  summary  states  not 
unfairly  the  conditions  which  influence  the  stability  of  rein- 
forced concrete,  and  indicates  the  directions  in  which  precau- 
tions should  be  taken.  Since  that  time  many  experiments  have 
been  made,  but-they  are  not  so  conclusive  as  might  be  wished. 
At  the  instance  of  the  Committee  of  the  Institution  of  Civil 
Engineers,  referred  to  above,  experiments  were  made  at  the 
National  Physical  Laboratory  with  a  view  to  determine  the  rate 
of  percolation  and  the  alteration  of  strength,  but  the  results 
are  irregular  and  will  not  serve  as  a  useful  guide.  It  is  highly 
desirable  that  a  full  set  of  tests  should  be  made  to  obtain  reli- 
able data  on  these  two  points,  viz.,  rate  of  percolation  and  alter- 
ation of  strength  of  reinforced  concrete ;  and,  in  both  cases,  the 
test  pieces  must  be  prepared  by  an  operative  accustomed  to  such 
work,  and  carrying  it  out  as  it  would  be  carried  out  in  practice 
under  proper  supervision.  As  far  as  I  know,  np  reliable  data 
obtained  by  experiment,  as  distinct  from  observation,  are  ex- 
tant, showing  whether  reinforcing  steel  will  corrode ;  and  here 
again,  a  full  set  of  tests  should  be  made.  Casual  observations  of 
the  condition  of  the  metal  in  reinforced  concrete  which  has  been 
exposed  to  severe  natural  conditions  are  of  the  utmost  value, 
but  we  want  something  more  than  that.  We  want  definite  facts 
which  will  tell  us  what  is  the  prospect  of  life  of  reinforced  con- 
crete properly  and  carefully,  but  not  meticulously,  made,  when 
it  is  exposed  to  the  most  drastic  conditions  which  it  will  be 
called  upon  to  endure  in  practice;  and  one  of  the  governing 
factors  is  the  non-rusting  of  the  steel.    A  priori,  there  should  be 
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no  rusting,  but  argument  a  priori  is  the  most  dangerous  form  of 
nonsense  I  know  of.    In  matters  of  this  material  importance,  it 
is  not  sufficient  to  come  to  a  conclusion  on  general  principles 
alone,  bnt  these  must  be  used  in  conjimction  with  experimental 
data  as  accurately  obtained  and  obtained  over  as  long  a  period 
as  practical  requirements  allow.     And  here  let  me  plead  for 
long  time  tests.    It  is  true  that  they  may  be  useless  and  obsolete 
before  their  term  is  out,  20  years,  50  years  it  may  be,  not  much 
in  the  life  of  a  structure,  but  the  trouble  and  cost  of  making 
them  is  trifling,  and  sometimes  their  results  are  priceless.    Let 
us  build  for  posterity  in  this  matter ;  it  is  easy  for  them  to  dis- 
card our  juvenile  ideas,  but  now  and  then  they  may  find  some^ 
thing  good  like  the  **Principia"  or  an  older  book.     With  the 
knowledge  of  this  date,  it  seems  fairly  certain  that  little  fear 
need  be  felt  of  steel  reinforcement  rusting  when  well  embedded 
in  good  non-pervious  concrete  of  adequate  thickness,  even  when 
the  structure  is  exposed  to  seawater  or  other  saline  solutions, 
but  the  case  is  altered  when  the  concrete  is  exposed  to  elec- 
trolysis.   As  has  been  mentioned  above,  cases  have  been  ob- 
served of  the  destruction  of  ordinary  concrete  by  electrolysis, 
and  the  risk  of  injury  to  that  is  small  compared  with  the  likeli- 
hood of  destruction  of  reinforced  concrete  by  the  same  cause. 
The  advantage  of  an  alkaline  medium  may  disappear,  and  the 
steel  reinforcement  serving  as  a  positive  electrode  may  be  at- 
tacked by  all  the  negative  ions  of  the  electrolyte.     Corrosion 
will  be  rapid,  and  the  stresses  exerted  by  iron  rusting  are  known 
to  be  large,  though  they  have  never  been  computed.    It  must  be 
remembered  that  it  is  not  necessary  for  there  to  be  a  direct  elec- 
trical leak  from  the  inside  to  the  outside  of  the  concrete.  Wher- 
ever the  current  flows  there  must  be  a  drop  of  potential,  and  as 
the  joints  between  the  metallic  members  are  electrically  poor,  it 
is  certain  that  at  all  those  points  corrosion  must  occur.    In  a 
modem  structure  honeycombed  by  electric  leads,  most  serious 
results  may  occur  from  such  unsuspected  cause,  and  the  mischief 
may  be  wrought  secretly  and  effectively,  quite  nullifying  any 
reasonable  presumption  of  the  life  of  the  structure. 

There  is  another  fact  which  tends  to  limit  the  life  of  a  struc- 
ture made  of  reinforced  concrete.  One  of  the  great  advantages 
of  this  material  is  its  homogeneity.     A  properly  designed  and 
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made  structure  is  as  much  of  a  piece  as  if  it  were  a  casting,  and, 
like  a  casting,  experiences  internal  stresses.  These  can  be  min- 
imized or  provided  for  by  careful  design,  but  there  is  no  process 
equivalent  to  annealing  by  which  they  can  be  removed.  In- 
stances are  on  record  where  cracking  has  happened  in  long  con- 
tinuous lengths  or  in  large  thin  walls  or  panels,  which,  assuming 
material  and  work  to  be  free  from  fault,  must  have  been  caused 
by  internal  stresses.  There  is  always  some  stress,  and  the 
amount  may  be  increased  by  part  of  the  structure  being  wet 
and  another  part  dry,  and  it  is  just  on  this  point  that  very  little 
exact  information  is  available.  Because,  by  a  happy  accident, 
the  co-eflScients  of  expansion  of  steel  and  concrete  are  nearly 
identical,  it  has  been  too  hastily  assumed  that  stresses  between 
the  two  are  negligible,  the  fact  being  overlooked  that  wetting 
steel  has  no  effect  on  its  size,  and  wetting  concrete  has  a  well 
marked  effect.  It  must  not  be  thought  for  one  minute  that  I  am 
an  alarmist,  but  it  is  right  to  point  out  a  cause  of  trouble  which 
may  escape  consideration,  if  a  generalisation,  in  the  main  good 
and  sound,  is  accepted  without  reservation.  Thorough  investi- 
gation, using  large  test  pieces  over  a  long  period  and  under 
perfectly  determinate  conditions,  would  be  of  the  utmost  value, 
and  would  afford  us  data  superseding  the  somewhat  casual  ob- 
servations on  which  too  much  reliance  has  hitherto  been  placed. 

That  this  knowledge  is  of  much  more  than  academic  im- 
portance will  be  admitted  when  the  construction  of  dams  in 
reinforced  concrete  is  considered.  In  a  dam,  every  element  of 
destruction  of  the  kind  which  has  been  discussed  must  be 
studied  and  prevented.  The  concrete  must  be  watertight,  for 
any  percolation  through  pores  or  cracks  will  be  much  more 
injurious  than  a  similar  leakage  through  an  ordinary  concrete 
or  masonry  dam.  The  very  core  of  the  structure  will  be  at- 
tacked, and  its  ruin  is  only  a  question  of  time.  The  fact  that  a 
dam  is  a  monolith,  and  may  be  a  huge  one,  with  a  crest  which  is 
slim  and  delicate  compared  with  the  base,  and  that  it  lies,  as  it 
were,  between  wind  and  water,  wet  on  one  side,  dry  on  the 
other,  with  a  fluctuating  height  of  wetness  and  a  varying  load, 
enforces  the  absolute  necessity  of  knowing  precisely  what  inter- 
nal stresses  must  be  met. 

The  chief  causes  which  go  to  shorten  the  life  of  structures 
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made  of  concrete  and  reinforced  concrete  having  been  reviewed, 
it  remains  to  consider  how  far  these  causes  are  effective,  and,  if 
possible,  to  fix  a  fair  average  term  of  life  for  such  struyctures. 

Of  all  the  causes  of  destruction,  by  far  the  most  important 
is  corrosion  by  saline  solutions,  and  it  is  the  most  insidious,  as 
the  structure  exposed  to  the  action  of  the  solution — ^whether  a 
harbour  or  a  sewer — ^may  be  covered  by  the  attacking  liquid, 
and  difficult  to  examine.  For  such  structures,  impermeability 
is  imperative.  Reliance  on  any  form  of  silting  up,  taking  up, 
covering  by  organic  growths,  is  mere  lazy  folly.  The  material 
must  be  free  from  interspaces  which  are  not  microscopic  and 
disconnected.  Anything  approaching  a  channel  is  undoubtedly 
mischievous,  and  may  be  fatal.  This  axiom  has  been  arrived  at 
painfully  and  with  heavy  cost  in  the  hard  school  of  experience 
before  reinforced  concrete  was  thought  of,  and  is  doubly  axiom- 
atic— ^if  one  may  be  pardoned  the  term — ^when  the  concrete  has 
in  its  heart  a  more  sensitive  -core,  protected,  it  may  be,  by  a 
layer  only  two  or  three  inches  in  thickness.  At  the  risk  of  being 
tedious,  I  reiterate  that  the  permanence  of  concrete  depends  on 
its  imperviousness,  and  that  any  condition  which  limits  this 
limits  its  life  almost  pari  p<issu. 

All  other  causes  which  tend  towards  destruction  sink  into 
insignificance  beside  this,  but  for  all  that  they  must  not  be 
ignored,  and,  without  attempting  to  arrange  them  in  order,  I 
am  inclined  to  think  the  next  worst,  closely  approaching  the 
severity  of  attack  of  saline  solutions,  is  the  injury  caused  by 
aggregates  of  the  class  of  coke  breeze,  containing  sulphates  or 
potential  stdphates.  Prom  the  very  nature  of  the  material,  and 
from  the  use  to  which  it  is  put,  namely,  to  make  light  fioors, 
ceilings  and  partition  walls,  it  is  clear  that  it  cannot  be  imper- 
vious, and  it  follows  that  whatever  water  reaches  one  of  its 
sm*faces  will  speedily  make  its  way  to  the  interior.  Where  water 
can  go,  air  can  follow,  and  the  assumption  that  sulphides  are 
fairly  harmless  falls  to  the  ground,  because  they  are  in  the  most 
favourable  condition  to  become  sulphates,  and  the  fate  of  the 
structure  is  then  settled. 

Next  in  order  of  sinister  magnitude  is  the  injury 
caused  by  electrolysis.  It  is  true  that  the  cases  recorded 
are  at  present   few,   but   it   must   be  remembered   that   the 
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transmission  of  large  currents  at  high  pressures  is  a  com- 
paratively modern  thing,  that  large  structures  of  reinforced 
concrete  are  comparatively  modern  things,  and  the  most  pro- 
gressive spirits  cannot  hope  to  see  buildings  only  five  years  old 
fall  like  the  walls  of  Jericho.  It  may  soothe  their  natural  impa- 
tience to  reflect  that  although  the  structures  and  the  electrical 
power  are  fairly  new,  yet  human  blundering  is  fairly  ancient 
and  to  be  relied  on,  and  on  that  ground  alone,  it  is  reasonable 
to  suppose  that  failures  induced  or  exaggerated  by  electrolytic 
action  will  become  fairly  common,  particularly,  when  there  is  a 
steel  core  to  attack  and  an  electrolyte  additional  to  those  alkali 
salts  which  naturally  occur  in  any  normal  cement. 

It  has  been  necessary  to  indicate  all  those  causes  of  injury 
for  destruction  which  are  to  be  reckoned  with  as  affecting  the 
life  of  concrete  structures  made  with  modem  cement,  and  the 
impression  conveyed  may  be  that  all  such  structures  are  so 
liable  to  decay  as  to  be  almost  ephemeral.  But  this  paper  is  not 
a  jeremiad.  I  have  sought  to  state  the  very  worst  against  the 
prospect  of  life  of  concrete  and  its  younger  brother;  I  have 
purposely  taken  the  role  of  the  devil's  advocate,  and  have 
striven  to  seek  out  and  blazon  all  the  faults  and  vices  proper 
to  cement  as  we  know  it.  And  what  does  this  assault  amount 
to?  In  the  first  place,  that  there  exist  causes  of  destruction, 
internal  and  external,  which,  if  uncontrolled,  will  certainly  de- 
stroy any  structure,  even  when  its  design  is  impeccable,  and 
that  its  life  is  at  the  mercy  of  these  causes,  and  though  its  death 
may  be  lingering,  it  is  certain.  In  the  next,  that  all  such  causes, 
except  extreme  external  violence,  can  be  controlled,  and  their 
effect  nullified  by  knowledge,  care,  and  skill  exercised  in  the 
directions  mentioned  and  discussed  above ;  and,  as  a  necessary 
restdt,  by  the  practical  elimination  of  nearly  all  these  attacking 
forces,  security  and  something  like  permanence  will  be  attained. 

I  began  this  paper  by  saying  that  there  is  no  such  thing 
as  a  permanent  structure,  and  I  end  by  stating  that  in  my 
opinion  a  pyramid,  a  bridge,  an  aqueduct,  a  harbour,  a  coliseum 
or  a  cathedral  made  in  concrete  or  ferro-concrete,  well  and 
honestly  enough,  will  vie  in  life  with  the  mighty  structures  of 
antiquity  which  are  left  to  us,  their  limitation  of  life  lying  not 
in  themselves,  but  in  the  changing  needs  of  human  life. 
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DISCUSSION 

Mr.  H.  B.  Muckleston*,  M.  Am.  Soc.  C.  E.,  called  attention  to  the  fact        Mr. 
that  this  paper  does  not  discuss  dense  concrete,  nor  the  effect  of  alkali.      Muckleeton. 

In  irrigating  ditches,  alkali  water  will  sometimes  eat  out  the  concrete 
in  one  ;pear,  even  though  it  be  first-class  work.  Magnesium  sulphate  affects 
concrete  everywhere. 

Mr.  Clias.  W.  Baker**,  Mem.  Am.  Soc.  M.  E.,  said  that  concrete  ex-     Mr. 
posed  to  sea  water,  where  frost  conditions  obtain,  will  not  last.    The  salt  Baker, 
water  freezes  in  the   zone  between   high   and  low  tides.     In   northern 
localities,  the  permanence  of  concrete  depends  on  its  impermeability. 

Progress  along  these  lines  depends  on  developing  processes  for  making 
dense  concrete. 


*  AsBt.  Oh.  Engr.,  0.  P.  Rwy.,  Dept.  Natural  ReBourcea,  Calgary,  Alta.,  Canada. 
**  Editor,  Engineering  NewB,  New  York,  N.  Y. 
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INTEODUCTOEY. 

This  paper  aims  to  review  our  present  knowledge  of  the 
volume  changes  which  take  place  in  concrete.  It  is  assumed 
that  the  mineral  aggregate  is  in  every  case  stable  and  inert 
and  that  all  changes  are  due  to  the  cement  itself.  It  is  further 
assumed  that  the  cement  is  normal  Portland  cement  which 
passes  standard  specifications.  The  influence  of  unusual 
chemical  agents  is  also  excluded,  so  that  the  discussion  resolves- 
itself  almost  entirely  into  a  consideration  of  the  influences  ex- 
erted by  temperature  and  by  water. 

CHANGES  DUEING  THE  INITIAL  HAEDENING  PEOCESS. 

When  Portland  cement  reacts  with  water  the  important 
change  is  the  development  of  a  colloidal  cement.  This  theory 
was  first  set  forth  by  Michaelis  in  1893 (^)  and  developed  by 
him  in  later  papers.  It  is  usually  believed  that  there  is  na 
appreciable  change  in  volume  during  the  hardening  process, 
but  Le  Chatelier(*),  and,  later,  Kiihl(^*)  showed  that  there  i& 
an  actual  decrease  in  the  absolute  volume.  Their  experimenta 
were  made  in  glass  flasks  whose  bulbs  were  filled  with  a  wet 
paste  of  cement  and  whose  stems  were  filled  to  a  given  mark 
with  clear  water.  In  one  of  Kuhl's  experiments  250  grams  of 
cement  mixed  with  200  cc.  of  water  showed  a  shrinkage  after 
three  hours  of  1.4  cc,  after  twenty-four  hours  of  5.0  cc,  after 


(^)  Numbers  in  parentheses  refer  to  the  appended  bibliography. 
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Ali^^  days,  of  10.6  cc.  and  after  twenty-eight  days,  of  13.6  cc. 
.  Cements,  even  those  which  contained  free  lime  and  ulti- 
dg  ^ly  expanded,  showed  this  phenomenon  of  contraction,  the 
e^^^^^ase  in  volume  persisting  even  up  to  the  time  when  the 
pf^^ding  cements  burst  their  enclosing  vessels  through  the 
fej^^Vire  exerted  upon  their  walls.  Le  Chatelier  makes  the  dis- 
^^v  -^On  between  the  absolute  volume  which  decreases,  and  the 
V^>ent  volume  which  increases. 

The  apparent  anomaly  may  be  explained  by  a  considera- 
tion of  the  phenomena  attending  the  hardening  process.  Ce- 
ment reacts  with  water  to  form  a  colloid  of  greater  volume 
than  the  cement  but  less  than  the  combined  volumes  of  the 
cement  plus  the  water.  After  the  cement  has  attained  its  in- 
itial set  and  become  relatively  rigid,  the  process  of  hardening 
still  goes  on  through  diffusion  of  water  to  fresh  surfaces  of 
cement,  as  indicated  by  the  falling  water  level  in  the  neck  of 
the  flask.  The  newly  formed  colloid  has  larger  volume  than 
the  cement,  therefore,  pressure  is  exerted  on  the  limiting  sur- 
faces. If  the  hardened  cement  were  plastic,  the  pressure  in 
the  experimental  flask  would  be  relieved  upward  and  the  sur- 
face of  the  water  in  the  neck  of  the  flask  might  rise.  Since, 
however,  the  hardened  mass  is  relatively  rigid,  the  pressure  is 
exerted  practically  equally  in  all  directions  and  the  glass  must 
crack. 

VOLUME  CHANGES  IN  CONCRETE  CONTINUALLY  IMMERSED  IN 

WATER. 

The  expansion  occurring  in  neat  cement  bars  continuously 

stored  under  water  was  first  measured  by  Bauschinger(*)  in 

1879.    Subsequent  measurements  have  been  made  by  Schu- 

maiin(*),    Tomei(«^),    Considere(^),    Gary(8),    Campbell    and 

White("),  White(«),  Goldbeck(i«),  Graf("),  Jahn(2^),  Rudel- 

off  and  Sieglerschmidt(^^),  The  Bureau  of  Standards (*®'  *®)  and 

Spaekman(*^).    The  results  of  all  these  investigators  show  that 

neat  cement,  and  to  a  lesser  extent  concrete,  expand  when  kept 

continuously  in  water.    The  results  of  those  authors  who  have 

made  tests  lasting  more  than  one  year  are  summarized  in  Table 

I,  Some  individual  tests  by  the  author  of  this  paper  are  shown 

graphically  in  Figures  2  and  3. 
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Table  L    Percentage  Change  in  Length  of  Bass  of  Neat  Cement  and 
Cement  Mortar  When  Immersed  Continuously  in  Water. 

Author  Neat  Cement    1:3  Cement    1:4  Cement         Dura- 

and  Sand       and  Sand  tion 

Schumann +0.150  +0.027                                  5  years 

Gary » +0.092  +0.020                                  2  years 

Campbell  and  White, 

Fresh  cements  +0.167  5  years 

Aged  cements +0.089  o  years 

White    , +0.111  +0.026                                  3  years 

Graf  +0.018           6  years 

The  variations  in  the  figures  found  by  different  observers 
are  undoubtedly  due  not  only  to  variations  in  the  cement  but 
also  to  the  differing  quantities  of  water  used  in  gauging,  the 
amount  of  tamping,  the  quality  of  the  sand  and  the  conditions 
surrounding  the  initial  measurement.  The  figures  are,  how- 
ever, fairly  concordant.  The  action  of  the  water  on  the  cement 
evidently  continues  until  the  colloid  developed  becomes  so 
dense  that  no  more  water  can  diffuse  through  it.  This  condi- 
tion probably  prevails  in  neat  cement  blocks  after  about 
twelve  months  since  no  further  expansion  is  evident  after  that 
time.  With  mortars  and  concrete  the  volume  of  voids  to  be 
filled  is  larger  and  the  observed  expansion  is,  therefore,  less. 
With  very  lean  mixtures  it  may  happen  that  the  colloid  be- 
comes fully  developed  through  hydration  of  the  cement  with- 
out the  voids  becoming  filled  with  colloid.  Such  concrete  will, 
of  course,  show  no  expansion  and  must  remain  permanently 
porous. 

The  expansion  of  concrete  which  remains  continuously  in 
water  is  relatively  slight  and  its  influence  probably  beneficial 
since  it  fills  the  voids  and  puts  the  concrete  in  slight  compres- 
sion. It  is  known  that  concrete  dams,  which  are  initially 
porous  enough  to  allow  water  to  seep  through,  become  tight 
after  some  months'  service.  This  change  is  probably  due  to 
the  progressive  development  of  the  colloid. 

VOLUME  CHANGES  IN  CONCEETB  KEPT  CONTINUOUSLY  IN  AIR. 

The  changes  in  volume  of  concrete  kept  continuously  in 
air  at  room  temperature  have  been  studied  by  Bausch- 
inger(*),   Schumann(^),   Tomei("),   Consid6re(^' *®),    Campbell 
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and  Wliite("),  White ("),  Graf("),  JahnC^^),  RudeloflE  and 
Sieglerschmidt(*^),  The  Bureau  of  Standards  (**•  ")  and  Spack- 
inan(*^).  Most  of  these  tests  were  of  only  a  few  weeks'  dura- 
tion but  all  agree  in  showing  marked  contraction.  The  results 
of  tests  which  have  extended  more  than  six  months  are  sum- 
marized in  Table  II. 


:3  Cement 

1:4  Cement 

Duration 

and  Sand 

and  Sand 

5  years 

—0.072 

4  years 

— O.lll* 

—0.043 

2  years 

—0.037 

16  montha 
6  months 

Table  n.    Percentage  Change  in  Length  of  Bass  of  Neat  Cement  and 
Cement  Mortar  When  Stored  Contlnuonaly  In  Air. 

Author  Neat  Cement 

CampbeU  and  White..  —0.390 

White —0.321 

Graf —0.242 

Considdre    

Bureau  of  Standards..  — 0.290 

This  shrinkage  in  air  is  of  much  greater  magnitude  than 
is  the  expansion  in  water  and  is  more  often  productive  of  harm- 
ful results  since  the  concrete  is  placed  in  tension.  Mixtures 
rich  in  cement  are  much  more  apt  to  crack  than  lean  mixtures 
and  especial  attention  must  be  paid  to  the  design  if  cracks  are 
to  be  avoided. 

If  the  concrete  is  not  reinforced  and  its  ends  are  rigidly 
restrained  it  will  almost  necessarily  crack.  This  is  illustrated 
in  Figure  1,  which  shows  the  cracks  in  a  series  of  bars  made  of 
a  mixture  of  1  cement  and  2  sand  and  moulded  in  heavy  cast 
iron  frames  designed  to  grip  the  ends  of  the  bar  firmly  and  yet 
not  touch  the  central  portion  of  the  bar.  The  ends  of  the  bar 
were  gripped  by  teeth  projecting  from  the  frame  and  also  by 
threaded  bolts  embedded  for  six  inches  at  each  end.  There 
was  thus  left  a  free  bar  of  concrete  thirty-two  inches  long  and 
four  inches  square,  which  was  rigidly  restrained  at  its  ends. 
Each  bar  carried  imbedded  in  it  two  brass  plugs  twenty  inches 
apart  for  measurement  of  change  in  length.  Six  of  these  re- 
strained bars  and  six  unrestrained  companion  bars  were  cast 
at  the  same  time.  The  forms  were  stripped  after  twenty-four 
hours  and  the  bars  kept  damp  for  varying  periods.  The  re- 
strained bar  A  and  its  companion  bar  were  placed  in  the  air 

*  =  1:2  Cement  and  Sand. 
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of  the  room  and  allowed  to  start  the  drying  process  after 
twenty-four  hours.  In  eight  days  a  faint  crack  appeared 
which,  in  its  later  development,  is  plainly  visible  in  Figure  1. 
■When  the  crack  first  appeared,  the  shrinkage  of  the  restrained 
bar  was  0.015  per  cent  and  that  of  the  unrestrained  bar  0.023 
per  cent.  Aa  the  shrinkage  became  greater  the  crack  became 
wider  until  the  measured  length  finally  became  fairly  constant 
with  a  contraction  of  0.135  per  cent  on  the  twenty-inch  por- 
tion of  the  restrained  bar  and  0.185  per  «ent  on  a  similar  length 
of  the  unrestrained  companion  bar.  The  other  bars  were  kept 
damp  for  longer  periods  of  time,  bar  C  for  one  month  and  bar 
D  for  six  months.    They  stayed  in  perfect  condition  as  long  as 


'Flf.  1.     Cncki  OmMd  br  Orrlnc  1:2  HorMr  Bui  0»t  ' 

they  were  damp,  but  within  ten  days  after  exposure  to  the  air 
each  restrained  bar  developed  a  crack  which  widened  as  the 
bar  became  drier  until  the  values  shown  were  substantially 
those  given  above  for  bar  A. 

VOLUME  CHANGES  IN  NEAT  CEMENT  WHEN  ALTERNATELY 
WETTED  AND  DBIED. 

It  has  apparently  been  generally  assumed  that,  whatever 
the  nature  of  the  reactions  taking  place  during  the  hardening 
of  cement,  the  cement  after  hardening  becomes  stable  and  con- 
stant in  volume.  The  fact  that  concrete  undergoes  relatively 
large  changes  in  volume  with  changing  moisture  content  has 
only  recently  been  investigated.     Keller  {'),  in  1894,  in  his  in- 
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vestigations  of  the  thermal  expansion  of  concrete,  noted  that 
the  moisture  of  the  air  affected  his  results  and  that,  when  the 
bars  on  which  he  was  working  were  immersed  in  water  for  two 
days,  they  grew  perceptibly  longer.  Binnie(**),  in  1905,  also 
noted  that  the  humidity  of  the  air  influenced  the  length  of  con- 
crete. Systematic  investigations  of  these  changes  have  been 
pubUshed  by  White ("),  in  1911,  Jesser("),  Rudeloff  and  Sieg- 
lerschmidt("),  in  1913,  and  White(^»),  in  1914.  These  authors 
all  agree  that  cement  and  concrete  expand  whenever  placed  in 
water  and  contract  whenever  dried  in  air.  Jesser  calls  special 
attention  to  the  influence  of  the  moisture  of  the  air.  The  tests 
of  Jesser  and  of  Rudeloff  and  Sieglerschmidt  were  made  on 
green  concrete  and  did  not  extend  for  a  period  of  more  than 
six  months. 

In  previous  papers  the  author  has  reported  tests  on  alter- 
nate wetting  and  drying  of  cement  bars  for  a  period  of  six 
years  after  they  were  made  up,  and  also  tests  on  bars  cut  from 
concrete  which  had  been  in  place  twenty  years.  There  has  not 
been  a  single  exception  to  the  rule  that  concrete  expands  when 
placed  in  water  and  contracts  when  placed  in  air.  Curves,  rep- 
resenting  five  different  brands,  giving  the  changes  in  length 
of  bars  of  neat  cement,  are  shown  in  Figure  2.  Bars  131  £,  Gl- 
and I  represent  three  different  brands  of  commercial  cements 
treated  under  the  same  conditions.  It  will  be  noted  that  they  all 
expanded  during  the  first  year  in  water  but  remained  almost  en- 
tirely constant  in  volume  during  the  next  two  years.  On  being^ 
dried  they  contracted,  the  change  in  length  being  very  uni- 
formly 0.15  per  cent,  and  on  being  immersed  in  water  expanded 
again  to  slightly  more  than  their  initial  length.  These  changes 
have  repeated  themselves  with  each  cycle  but  in  general  these 
bars  are  becoming  longer  and  the  change  in  length  between 
the  dry  and  wet  state  on  the  last  alternation  averaged  0.19  per 
cent  instead  of  0.15  per  cent  as  in  the  first  cycle.  It  is  evident 
that  more  colloid  is  being  developed  with  each  long  immersion 
in  water  and  that  as  a  consequence  the  maximum  length  of  the 
bars  and  also  their  fluctuation  in  length  is  increasing. 

The  colloid,  which  has  once  developed,  responds  much 
more  rapidly  to  water  than  does  the  original  unhydrated  ce- 
ment.   Although  it  took  twelve  months'  continuous  immersion 
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'  to  hydrate  for  the  first  time  all  the  cement  of  these  hars  which 
was  accessible  to  water,  the  re-hydration  of  these  same  bars 
after  two  months  in  air  proceeded  so  rapidly  that  90  per 
cent  of  the  total  expansion,  or  about  0.13  per  cent,  was  re- 
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corded  in  the  first  twenty-four  hours.  On  another  occasion 
after  the  bars  had  been  in  air  over  a  year,  the  expansion,  after 
immersion  in  water  for  four  hours,  was  about  twenty-five  per 
cent  of  the  total  and  after  twenty-four  hours,  was  sixty  per 
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cent  of  the  total  expansion  caused  by  prolonged  immersion  in 
water.    The  shrinkage  in  air  takes  place  much  more  gradually. 

The  marked  influence  of  atmospheric  humidity  is  shown 
on  the  last  hydration  of  these  same  bars,  131  E,  G  and  I  in 
Figure  2.  These  bars  increased  in  length  more  than  0.10  per 
cent  on  being  taken  from  dry  air  and  placed  for  two  months  in 
air  saturated  with  moisture.  These  experiments  on  bars  six  years 
old  confirm  the  work  of  Jesser  on  bars  only  a  few  weeks  old. 

The  three  bars  of  the  131  series,  shown  in  Figure  2,  were 
all  kept  in  water  continuously  for  the  first  three  years  of  their 
lives.  Bar  150  B  is  added  as  an  illustration  of  the  behavior  of 
a  neat  cement  kept  in  water  only  three  months  and  subjected 
to  rather  long  periods  in  dry  air  alternating  with  shorter  im- 
mersions in  water.  The  general  type  of  curve  is  the  same  as 
that  of  the  preceding  bars  but  the  total  change  in  length, 
either  because  of  a  peculiarity  of  the  cement  or  because  of  its 
treatment,  is  unusually  high  and  reaches  0.40  per  cent. 

All  of  the  volume  changes  in  these  neat  cements  are  due 
to  changes  in  moisture,  the  temperature  of  the  room  where  the 
bars  were  stored  varying  hardly  10°  C.  from  one  year's  end 
to  the  other.  Since  a  change  in  temperature  of  10°  C.  amounts 
to  only  0.01  per  cent,  the  error  is  negligible.  Although  the 
volume  changes  recorded  here  were  not  aflfected  by  tempera- 
ture changes,  it  should  be  stated,  for  completeness  of  the  rec- 
ord, that  bars  131  E,  131  G  and  150  B  were  on  one  occasion,  as 
indicated  by  the  asterisks  in  Figure  2,  purposely  subjected  to 
freezing  tests.  The  bars  did  not  suffer  any  permanent  change 
in  volume  in  these  tests  which  are  described  later. 

The  effect  of  more  frequent  alternations  in  moisture  con- 
tent of  neat  cement  bars  is  shown  by  curves  146  A  III  and 
A  IV  of  Figure  2,  where  the  linear  changes  in  two  bars  of  neat 
cement  made  up  to  be  duplicates  of  each  other  are  shown.  Bar 
146  A  m  was  kept  in  air  for  relatively  long  periods,  and  for 
shorter  periods  in  water.  As  a  consequence  its  mean  length 
during  the  first  four  years  was  not  much  different  from  its 
initial  length.  Bar  146  A  IV  was,  on  the  contrary,  kept  wet 
for  relatively  long  periods,  so  that  its  mean  length  during  the 
same  period  was  about  -1-0.15  per  cent.  Early  in  the  fourth 
year  an  attempt  was  made  to  bring  146  A  III  up  to  the  length 
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of  its  duplicate  by  changing  the  schedule  of  its  alternations  bo 
as  to  give  it  longer  periods  in  water.  Its  growth  is  very 
marked  but  its  duplicate  has  kept  pace  with  it,  so  that  both 
are  now  longer  than  ever  before  in  their  history. 
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The  changes  in  concrete,  when  alternately  wetted  and 
dried,  are  represented  by  the  curves  in  Figure  3.  The  bars 
numbered  146  and  150  are  made  from  one  part  of  cement  and 


VOLUME  CHANGES  IN  CONCRETE  251 

three  of  standard  Ottawa  sand  and  the  behavior  of  the  neat 
cement  is  shown  under  the  corresponding  number  in  Figure  2. 
It  would  naturally  be  expected  that  bars  made  from  the  coarse 
and  evenly  sized   Ottawa  sand  with  its  large  percentage   of 
voids  would  show  even  less  change  than  its  diminished  cement   j 
ratio  would  require,  yet  the  changes  here  shown  are  all  higher  ; 
than  would  be  expected  and  amount  to  more  than  0.05  per  cent  . 
on  the  last  alternation,  which  is  equivalent  to  a  temperature 
change  of  50°  C.    These  bars  were  kept  at  practically  constant 
temperature  from  the  time  they  were  made  up  until  the  point 
indicated  by  the  asterisks  when  they  were  frozen,  as  explained 
in  the  discussion  of  neat  cement  bars.    The  146  bars  were  un- 
affected in  length  after  the  freezing  process,  but  bar  150  G 
suffered  decided  expansion.     The  matter  is  discussed  further 
in  the  section  on  freezing  tests. 

The  bars  of  Series  156  of  Figure  2^  were  sawed  by  the 
author  from  blocks  taken  from  cement  sidewalks  which  had 
been  in  service  about  twenty  years.  Bar  156  A  was  sawed 
from  a  piece  of  the  top  coat  of  a  walk  which  had  spontaneously 
separated  from  its  base.  It  was  hard,  strong  and  apparently 
well  mixed.  Bars  156  C  and  D  were  taken  from  a  sidewalk  in 
good  condition,  156  C  being  sawed  from  the  top  coat  and  156 
D  from  the  base  immediately  adjacent  to  156  C.  These  bars 
do  not  show  any  lessened  variation  in  length  with  alternate 
wetting  and  drying  in  spite  of  their  twenty  years'  exposure 
to  the  weather.  On  the  contrary  the  total  elongations  of  the 
two  samples  of  top  coat  from  different  walks  are  almost  as  great 
as  those  shown  by  neat  cement,  while  the  base  with  its  much 
smaller  proportion  of  cement  shows  two  thirds  as  much  ex- 
pansion. A  study  of  the  changes  in  weight  and  specific  gravity  ' 
of  these  bars,  which  will  be  found  in  the  original  paper,  con-  I 
firms  the  following  explanation  of  these  changes. 

The  colloid,  which  results  from  the  hydration  of  cement,  . 
expands  and  contracts  with  changes  in  moisture.  If  the  sur- 
roundings are  relatively  dry,  or  if  they  are  dry  for  long  periods 
and  wet  for  short  ones,  the  concrete  remains  shrunken.  If,  on 
the  other  hand,  the  environment  is  such  that  the  concrete  is 
saturated  with  water  frequently,  it  expands.  With  each  suc- 
cessive expansion  opportunity  is  allowed  for  water  to  reach 
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clinker  particles  hitherto  unacted  upon,  so  that  under  proper 
conditions  the  concrete  may  grow  in  length  even  though  it  may 
already  be  many  years  old. 
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Tig.  4.    Pwoontoge  VorUtioii  in  tlie  Orasblng  Strengtli  of  Ooncxete  Oylinden  after 

Xmrnwiloii  in  Water  for  Vftrloos  Periods. 
(From  Van  Omum,  Trans.  Am.  Soc.  0.  £.»  Vol.  77,  p.  438.) 

ErFECT  OF  MOISTUKE  ON  THE  STRENGTH  OP  CONCRETE. 

It  seems  to  have  been  recognized  vaguely  by  a  number  of 
engineers  that  some  relation  existed  between  the  amount  of 
moisture  in  concrete  and  its  crushing  strength.  The  most  ex- 
tensive investigation  is  by  Van  Ornum(**),  who  made  two  hun- 
dred and  forty  cylinders  of  1 :2 :4  sand  and  gravel  concrete,  re- 
moved them  from  the  moulds  when  two  days  old  and  tested 
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them  in  compression  when  six  weeks  old.  The  cylinders  were 
all  placed  in  air  when  removed  from  the  moulds,  but  at  regular 
intervals  portions  of  them  were  immersed  in  water  and  allowed 
to  remain  there  till  the  tests  were  made.  "When  they  were 
finally  tested  all  were  six  weeks  old,  but  some  had  been  in  air 
continuously,  some  had  been  forty  days  in  water  and  others 
had  been  during  the  first  portion  of  that  period  in  air  and 
during  the  latter  period  in  water.  The  curve  of  the  relative 
strength  of  these  cylinders  is  given  in  Figure  4  where  the 
strength  of  the  air-dried  bars  is  rated  at  100.  It  will  be  ob- 
served that,  with  short  immersions  in  water,  the  strength  falls 
off  rapidly  and  reaches  its  minimum  after  two  days  in  water, 
when  the  strength  is  less  than  two-thirds  that  of  the  cylinders 
which  had  remained  in  air.  The  strength  rises  rapidly  with 
longer  immersion  in  water  and  after  twenty-five  days  in  water 
becomes  decidedly  greater  than  that  attained  by  bars  stored 
in  air. 

This  phenomenon  may  be  readily  explained  in  the  light  of 
the  volume  changes  caused  by  moisture.  Water  soaking  into 
concrete  expands  the  colloid  rapidly.  There  will  be  a  strain 
between  the  expanded  shell  and  the  unexpanded  core  which 
will  weaken  the  concrete.  The  removal  of  this  strain  will  re- 
quire a  longer  time  than  its  inception,  for  the  developed  colloid 
on  the  surface  will  allow  the  water  to  diffuse  more  and  more 
slowly  to  the  center.  The  cylinders  used  by  Van  Omum  were 
eight  inches  in  diameter  and  sixteen  inches  high.  Had  they 
been  twice  as  thick  it  would  have  required  a  longer  time  to 
reach  the  point  of  minimum  strength  and  a  disproportionately 
longer  time  to  again  reach  the  greater  strength  shown  by  bars 
remaining  in  air. 

Concrete  which  has  thoroughly  soaked  in  water  should 
show  the  same  decrease  in  strength  when  dried  rapidly,  as  the 
outer  shell  tends  to  shrink,  while  the  inner  core  is  still  swollen. 
This  has  been  shown  by  Van  Ornum(^^)  to  hold  true  for  the 
neat  briquettes  used  in  cement  testing.  It  apparently  did  not 
hold  true  for  briquettes  of  1  cement  to  3  sand,  where  the  equali- 
zation of  the  water  content  in  the  small  cross  section  probably 
proceeded  rapidly  enough  to  prevent  any  unfavorable  effect 
from  becoming  evident. 
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Fig.  6.    Changes  in  Length  of  Compound  Bars  when  Alternately  Wetted  and  Dried  at 

&oom  Temperature. 
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DIFFERENTIAL  EXPANSION  OF  MIXTUEES  OF  DIFFERENT 

RICHNESS. 

The  relative  rate  and  extent  of  volume  changes  in  superim- 
posed layers  of  different  richness  in  cement  have  an  important 
bearing  on  the  life  of  concrete  pavements  and  walks.  The 
behavior  of  some  compound  bars  of  neat  cement,  cast  in- 
tegrally with  a  bar  of  mortar  made  from  1  part  cement  to  3 
of  sand,  is  given  in  Figure  5.  It  will  be  noted  that  the  neat 
cement  changes  more  rapidly  and  to  a  greater  degree  than  does 
the  sand  mortar,  so  that  there  must  be  a  reversal  of  the  strains 
with  every  large  change  in  moisture  content.  This  explains 
why  the  top  coat  so  frequently  splits  from  the  base  of  old 
cement  sidewalks. 

COEFFICIENT  OF  THERMAL  EXPANSION  OF  CONCRETE. 

Shitkewitsch(2*)  reviews  very  fully  the  data  regarding  the 
coefficient  of  expansion  of  various  cement  mortars  and  other 
building  materials.  His  data  regarding  cement  and  concrete 
are  quoted  in  full  in  Table  III,  where  are  also  given  his  aver- 
age figures  for  the  other  building  materials.  The  figures  of 
Keller(*)  and  the  recent  data  of  Rudeloff  and  Sieglerschmidt(*^) 
have  been  added. 

The  average  of  all  the  figures  for  concrete  agrees  very  well 
with  the  usually  accepted  figure  0.00001  for  1°C.  or  0.0000055 
for  1°F.  Rudeloff  and  Sieglerschmidt  state  that  the  coefficient 
of  concrete  increases  with  its  age  for  the  first  several  months  of 
its  life  but  that  for  practical  purposes  the  above  value  is  suffic- 
iently accurate.  Concrete,  which  has  been  very  recently  made, 
offers  some  exception  to  the  above  figures.  They  report  that 
samples  hardened  under  water  for  four  and  nine  days  showed 
contraction  instead  of  expansion  when  heated  to  50° C.  All 
samples  which  had  been  in  air  expanded  when  heated,  as  did 
also  those  kept  more  than  nine  days  in  water. 

EFFECT  OF  HIGH  TEMPERATURES. 

The  most  important  work  on  this  subject  has  been  done 
by  Norton  (^*),  who  heated  cubes  of  concrete  made  from  1 
cement,  2  sand  and  5  stone  in  an  electric  furnace  until  they 
had  come  completely  to  equilibrium  and  then  measured  the 
changes.    His  average  results  are  given  in  Table  IV. 
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Table  III.    Coefficient  of  Thennal  Expansion  of  Cement  and  Other 

Building  MateriaL 


Material 


Linear  Coefficient  of 

Expansion 

For  100*^0.   For  100"  F. 


Authority 


\j 


^r 


Neat  Cement 0.00122 


Mortar  of  1  cement,  3  sand... 

1  cement,  1  sand... 

1  cement,  2  sand... 

1  cement,  4  sand... 

1  cement,  6  sand... 

1  cement,  8  sand....  0.00095 
Concrete  of  1  cement,  2  sand 

and  4  Bedford  limestone 0.00098 

Concrete  of  1  cement,  2  sand 

and  4  Kankakee  limestone....  0.00100 
Granite  (average)  -  0.00081 


0.00122 

0.00068 

Meier. 

0.00145 

0.00081 

Meier. 

0.00143 

0.00079 

Adie. 

0.00107 

0.00059 

Bouniceau. 

0.00137 

0.00076 

Hyatt. 

0.00140 

0.00078 

Hyatt. 

0.00126 

0.00070 

Keller. 

0.00118 

0.00066 

Bouniceau. 

0.00110 

0.00061 

Keller. 

0.00101 

0.00056 

1 1 

0.00104 

0.00058 

tt 

0.00092 

0.00051 

tt 

0.00095 

0.00053 

(( 

0.00055 

0.00056 
0.00045 


Limestone  (average)  0.00091        0.00051 

Marble  (average)  0.00076        0.00042 


Sandstone  (average)   0.00124        0.00069 


Pence. 

Pence. 
Bouniceau,  Adie, 

Hurst,  Dana. 
Bouniceau,  Dana, 

Pence. 
Bouniceau,  Adie, 

Ganet. 
Haswell,  Ganot, 

Dana,  Thurston, 

Adie. 


Table  IV.    Mean  Coefficient  of  Expansion  of  Concrete  Heated  to  High 

Temperatures. 


Deg.  ^p)ahr. 
72  to''  360 


72  to  750 
72  to  1090 
72  to  1600 


Temperature   ^ 
Deg.  C." 

162  to  680 

162  to  1382 

162  to  1994 

162  to  2912 


Value  of  B  in  expansion 

lt  =  lo(l  +  Bt) 

0.0000045  to  0.0000060 
0.0000050  to  0.0000060 
0.0000045  to  0.0000050 
0.0000035  to  0.0000042 
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4 


Vears 
8 


Months. 
9       10 


6 

0 


248 
246 
244 
242 
240 
2.38 
«  236 
^  2.34 
232 
2.30 


> 

0 

k 
o 

u 

o 


•   Immtned  in  Watv  under  Conditions 
Shown  in  Kty  on  <^^H»it»  fbqo. 

o   Baktd  under  ConditiomSiKmn  in  tCay 
onC^fWrfirfbge 


21 


25 


28 


32 


30 


M 


10      u 


\ 


f 

c 
c 

I/) 

c 

X 

u 
%> 

c 

o 

i. 


> 


2  48 
2  46 
2  44 
2  42 
2.40 
238    vE 
2  36      I 
2.34     ^ 
2.32 
2.30 


4        5        6        7        8       9 

Months- 
5 Year's. 6 

Pig.  6.    Changes  in  Lengtli  and  Bpedfle  Orayity  of  a  Bar  of  Neat  Cement  when 

Alternately  Boiled  and  Baked. 
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TO  Fig.  6  and  Tabular  Summary  of  Changes  in  Length  and  Densitt 
OF  A  Bas  of  Neat  Cement  When  Alternately  Boiled  and  Baked. 


All  Mb.\8Ubbmbi<tb  Madi  at  Rook  TaiimuTURB. 


Percentage 

Change  m 

Lencth 

Spedfie  Qravity 

Point 

No. 

DoscripUoa  of  Test 

Referred 

to  loitial 

Measurements 

ofPrahly 

Made  Bar. 

Begin- 
ning. 

End. 

1 

Bar  airbed  and  5  yean  8  months  old  at  beginning  of  test  . . . 
Heated  2  houra  at  fOO  to  105"  C 

+0  091 
+0  062 

•  •    ■    a    ■ 

•  ■    ■    ■    • 

2 

In  cold  water  up  to  21  days 

+0  171 

■    •    -    • 

3 

Boiled  for  3  periods  with  toUl  of  52  hours 

+0  208 

■    •    •    •    ■ 

4 

Baked  at  SS"*  C.  for  total  of  13  days 

-0011 



5 

Baked  at  130  to  150"  C.  for  4  periods  of  8  hours  each 

-0  118 

•     •          ■    • 

6 

In  cold  water  up  to  30  days 

+0.139 

•    ■ 

7 

Baked  at  90*  C.  for  24  hours 

-0.053 
-0  590 

■    •    ■    * 

8 

Baked  at  250  to  300"  C.  for  2  periods  of  20  hours  each 

9 

In  cold  water  up  to  30  days 

-0  190 

■    •          •    • 

iO 

Boiled  2  periods  of  24  hours  each 

-0.091 

11 

Baked  for  24  hours  each  at  85, 150. 250. 340"  C 

-0.708 
-0.673 

■    «    •    •    • 

12 

In  cold  water  in  vacuum  5  hours 

13 

Boiled  3  periods  of  24  hours  each 

-0.307 

14 

Boiled  in  water  under  75  lb.  pressure  8  hours 

-0.287 
-0  287 

«    •    •    •    • 
«    a   •   *   • 

15 

In  cold  water  2  weeks 

16 

Dried  in  air  1  we^  and  at  85"  C.  for  48  houre 

-0.342 

•   •   •    «   « 

17 

Baked  at  110"  C.  for  24  hours  and  at  600"  C.  for  18  hours. .. . 

-1  358 

■    •    «    »  ■ 

18 

Id  cold  water  in  vacuum  1  hour  and  boUed  2  penods  of  24 
hours  each    ..           ...               

-1  188 

•  ■    •  «  • 

19 

Baked  at  85"  C.  for  12  hours.              

-1.260 

20 

Boiled  2  periods  of  3  days  each 

-1  162 

21 

Baked  at  101"jD.  for  24  hours 

-1.301 

22 

Id  cokl  water  in  vacuum  1  hour  and«boiIed  36  hours 

-1  165 

2.375 

•  •  •  •  • 

23 

In  cold  water  for  23  days  ...                             

-1  157 

■  •  •  •  • 

2.377 

24 

Baked  24  hours  at  101"  C.  and  24  hours  at  475"  C 

-2.388 

-  •  •  -  • 

•  «  •  •  • 

25 

In  cold  water  in  vacuum  for  1  hour  and  then  in  cold  water 
1  month    .   .        

-2.015 
-1  888 

2.305 

■  ■  «  ■  ■ 

2  412 

26 

Boiled48hours               

2  441 

27 

Baked  24  hours  at  85"  C.  and  16  hours  at  500"  C  ...^  ... 

-3.343 

•      •      • 

•  -  •     • 

28 

In  cold  water  in  vacuum  i  hour  and  boiled  for  2  periods  of 
18aDd36houri 

-3  037 

2.381 

2.460 

29 

Dried  24  hours  at  85"  C.  and  baked  18  hours  at  550"  C 

-4  074 

•  •         • 

30 

In  cold  water  m  vacuum  i  hour  and  boiled  2  periods  of  36 
houreeach 

-3  641 

2.379 

2.481 

31 

Dried  24  hours  at  85"  C.  and  baked  to  600"  C.  for  18  hours 

-4.613 

>  ■ 

«      ■  ■ 

32 

In  cold  water  in  vacuum  1  hour  and  boiled  36  houri.  .  . 

-4  166 

2.401 

2  601 
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Years. 


Fig.  7.    Changes  in  Length  of  a  Compound  Bar  when  Alternately  Boiled  and  Baked. 
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Key  to  Fig.  7  and  Tabxtlar  Summasy  of  Changes  in  Length  and  Density 

OF  A  Compound  Bas  of  Neat  Cement  and  1 :3  Sand  Mobtas 

When  Alternately  Boiled  and  Baked. 


All  MiASCREinNTB  Madb  at  Room  Tkmfkraturb. 


Point 
No. 


1 
2 
3 
4 

5 
6 

7 
8 


9 
10 
11 
12 
13 
14 


15 

16 

17 

18 

19 

20. 

21 

22 

23 

24 

25 

26 

27 

28 

20 

30 

31 

32 

33 

34 
35 


Deacriptioik  of  Teat. 


Bar  aiiHlried  and  3  yean  6  months  old  at  beginning  of  test 

Baked2houzBatl00tol05"C , 

In  oold  water  up  to  21  days 

Boiled  3  periods  with  total  of  52  hoars 

Baked  at  85*  C.  for  total  of  13  days. 

Baked  at  130  to  150"  C.  for  5  periods  of  8  hours  each 

In  cold  water  up  to  30  days,  w 

Baked  at  90"  C.  for  24  hoars 

Baked  at  250  to  300"  C.  for  2  periods  of  24  hours  each 

(At  the  end  of  this  treatment  the  bar  of  neat  oonent  was 
cracked  completely  through  near  the  middle  and  showed 
other  hair  creeks.) 

In  oold  water  up  to  30  days 

B(»led  for  2  periods  of  24  hours  each 

Baked  for  24  hours  each  at  85, 150, 250  and  340*  C 

In  oold  water  in  vacuum  5  hours 

Boiled  3  periods  of  24  hours  each 

Boiled  8  hours  in  water  under  75  lb.  pressure 

(The  neat  portion  which  had  cracked  through  in  several 
places  was  sawed  off  and  discarded,  leaving  the  1 : 3  sand 
portion  intact) 

In  oold  water  for  2  weeks 

Baked  for  24  hoars  each  at  85  and  no*  C 

In  cold  water  In  vacuum  24  hours,  then  bdled  24  hours 

Baked  24  hours  at  85*  C.  and  24  hours  at  450*  C 

Boiled  2  periods  of  24  hours  each 

Baked  for  24  hours  each  at  85, 100  and  450*  C 

Boiledfor  2  periods  of  24  hours  each 

Baked  24  hours  at  100*  C.  and  12  hours  at  450*  C 

In  cold  water  up  to  43  days  and  then  boiled  24  hours 

Baked  at  400*  C.  for  18  hours 

In  cold  water  7  hours  and  boiled  18  hours 

Frosen  while  wet,  at  +29*  F.  and  measured  while  frosen. . . 

After  thawing  out  under  water v. . . . 

Boiled  for  48  hours 

Heated  rather  rapidly  to  500*  C.  and  held  there  18  hours. . . 

In  cold  water  in  vacuum  \  hour ^ 

Boiled  2  periods  of  24  hours  each 

Baked  at  550*  C.  for  18  hours 

In  cold  water  in  vacuum  i  hour,  then  boiled  for  3  periods  of 
36  hours  each 

Baked  to  600*  C.  for  18  hours 

In  cold  water  in  vacuum  \  hour,  then  boiled  36  hours 


Peroent^e 
Change m 

Length  Referred 
to  Initial 

Measurement  of 
Freshly  Made  Bar. 


1:3 
Mortar. 


-0.048 
-0.062 
-0.014 
+0.007 
-0.074 
-0.084 
+0.011 
-0.052 
-0.059 


+0.145 
+0.180 
+0.063 
+0.098 
+0.187 
+0.208 


+0.208 
+0.169 
+0.220 
+0.140 
+0.253 
+0.199 
+0.297 
+0.220 
+0.358 
+0.277 
+0.363 
+0.381 
+0.368 
+0.390 
+0.529 
+0.725 
+0.752 
+0.482 

+0.655 
+0.482 
+0.625 


Neat 


+0.027 
+0.013 
+0.120 
+0.138 
-0.025 
-0.*116 
+0.124 
-0.022 
-0.873 


+0.055 
+0.131 
-0.803 
-0.255 
+0.035 
+0.054 


Specific  Qrarity. 


Begin- 
ning. 


End. 


2.177 
2.1S2 

2.145 

2.155 
2.151 


2.236 

2.245 

2.226 
2.238 

•  •  •  • 

2.199 

•  •  •  • 

2.19S 

«  •  •  ■  • 

2.195 
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The  values  obtained  at  low  temperature  agree  very  well 
with  the  commonly  accepted  value  of  0.0000055  per  degree 
Fahrenheit.  Apparently  this  coefficient  increases  slightly  up 
to  STS'^F.,  but  becomes  smaller  at  higher  temperatures  and  at 
about  1500*'F.  becomes  zero  and  shows  a  slightly  negative  valne 
above  that  temperature.  Further,  the  blocks  heated  to  1500°F. 
did  not  return  to  their  original  dimensions  on  cooling  but  re- 
tained an  elongation  of  about  75  per  cent  of  their  maximum  elon- 
gation. On  heating  these  blocks  a  second  time  no  sensible  per- 
manent elongation  was  evident. 

The  explanation  of  these  results  of  Norton  must  be  sought 
in  the  differing  behavior  of  the  colloid  of  the  hydrated  cement 
and  of  the  sand  and  gravel  mixed  with  it.  A  parallel  study  of 
the  effect  of  heat  on  bars  of  neat  cement  and  of  1 :3  sand  mortar 
by  White (^•)  gives  the  necessary  explanation.  The  bar  of  neat 
cement  used  had  been  kept  five  years  in  air  and  water  altern- 
ately, and  had  during  that  period  behaved  entirely  normally. 
It  was  then  subjected  to  heat  at  progressively  increasing 
temperatures,  the  change  in  length  after  cooling  was  measured 
and  the  bar  was  then  immersed  in  cold  water  for  a  long  period 
or  in  hot  water  for  a  shorter  period  to  observe  how  fully  it 
recovered  its  original  length.  The  changes  are  fully  explained 
in  Figure  6  and  the  accompanying  key.  The  bar  became  shorter 
in  every  case  after  each  heating  and  cooling  operation.  It 
recovered  part  of  the  shrinkage  on  immersion  in  water  but 
kept  successively  growing  shorter  with  each  cycle  until  it  had 
shrunk  4.61  per  cent.  The  dehydration  of  the  colloid  by  heat 
had  caused  this  bar  of  neat  cement  to  contract  just  as  a  clay 
brick  contracts  in  burning. 

The  behavior  of  the  bar  of  mortar  made  from  1  cement 
and  3  sand  appears  in  marked  contrast  to  that  from  neat  ce- 
ment. This  bar  was  cast  integrally  with  a  bar  of  neat  cement 
and  formed  one  of  the  146  series  illustrated  in  Figure  3.  The 
baking  tests  started  after  the  bar  had  been  kept  three  and  one- 
half  years  alternately  in  air  and  water  at  room  temperature. 
The  changes  are  shown  in  Figure  7  and  the  accompanying  key. 
It  will  be  observed  that  the  neat  portion  of  the  bar  was  re- 
strained from  continued  contraction  by  the  sand  portion  whose 
length  became  progressively  longer.    The  neat  portion  cracked 
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after  a  few  alternations  and  was  sawed  off.  The  sand  portion 
contracted  somewhat  after  every  heating  with  the  exception 
of  one  test  where  the  heat  was  applied  too  rapidly,  but  it  always 
remained  longer  than  its  original  measurement,  so  that  it  be- 
calne  progressively  longer  with  each  cycle. 

These  results  agree  entirely  with  those  of  Norton  although 
they  were  carried  out  under  entirely  different  circumstances, 
and  they  are  suflScient  to  explain  the  changes  in  the  thermal 
coefficient  observed  by  him.  When  concrete  is  heated  to  high 
temperatures  the  gravel  and  sand  expand  but  the  colloid 
shrinks.  These  opposing  tendencies  cause  the  rate  of  expansion 
of  the  concrete  to  become  less  and  ultimately  to  become  zero 
with  increasing  temperature.  The  richer  the  concrete  is  in 
cement  the  less  should  be  its  coefficient  at  high  temperature. 
When  the  heated  concrete  cools,  the  particles  of  sand  and  gravel 
lock  in  their  expanded  positions,  so  that  the  bar  does  not  return 
to  its  initial  length  on  cooling.  A  second  heating  will  not  cause 
it  to  vary  much  for  there  will  be  no  further  changes  in  the 
colloid.  If,  however,  the  colloid  is  allowed  again  to  hydrate 
so  that  the  interstitial  spaces  become  again  filled  with  dense 
colloid  there  will  be  expansion  due  to  the  development  of  the 
colloid  and  further  expansion  on  heating,  so  that  there  will  be 
a  progressive  elongation  of  the  whole  mass  with  each  succeeding 
cycle. 

In  the  tests  both  of  Norton  and  of  the  author,  the  pieces 
heated  were  allowed  to  remain  in  the  furnace  until  they  had 
come  to  equilibrium  with  their  surroundings.  In  the  case  of  a 
conflagration  where  a  very  intense  heat  exists  for  a  short  time, 
the  outer  coat  of  the  concrete  may  flake  off  from  the  core 
which  has  not  been  heated,  on  account  of  the  differential  ex- 
pansion. This  dehydrated  colloid  of  the  cement  is,  however, 
capable  of  reacting  again  with  water  and  may  with  advantage 
be  thoroughly  soaked  after  it  has  cooled.  It  will  then  regain  a 
considerable  measure  of  the  strength  which  is  lost  in  the  heat- 
ing. This,  of  course,  only  holds  where  the  mineral  aggregate 
has  been  unaffected  by  the  fire  and  does  not  hold  good  where 
limestone  may  have  been  heated  until  it  has  been  converted 
into  lime. 
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EFFECT  OF  FBEEZING. 


Very  few  actual  measurements  of  change  of  volume  during 
the  freezing  process  have  been  reported.  Rudeloflf  and  Siegler- 
8chmidt(^^)  examined  the  behavior  of  blocks  made  from  a  mix- 
ture of  1  cement  to  3  sand  mixed  to  the  consistency  of  damp 
earth,  removed  from  the  moulds  after  twenty-four  hours,  put 
into  water  and  placed  in  the  cold  chamber  whose  lowest  tem- 
perature was  only — 9.4 **C.  (=-+15.1**F.).  Several  days  were 
taken  in  cooling  the  blocks  to  this  temperature  and  in  again  thaw- 
ing them  out  so  that  changes  due  to  freezing  are  difiScult  to  dis- 
sociate from  those  due  to  the  progressive  hydration  of  the  green 
cement.  Budeloff  and  Sieglerschmidt,  in  their  summary,  dis- 
regard the  slight  exceptions  noted  and  state  that  the  usual 
coefficient  of  thermal  expansion  also  holds  for  temperatures 
below  the  freezing  point. 

White  (*•)  has  reported  the  results  of  four  successive  freez- 
ings of  bars  of  neat  cement  and  1 :3  sand  mortar,  which  had 
been  kept  alternately  in  air  and  water  for  from  three  to  six 
years.  All  of  the  bars  had  been  in  water  two  months  prior  to 
the  tests  so  that  the  colloid  was  fully  developed.  None  of  the 
neat  cement  bars  showed  any  expansion  on  freezing.  On  the 
contrary  they  contracted  at  a  rate  which  was  nearly  identical 
with  that  of  cast  iron.  After  four  successive  freezings  and 
thawing  under  water  the  bars  were  entirely  unaffected  in 
length  and  specific  gravity.  The  points  where  these  tests  were 
made  are  indicated  in  Figure  2  by  asterisks.  The  bars  of  1 :3 
sand  mortar  did  not  agree  so  well  on  the  freezing  tests  among 
themselves.  Two  of  the  three  146  CI  and  C2  of  Figure  3 
agreed  with  the  neat  bars  in  showing  practically  the  same  con- 
traction as  cast  iron.  The  third  bar  150  G  of  Figure  3  showed 
not  only  a  relative  but  an  absolute  expansion  when  frozen, 
which  was  retained  after  thawing.  This  bar,  after  being  frozen 
and  thawed  five  times,  showed  a  permanent  elongation  of  0.130 
per  cent,  as  is  shown  in  Figure  3  by  the  asterisk.  Its  behavior 
cannot  be  laid  to  the  cement,  for  one  of  the  neat  bars,  which 
behaved  normally  on  freezing  (150  B  of  Figure  2),  was  made 
from  the  same  cement.  An  inspection  of  the  life  history  of 
these  three  bars,  as  shown  in  Figure  3,  shows  that  150  G  had 
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been  kept  dry  for  a  great  share  of  its  life  and  that  although 
fully  saturated  with  water  at  the  time  it  was  frozen,  it  was 
still  0.08  per  cent  shorter  than  its  initial  length.  A  comparison 
of  changes  in  weight  and  specific  gravity  of  these  bars  makes  it 
evident  that  the  pores  of  this  bar  were  not  completely  filled  by 
colloid  but  contained  liquid  water  which,  by  its  expansion, 
caused  permanent  expansion  of  the  bar.  It  is  apparent  that 
the  action  of  frost  on  concrete  will  depend  on  the  amount  of 
liquid  water  which  it  contains.  This,  in  turn,  is  a  function  not 
only  of  the  original  composition  of  the  concrete  but  also  of  the 
extent  to  which  its  colloid  is  developed  at  the  particular  time 
of  freezing.  Further  experiments  are  under  way  to  confirm 
this  point. 

EFFECT  OF  VOLUME  CHANGES  IN  CONCRETE  PBOTECTED  FROM 

THE  WEATHER. 

The  coefficient  of  thermal  expansion  has  been  well  recog- 
nized by  engineers  and  it  has  been  a  matter  of  surprise  that 
long  concrete  buildings  have  not  shown  more  elongation  in 
summer  than  is  evident.  This  lack  of  visible  effect  is  largely 
due  to  the  parting  joints  left  intentionally,  or  the  cracks  which 
form  spontaneously  as  the  concrete  dries,  as  has  been  discussed 
in  an  earlier  section.  The  writer  is  familiar  with  a  building  in 
whose  attic  are  two  continuous  beams,  each  extending  over  100 
feet  without  connection  with  any  other  beam  and  without  be- 
ing over  any  columns.  These  beams  are  cracked  at  fairly 
regular  intervals  of  fifteen  feet  throughout  their  length.  It 
was  shown  in  an  earlier  section  that  a  shrinkage  of  0.04  per 
cent  might  be  expected  in  a  1 :4  concrete  hardening  in  the  air. 
This  is  as  much  as  would  be  expected  from  a  temperature  varia- 
tion of  75*^.  A  rise  in  temperature  of  TS^'F.  above  the  mean 
temperature  at  which  the  concrete  hardened,  would,  therefore, 
do  no  more  than  close  these  cracks. 

This  paper  can  not  take  into  account  the  strains  set  up  in 
reinforced  concrete  through  the  shrinkage  of  the  concrete.  The 
experimental  work  on  this  subject  is  extraordinarily  meager. 
The  subject  has  been  discussed  by  Emerson(^*),  Considdre(*®), 
RabutC'*^)  and  most  thoroughly  by  Shitkewitsch("). 
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EFFECT  OF  VOLUME  CHANGES  IN  CONCBETE  EXPOSED  TO 

THE  WEATHER. 

It  is  evident  from  what  precedes  that  concrete  expands 
when  heated  and  contracts  when  cooled  and  that  its  change  of 
volume  when  frozen  may  be  either  an  expansion  or  a  con- 
traction. It  expands  when  wet  and  contracts  when  dry,  the 
magnitude  of  the  change  varying  with  the  proportions  of  the 
cement  in  the  concrete  and  its  previous  history.  The  richer  the 
concrete  is  in  cement  the  greater  will  be  its  change  of  volume 
mider  the  influence  of  moisture.  Concrete  which  has  been  ex- 
posed to  water  for  a  long  time  will  have  its  colloid  fully 
developed  and  will  resist  freezing,  but  it  will  shrink  more  when 
dried  than  the  porous  concrete  with  its  colloid  not  so  well  de- 
veloped. The  volume  changes  due  to  fluctuation  in  moisture 
are  in  general  greater  than  those  due  to  change  from  winter  to 
summer  temperature.  It  follows  that  concrete  placed  where  it 
is  continually  dry  or  continually  wet  will  not  be  subject  to 
nearly  as  great  alternations  of  volume  as  concrete  which  is 
exposed  to  the  weather. 

Concrete  sidewalks  and  pavements  are  subject  to  condi- 
tions whose  severity  depends  on  the  climate,  rainfall  and  loca- 
tion in  which  they  are  placed.  K  the  climate  is  generally  dry, 
partings  left  for  that  purpose  between  the  slabs  will  open  or 
cracks  will  form  of  their  own  accord  on  account  of  the  con- 
traction of  the  concrete  as  it  dries.  Since  the  contraction  on 
drying  is  greater  than  the  expansion  due  to  ordinary  summer 
heat,  the  slabs  of  pavements  laid  in  dry  climates  will  rarely 
attain  the  length  they  had  when  initially  cast,  and,  therefore, 
provision  for  expansion  is  unnecessary.  The  case  is  different 
with  concrete  exposed  to  the  weather  in  climates  with  suffic- 
ient rainfall  to  keep  the  ground  on  which  the  concrete  rests  wet 
for  periods  of  several  weeks  at  certain  seasons  of  the  year. 
Ordinary  concrete  is  porous  enough  to  absorb  rain  and  to  suck 
water  from  damp  ground  readily.  The  Bureau  of  Standards 
(^)  has  made  some  measurements  of  concrete  highway  slabs 
which  indicate  the  effect  of  the  combined  actions  of  temperature 
and  moisture.  These  measurements  were  all  started  within  a 
few  days  after  the  concrete  was  placed,  and  some  of  the  initial 
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Fig.  8.    Measnrements  of  Changes  in  Length  of  Slabs  of  Concrete  Highways  made 

hy  the  Bureau  of  Standards. 
(From  Proc.  Nat.  Conference  on  Road  Bailding,  Chicago,  1914.) 

fluctuations  may  be  due  to  changes  attending  the  early  harden- 
ing processes  of  the  cement.  The  changes  in  length  of  these 
slabs  are  shown  graphically  in  Figure  8,  the  plate  being  taken 
from  the  report  of  the  Committee  on  Contraction  and  Expansion 
of  Concrete  Roads  to  the  National  Conference  on  Concrete 
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Boad  Building  at  Chicago  in  1914.  It  might  be  expected  that 
concrete  laid  in  October,  as  these  slabs  were,  would  suffer 
marked  shrinkage  during  the  fall  and  winter  months,  but  seven 
of  the  eight  slabs  were  longer  when  measured  in  midwinter 
than  in  October,  attained  their  greatest  length  in  the  spring 
and  showed  marked  shrinkage  during  the  hot  summer  month 
of  August.  One  slab,  not  included  in  Figure  8,  showed  con- 
tinuous contraction.  The  explanation  given  is  that  this  slab 
was  constructed  on  an  old  concrete  road,  in  which  the  cracks 
were  sealed  with  cement  mortar.  A  half-inch  of  clay  was  laid 
npon  this  old  road  to  prevent  the  new  concrete  from  bonding  to 
it,  and  the  new  road  was  laid  upon  this  foundation.  These  con- 
ditions prevented  the  absorption  of  water  from  below  but 
allowed  evaporation  from  the  top,  thus  causing  a  shortening 
of  the  slab.  With  this  one  exception  all  the  slabs  showed  a 
general  expansion  instead  of  a  contraction,  as  would  have  been 
the  case  had  they  been  laid  in  a  rainless  region.  The  maximum 
expansion  shown  in  the  one  year  is  0.04  per  cent  and  it  is  evi- 
dent that  to  provide  for  this,  expansion  joints  should  be  pro- 
vided. If  this  is  to  be  the  total  expansion  of  these  roads  the 
expansion  joints  need  not  be  large. 

It  is,  however,  a  matter  of  common  knowledge  that  cement 
sidewalks  after  several  years  show  marked  expansion  with 
results  similar  to  those  shown  in  Figure  9,  reproduced  from 
Boynton's  Portland  Cement  Sidewalk  Construction.  This  pro- 
gressive expansion  has  been  explained  in  a  preceding  section 
as  due  to  a  locking  of  the  particles  of  aggregate  in  the  expanded 
position,  which  allows  water  to  enter  and  hydrate  portions  of 
hitherto  untouched  cement.  The  only  apparent  way  to  prevent 
this  progressive  expansion  is  to  provide  liberal  and  frequent 
expansion  joints  or  prevent  the  concrete  from  becoming  water 
soaked.  If  each  block  is  made  a  separate  unit  there  will  some- 
times be  differential  expansion  of  the  base  and  top  resulting  in 
a  dished  slab.  After  frequent  alternations  the  top  may  split  off 
the  base,  either  the  top  or  base  or  both  becoming  shattered  in 
the  process.  These  phenomena  are  to  be  observed  in  sidewalks 
but  have  not  as  yet  been  noted  much  in  concrete  highways,  for 
few  of  them  in  this  country  are  over  five  years  old.  However, 
it  is  reported  that  on  Long  Island  Motor  Speedway (")  some 
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expansion  joints  have  had  to  be  inserted  where  expansion  had 
damaged  the  pavement,  and  that  there  are  many  transverse 
cracks. 

The  concrete  pavements  in  Wayne  County  in  the  aeighbor- 
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hood  of  Detroit,  Michigan,  were  carefully  examined  by  Rogers 
and  Cox(**)  in  the  fall  of  1913,  and  again  a  year  later.  A 
summary  of  their  figures  for  1914  is  given  in  Table  V.  Their 
itemized  report  lists  separately  longitudinal  cracks,  transverse 
cracks,  diagonal  cracks  and  holes,  but  in  this  summary  only 
the  totals  are  given. 

Table  V.    Besnlts  of  Inspection  of  Wayne  Oonnty  Concrete  Beads  in  1914. 
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While  undoubtedly  there  are  many  causes  contributing  to 
the  defects  enumerated  in  this  report  on  the  Wajnie  County 
Concrete  Roads  the  very  high  proportion  of  defective  slabs  in 
roads  that  have  had  only  from  two  to  five  years'  service  indi- 
cates that  forces  are  operative  which  are  not  well  understood, 
or  provision  would  have  been  made  to  prevent  the  defects.  The 
progressive  expansion  and  contraction  due  to  moisture,  the  loss 
in  strength  due  to  moisture  changes  and  the  harmful  effect  of 
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water  freezing  in  cracks  started  from  one  of  the  other  causes 
are  undoubtedly  influential  factors.  It  cannot  be  doubted  that 
these  same  factors  are  influential  in  causing  the  disintegration 
of  sea  walls  exposed  to  the  action  of  the  tides.  The  case  is  com- 
plicated by  the  possibility  of  chemical  action  of  the  sea  water, 
but  the  fact  that  the  walls  continually  immersed  and  the  walls 
never  immersed  are  only  slightly  disintegrated  while  the  inter- 
vening wall,  which  is  alternately  wetted  and  dried,  may  be 
completely  decomposed,  is  clear  evidence  of  the  part  which 
alternate  wetting  and  drying  plays. 

THE  EFFECT  OF  VOLUME  CHANGES  IN  CONCRETE. 

The  most  elaborate  study  of  the  mechanical  effects  of  these 
volume  changes  and  the  methods  of  obviating  them  has  been 
made  by  Professor  Shitkewitsch(^*)  of  the  Royal  Engineering 
Academy  in  St.  Petersburg.  He  summarizes  his  paper  as  fol- 
lows : 

1.  The  smallest  volume  changes  are  found  in  lean,  porous  con- 
cretes made  from  first  class  aged  cements  and  stony  aggregates  such  as 
brick,  limestone  and  granite. 

2.  To  obtain  the  greatest  uniformity  in  massive  concrete  and  to 
prevent  horizontal  cracks,  there  must  be  an  uninterrupted  deposition  of 
the  concrete  and  an  interlocking  of  the  surfaces  of  the  layers  as  deposited. 

3.  The  limiting  dimensions  of  concrete  blocks  vary  in  every  case 
with  the  properties  of  the  concrete  and  the  influence  of  moisture,  tem- 
perature and  structural  conditions.  The  greatest  dimensions  of  blocks  can 
be  obtained  by  minimizing  the  structural  conditions  which  hamper  a  free 
change  in  volume  of  the  concrete. 

4.  It  is  necessary  in  concrete  structures  to  provide  the  greatest 
possible  independence  of  the  single  parts  which  are  subjected  to  varying 
load  and  fluctuating  atmospheric  conditions;  which  can  be  attained  by 
cutting  the  whole  structure  into  single  monoliths  separated  by  horizontal 
and  vertical  partings. 

5.  For  the  preservation  of  detached  concrete  structures  from  the 
destructive  influence  of  atmospheric  agencies,  it  is  necessary  to  have 

(a)  a  heavy  facing  on  external  wall  surfaces  and 

(b)  a  water  proof  cover  for  all  other  open  surfaces. 

The  volume  changes  in  concrete  are  far  more  serious  in 
their  consequences  than  is  usually  believed.  Concrete  continu- 
ally wet  and  concrete  continually  dry  or  exposed  only  to 
changes  in  the  humidity  of  the  air  and  not  exposed  to  too  rapid 
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altemations  in  temperature  will  probably  be  so  durable  as  to 
be  worthy  of  the  name  permanent. 

Unprotected  concrete  exposed  to  the  weather  in  localities 
where  it  is  liable  to  become  frequently  soaked  with  water  and 
where  it  may  also  be  frozen  while  wet  can  hardly  be  considered 
a  permanent  structure. 
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DI80I7SSION 

Prof.  A.  H.  Fuller,***  M.  Am.  Soc.  C.  E.,  said  that  in  determining  Prof. 
stresses  from  deformations  in  concrete,  the  time  element  must  be  con-  Waller, 
sidered.  It  was  discovered  that  the  deformations  in  a  certain  building 
were  greater  than  the  deformations  in  laboratory  tests  for  the  same 
loading.  When  these  laboratory  tests  were  repeated,  with  loads  applied 
gradually,  about  as  in  practice,  the  deformations  were  greater  than 
showed  by  ordinary  experiment.  These  loads  were  continued  for  five 
months  and  then  the  deformations  were  three  or  four  times  those  obtained 
when  the  maximum  load  was  first  reached. 

Mr.  F.  O.  Baum*,  M.  Am.  Soc.  C.  E.,  stated  that  he  is  familiar  with  Mr. 
the  work  of  two  arched  dams,  one  225  ft.  high  and  the  other  166  ft.  high.  Baum. 
Both  dams  were  completed  in  about  two  years,  and  the  deformations 
were  less  than  expected.  Measurements  were  taken  through  several 
years.  In  the  first  dam,  contraction  joints  were  placed  every  fifty  feet, 
the  dam  being  500  ft.  long.  In  the  second  dam,  only  two  joints  near  the 
ends  were  used.  The  end  sections  were  poured  last,  in  cold  weather.  In 
each  case  a  slight  crack  appeared,  which  was  only  1-16  of  an  inch  at 
the  maximum. 

The  time  of  mixing  concrete  affects  the  strength  as  well  as  the 
elasticity.  Raising  the  time  of  mixing  one  or  two  minutes  may  increase 
the  strength  of  the  product  by  50  percent. 

***  Prof,  of  CiTil  Eng.  and  Dean,  Coll.  of  Eng.,  Univ.  of  Washington,  Seattle, 
Wash. 

*  Cons.  Engr.,  San  Francisco,  Calif. 
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I.     CONCLUSIONS. 

The  extensive  use  of  concrete  in  building  construction  has 
developed  many  problems  and  not  the  least  of  them  is  ''water- 
proof concrete",  which  has  occasioned  much  discussion  as  to 
the  merits  of  the  various  waterproofing  materials  and  methods 
of  waterproofing.  The  problem  is  to  protect  a  structure  of 
concrete  against  the  penetration  of  moisture  into  or  through 
the  mass,  thereby  preventing  dampness  (affecting  the  health 
and  comfort  of  those  who  occupy  or  use  it),  the  loss  of  the 
material  stored  in  or  conveyed  by  it,  and  destructive  action  by 
frost,  alkali  or  electrolysis. 

There  is  also  the  problem  of  the  insulation  of  walls  to 
prevent  dampness  and  discoloration  resulting  from  the  con- 
densation of  moisture  on  their  surfaces. 

The  following  conclusions  are  based  on  the  experience  of 
the  writer  in  this  country  and  Europe,  comprising  a  study  of 
laboratory  investigations  and  tests,  and  of  the  practice  in  the 
erection  of  various  types  of  reinforced  concrete  structures ;  on 
correspondence  with  the  leading  engineers  in  this  country ;  and 
on  a  review  of  the  current  English  literature  on  the  subject. 
In  addition  to  this,  the  very  extensive  series  of  tests  made  un- 
der the  writer's  direction  while  in  charge  of  the  structural 
materials  investigations  for  the  United  States  Government  have 
afforded  him  information  as  to  the  comparative  value  of  the 
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various  materials  and  methods  of  waterproofing,  which  is  set 
forth  in  this  review  of  the  present  current  practice  in  the 
erection  of  structures  of  waterproof  concrete. 

The  writer  believes  that  the  facts  presented  justify  the 
following  conclusions : 

1.  Failures  to  secure  waterproof  concrete  result  from  the 
formation  of  cracks  due  to  defective  design  and  faulty  details, 
and  to  poor  materials  and  workmanship.  It  may  be  generally 
stated  that  workmanship  and  design,  inadequate  to  secure 
water-tightness  in  addition  to  strength,  are  responsible  for 
practically  all  the  failures. 

2.  Concrete  properly  proportioned,  mixed  and  placed, 
with  adequate  provision  for  shrinkage  and  contraction  cracks, 
and  for  construction  joints,  will  be  waterproof.  Unless  prop- 
erly reinforced,  cracks  may  occur  even  though  the  concrete 
itself  is  water-tight. 

3.  So  many  successful  structures  have  been  built  which 
meet  all  conditions  of  service,  that  there  is  no  question  that  it 
is  possible  to  build  waterproof  structures  of  concrete  without 
the  use  of  waterproofing  coatings,  membranes  or  integral  com- 
pounds. 

4.  Tests  show  that  the  waterproofing  materials  which  are 
added  to  concrete  do  not  increase  the  density  of  the  cement 
paste  which  fills  the  interstices  between  the  aggregates. 

5.  Impermeability  of  concrete  can  be  better  secured 
through  the  addition  of  cement,  than  by  any  foreign 
material. 

6.  The  aggregates  for  concrete,  that  are  readily  available 
for  use  on  engineering  work,  possess  sufficient  uniformity  to 
permit  the  proportioning  and  grading  necessary  to  secure 
waterproof  concrete  at  no  increased  cost. 

7.  The  same  care  and  attention  to  details  in  the  design 
and  erection  of  waterproof  concrete  structures  that  are  given  in 
the  application  of  the  methods  of  waterproofing  now  in  vogue, 
would  greatly  increase  the  number  of  successful  examples. 

8.  There  is  no  waterproofing  material  that  is  entirely  sat- 
isfactory or  permanent — in  time  they  all  must  be  renewed;  a 
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structure  of  waterproof  concrete,  properly  designed  and  built, 
does  not  lose  its  water-tightness,  and  its  life  is  practically  un- 
limited. 

9.  Very  few  waterproofing  materials  or  methods  of  water- 
proofing, at  present  in  use,  possess  appreciable  merit,  and  their 
use  is  generally  a  waste  of  money. 

10.  To  secure  a  water-tight  structure  of  concrete,  either 
without  or  with  special  waterproofing,  it  is  essential  that  the 
details  shall  be  carefully  planned.  Materials  must  be  care- 
fully placed  by  skilled  workmen  and  proper  provision  must  be 
made  to  care  for  construction  joints,  and  for  shrinkage  and 
temperature  cracks,  through  the  use  of  an  adequate  amount  of 
properly  placed  reinforcement. 

11.  In  practice  where  the  structure  is  of  such  magnitude 
as  to  make  it  inconvenient  to  cast  it  as  a  monolith,  it  is  fre- 
quently preferable  to  provide  some  form  of  impervious  material 
to  seal  it,  so  as  to  prevent  leakage  at  the  cracks  or  construction 
joints. 

12.  Where  concrete  is  placed  against  metallic  plates,  as 
for  example  in  bridges,  it  is  impractical  to  prevent  leakage  be- 
tween the  steel  and  the  concrete,  and  resort  must  be  had  to 
some  impervious  elastic  material  to  carry  water  away  from  the 
resulting  seam  to  the  drainage  channels. 

13.  The  surface  of  concrete  may  be  water-tight,  and  yet 
absorb  water,  which  may  result  in  objectionable  surface  dis- 
coloration and  efflorescence.  Surface  porosity  should  not  be 
confused  with  permeability,  although,  if  the  pores  are  contin- 
uous, water  may  eventually  penetrate  through  the  concrete  by 
capillary  action.  The  treatment  of  the  surface  of  concrete  with 
a  waterproof  coating  to  render  it  capillary  positive  may  be  de- 
sirable under  certain  conditions. 

14.  Where  such  material  is  used,  it  should  be  tested  to 
determine  whether  it  is  free  from  elements  that  may  seriously 
retard  the  hardening,  cause  disintegration,  or  in  other  ways 
have  a  deleterious  action  on  the  concrete. 

15.  It  is  for  the  engineer  to  determine  whether  it  is  more 
advantageous  or  economical  to  use  some  special  method  of 
waterproofing,  or  to  direct  his  energies  to  secure  concrete  pro- 
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portioned,  mixed  and  placed  in  such  a  manner  as  to  obtain  the 
water-tightness  he  desires. 

16.  The  time  is  rapidly  approaching  when  the  engineer 
will  use  the  same  care  in  selecting,  grading,  proportioning  and 
mixing  the  aggregates  of  concrete,  that  he  now  uses  iq  de- 
termining  the  quality  of  the  cement,  or  in  the  application  of 
various  methods  of  waterproofing;  and  under  such  conditions, 
with  proper  inspection  and  care  in  erection,  water-tight  struct- 
ures will  be  readily  built  without  special  methods  of  water- 
proofing. 

17.  The  writer  believes  that  the  time  will  come  when  fail- 
ure to  secure  a  water-tight  structure  will  be  a  reflection  on  the 
ability  of  the  engineer  under  whose  direction  the  work  is  executed. 

18.  Where  waterproofing  material  is  used,  workmanship 
is  more  important  than  the  material.  The  waterproofing  ma- 
terial must  be  thoroughly  and  uniformly  distributed  through- 
out the  mass  of  concrete,  and  this  can  only  be  accomplished  by 
mixing  for  a  considerable  length  of  time.  The  same  amount  of 
care  taken  to  secure  properly  proportioned,  graded,  mixed  and 
placed  concrete  would  result  in  the  same  degree  of  waterproof- 
ness  without  the  addition  of  waterproofing  materials. 

19.  Bituminous  material  grows  brittle  and  hard  with  age, 
loses  its  elasticity,  cracks  and  thus  becomes  of  little  value  as  an 
impervious  seal. 

20.  Joints  and  cracks  are  the  usual  source  of  leakage. 
These  construction  seams  receive  little  consideration  at  the  time 
of  the  design  or  during  the  erection  of  the  structure.  If  ade- 
quate precaution  was  taken  to  secure  water-tight  joints,  the 
structure  would  be  water-tight  under  practically  all  conditions 
of  service,  since  experiments  show  that  2  in.  of  properly  pro- 
portioned, mixed  and  placed  concrete  is  water-tight  under 
considerable  pressure. 

21.  The  development  of  a  successful  joint — one  that  is 
cheap,  practical  and  simple  in  installation — offers  a  most  im- 
portant field  in  the  development  of  water-tight  concrete  struct- 
ures. 

22.  Placing  a  layer  of  impervious  material  in  the  concrete 
will  not  make  the  concrete,  per  se,  waterproof. 
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23.  Com^rete  of  maximum  density  must  have  adequate 
reinforcement  to  care  for  the  shrinkage  and  temperature 
stresses,  in  order  that  the  structure  may  be  water-tight. 

24.  Waterproof  concrete,  properly  hardened,  is  unaffected 
by  the  action  of  frost,  sea  water,  alkalies,  or  electrolysis. 

II.     GENERAL  DISCUSSION  OF  THE  SUBJECT. 

1.    Necessity  for  Waterproof  Concrete. 

The  structures  of  concrete  built  a  number  of  years  ago, 
which  often  form  the  basis  of  an  opinion  on  the  question  of 
water-tightness,  were  usually  of  dry  concrete  which  did  not 
contain  sufiScient  water  to  permit  working  to  the  proper 
density.  No  amount  of  ramming  of  dry  concrete  will  eliminate 
voids,  nor  increase  the  density.  On  the  other  hand,  experience 
has  shown  that  a  wet  concrete  that  is  stirred  or  agitated,  or 
better  still,  vibrated,  is  much  more  dense  by  reason  of  the  con- 
sequent elimination  of  the  air  and  water  voids.  If  the  surface 
of  such  concrete  is  given  a  granolithic  finish  it  is  practically 
impervious  to  water. 

Small  masses  of  concrete  can  be  easily  made  impervious, 
but  to  make  a  large  structure  water-tight,  at  reasonable  cost, 
is  a  problem  not  of  the  imperviousness  of  the  material,  but  the 
water-tightness  of  the  entire  structure.  Placing  a  layer  of 
impervious  material  in  concrete  does  not  make  the  concrete 
impervious.  It  should  be  borne  in  mind,  however,  that  while 
the  concrete  may  be  impervious,  a  crack  may  develop  which 
will  cause  leakage. 

**  Waterproof  is  a  relative  term, — ^no  material  is  strictly 
* 'waterproof.  All  masonry  materials  are  more  or  less  porous 
and  permit  the  absorption  and  penetration  of  water.  Moisture 
will  be  absorbed  or  pass  through  concrete  if  the  pressure  be 
sufficiently  great  or  prolonged;  continuity  of  pores  or  voids, 
thinness  of  the  mass,  all  have  a  bearing  on  water-tightness.  To 
develop  capillary  action,  it  is  necessary  that  the  pores  be  very 
minute  and  continuous;  and  under  such  conditions,  water  in 
time  may  entirely  permeate  the  mass.  As  these  pores  increase 
in  size,  the  capillarity  decreases  until  it  becomes  zero.  The  void 
spaces  in  concrete,  therefore,  do  not  produce  capillary  action, 
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but  do  result  in  permeability.  A  cement  surface  may  absorb 
water,  although  the  mass  may  not  readily  be  permeated.  Un- 
der these  conditions,  the  use  of  some  water-repellent  material 
may  be  advantageous  to  retard  or  prevent  the  penetration  of 
water  into  a  dry  mortar  or  concrete. 

The  design  of  a  water-tight  structure  of  reinforced  con- 
crete requires  considerable  judgment  and  skill  and  a  careful 
study  of  the  conditions  governing  the  use  to  which  it  is  to  be 
put.  It  frequently  happens  that  the  subject  of  waterproofing  i» 
exploited  by  people  lacking  an  adequate  conception  of  the  pur- 
poses for  which  the  structure  is  intended,  and  who,  therefore,^ 
advocate  the  use  of  materials  and  methods  of  waterproofing 
not  only  wholly  unsuited  to  the  conditions,  but  frequently 
detrimental  to  the  concrete. 

Impermeability  of  concrete  is  a  question  of  density  and  is 
secured  by  filling  the  pores  or  voids  in  the  concrete  with  finely 
divided,  insoluble  material.  This  can  be  best  accomplished  by 
properly  grading  the  aggregates,  and  it  may  also  be  obtained 
by  the  addition  of  certain  materials  whose  chief  function  is  to 
fill  the  voids.  A  structure  of  concrete  to  be  absolutely  water- 
tight must  be  solid,  and  its  imperviousness  decreases  as  its 
solidity  decreases,  or  as  the  void  spaces  increase.  The  per- 
meability of  conxirete  is  also  affected  by  the  permeability  of  the 
aggregates  of  which  it  is  composed. 

While  it  is  true  that  the  more  porous  a  mortar,  the  less 
impermeable  it  is,  this  principle  cannot  be  applied  to  concrete, 
because  the  term  as  generally  accepted  refers  to  void  spaces  so 
large  that  the  capillary  action  is  insignificant.  Concrete  ex- 
posed to  the  free  passage  of  water  gradually  becomes  tight; 
the  decreased  permeability  is  due  to  the  filling  of  the  voids. 

The  writer  does  not  wish  to  be  understood  as  endorsing  the 
use  of  the  many  waterproofing  compounds  which  are  now  on 
the  market.  On  the  contrary,  he  believes  it  is  quite  practicable 
to  make  concrete  water-tight,  under  the  usual  conditions  of 
service,  by  properly  proportioning,  mixing  and  placing  it  with- 
out resort  to  waterproofing  material  of  any  character.  It  was 
for  the  purpose  of  establishing  this  fact  that  he  inaugurated, 
in  the  Structural  Materials  Testing  Laboratories  of  the  United 
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States  Geological  Survey,  the  series  of  tests  of  some  40  odd 
waterproofing  compounds,  the  results  of  which  are  published 
in  Technologic  Bulletin  No.  3  of  the  U.  S.  Bureau  of  Standards. 
The  results  of  these  tests  show  that  only  a  very  small  percent- 
age of  these  compounds  possess  appreciable  merit.  The  writer 
further  believes  that  good  engineering  practice  does  not  re- 
quire the  use  of  such  material,  and  that  concrete  can,  without 
increased  cost,  be  rendered  suflSciently  water-tight  for  all  prac- 
tical purposes. 

It  should  be  noted  that  waterproofing  materials,  especially 
coatings,  which  prevent  moisture  from  penetrating  the  mass, 
or  the  excess  water  used  in  mixing  from  drying  out,  may  pre- 
vent the  proper  hardening  of  the  mortar  or  concrete. 

Where  waterproofing  materials  are  mixed  with  the  concrete, 
they  should  be  of  such  a  character  that  they  will  have  no  delet- 
erious effect  upon  the  mortar  or  concrete,  nor  seriously  affect 
its  hardening.  They  should  contain  no  organic  matter,  and,  in 
any  event,  the  quantity  should  be  limited  in  percent.  Where 
unknown  materials  are  used,  tests  should  be  made  to  de- 
termine, 

1.  Their  effect  upon  the  strength  of  the  mortar  or  con- 
crete. 

2.  Their  behavior  under  wide  ranges  of  temperature. 

3.  The  effect  of  acids  and  alkalies  on  them,  and 

4.  Their  effect  on  the  life  and  bond  of  embedded  metallic 
reinforcement. 

In  designing  water-tight  structures  it  is  necessary  to  care- 
fully consider  the  conditions  under  which  the  structure  is  to 
be  used.  It  is  evident  that  a  reservoir  or  tank  with  only  a  few 
feet  of  water  need  not  have  the  same  resistance  as  one  under  a 
head  of  40  or  50  feet;  and  it  makes  considerable  difference 
whether  a  conduit  or  pressure  pipe  is  under  a  10-  or  100-foot 
head.  Concrete  structures  are  designed  to  meet  conditions  in 
which  water  would  be  objectionable  because  of  damage  to  ma- 
terials stored  in  them,  or  where  dampness  in  the  walls  would 
be  objectionable  to  the  occupants  or  would  result  in  objection- 
able surface  discoloration,  and  also  to  resist  disintegration  re- 
sulting from  frost,  sea  water  and  alkali  action  and  electrolysis. 
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The  structures  usually  waterproofed  are  floors  of  bridges 
and  arches  over  city  streets,  to  prevent  leakage  of  ballast 
water;  roofs  and  walls  of  subways,  to  prevent  leakage  of 
ground  water;  basement  and  building  walls,  to  prevent  leak- 
age of  rain  or  ground  water ;  reservoir  and  tank  walls,  to  pre- 
vent loss  by  leakage.  Some  conditions  may  permit  a  slight 
leakage  (a  reservoir  may  leak  a  few  gallons  daily),  other  con- 
ditions will  not  permit  leakage  (a  bridge  floor  must  not  allow 
water  to  drip),  and  there  are  circumstances  where  moisture 
causing  a  stain  or  discoloration  would  be  objectionable.  In  case 
of  fire,  and  in  some  processes  of  manufacture,  it  is  necessary  to 
have  water-tight  floors,  so  as  to  confine  water  to  the  floor  in 
which  it  is  used  and  prevent  damage  to  the  contents  on  the 
floors  below. 
2.    Method  of  Attacking  Problem. 

Concrete  must  be  so  designed  as  to  provide  for  cracking, 
due  to  unequal  settlement,  and  for  shrinkage  and  temperature 
changes.  Since  a  structure  of  concrete  may  be  so  designed  as 
to  successfully  meet  all  requirements  as  to  construction,  service, 
and  cost,  the  next  matters  to  be  considered  are  the  methods 
which  may  be  used  to  secure  water-tightness. 

The  various  expedients  for  making  concrete  waterproof 
are: 

1.  Proportioning,  mixing  and  placing  concrete  to  secure 
a  maximum  density. 

2.  Plastering  the  exposed  surface  with  a  rich  mortar  (1 
to  1,  or  1  to  1%). 

3.  Incorporating  waterproofing  material  in  the  concrete. 

4.  An  enclosed  impervious  seal  to  keep  the  water  from  the 
concrete. 

Perhaps  one  of  the  most  important  points  in  design,  is 
the  use  of  reinforcement  to  so  distribute  the  stresses  occasioned 
by  undue  settlement,  shrinkage  and  temperature  as  to  render 
the  resulting  cracks  sufficiently  small  and  non-continuous  to 
prevent  the  passage  of  water  through  the  concrete.  The 
structure  must  also  be  so  erected  as  to  avoid  construction  joints 
and  seams  which  might  prove  a  source  of  leakage.  The  condi- 
tions of  use  may  be  such  as  to  require  unusual  precautions  to 
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secure  water-tightness;  on  the  other  hand,  it  may  only  be 
requisite  to  prevent  the  penetration  of  water  into  the  mass  so 
as  to  avoid  dampness,  efflorescence  or  undesirable  discolora- 
tion. There  are  conditions  under  which  it  may  be  necessary  to 
reduce  the  surface  capillarity  by  rendering  it  water  repellent, 
thus  preventing  moisture  from  traveling  over  the  surface,  bring- 
ing out  soluble  salts  and  producing  discoloration. 

In  some  of  the  arid  portions  of  this  country  where  the  soil 
contains  large  quantities  of  certain  alkalies,  it  is  especially 
necessary  that  the  surface  of  the  concrete  shall  have  a  low 
absorption;  since  the  rapid  formation  of  crystals  in  the  pores, 
due  to  the  extreme  rapidity  of  evaporation,  sometimes  results 
in  the  breaking  of  the  bond  in  the  concrete  and  its  subsequent 
disintegration. 

Under  such  conditions,  the  most  critical  part  of  the  struct- 
ure is  at  and  just  above  the  ground  line,  or  that  zone  in  which 
the  alkali  salts  crystallize  in  the  pores  of  the  structure  under 
the  conditions  of  rapid  evaporation.  It  should  be  noted,  how- 
ever, that  this  destructive  action  affects  brick,  stone  and  other 
building  materials,  in  proportion  to  their  porosity. 

To  satisfactorily  resist  the  action  of  alkalies,  it  is  necessary 
that  the  exterior  surface  of  the  concrete  shall  be  impenetrable, 
and  this  may  be  accomplished  by  a  granolithic  finish  or  by  sur- 
face treatment. 

In  providing  against  dampness,  the  conditions  for  walls 
below  ground  are  different  from  those  for  exterior  and  interior 
walls  above  ground.  The  dampness,  so  frequently  referred  to 
by  writers  on  waterproofing,  that  is  found  on  concrete  walls 
results  from  the  condensation  which  is  to  be  found  on  all 
walls  of  masonry  that  are  not  properly  insulated.  This  is 
due  generally  to  defective  ventilation  and  is  the  natural 
result  of  warm  moist  air  coming  in  contact  with  the  colder 
wall  surface. 

The  foundation  walls  of  a  building  where  considerable 
water  is  present,  unless  of  dense  concrete,  are  likely  to  become 
saturated  with  water,  due  to  capillarity  of  the  more  or  less  por- 
ous mass.  This,  however,  is  a  condition  which  ought  not  to 
occur,  since  the  concrete  can  be  made  impervious. 
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If  a  basement  of  a  building  is  under  a  head  of  water,  it 
may  be  necessary  to  make  the  exterior  foundation  walls  water- 
tight to  prevent  the  penetration  of  water  into  the  building; 
this  may  be  accomplished  through  the  use  of  properly  propor- 
tioned, mixed,  placed  and  reinforced  concrete;  the  concrete 
should  be  placed  continuously,  so  as  to  secure  a  monolithic 
structure.  It  frequently  happens  in  buildings  of  large  size  that 
the  walls  must  be  built  in  sections,  and  it  is  not  possible  to 
secure  a  monolith.  It  may,  therefore,  be  more  convenient  to 
use  an  impervious  material  to  completely  seal  the  structure 
against  the  passage  of  water.  This  expedient  is  frequently  re- 
sorted to  not  because  a  water-tight  concrete  structure  could  not  be 
otherwise  secured,  but  because  under  conditions  of  construction, 
by  reason  of  inability  to  eliminate  the  construction  joints,  it  is 
considered  more  advantageous  to  resort  to  this  method.  However, 
it  should  be  noted  that  such  seals  themselves  must  be  im- 
pervious and  unbroken,  as  punctures  or  openings  will  permit 
leakage. 

3.    Practicability  of  Securing  Waterproof  Concrete. 

Ample  proof  is  afforded  of  the  practicability  of  making 
concrete  water-tight,  at  a  reasonable  cost,  by  the  numerous 
examples  of  structures  already  built,  of  which  a  number  are 
given  in  this  paper.  It  is  not  difiBcult  nor  is  it  impracticable 
to  so  proportion,  mix  and  place  concrete  as  to  reduce  the  voids 
to  a  minimum  and  thus  secure  an  impermeable  mass.  It  is  nec- 
essary to  so  design  and  care  for  the  stresses  due  to  temperature 
and  shrinkage  as  to  prevent  the  occurrence  of  cracks,  and  to  so 
erect  the  structure  as  to  avoid  construction  joints  which  may 
be  a  source  of  leakage. 

ni.  MEANS  OF  SECUBING  WATERPROOF  CONCRETE. 

1.    Impervious  Concrete. 

Among  the  methods  available  for  securing  water-tight 
structures,  the  most  rational  is  the  use  of  impervious  concrete, 
properly  proportioned,  mixed  and  placed,  and  adequately  rein- 
forced to  prevent  cracks.  For  moderate  pressures,  concrete 
can  readily  be  made  impervious  when  mixed  in  the  proportion 
of  one  part  of  Portland  cement  to  six  parts  of  aggregates ;  for 
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higher  pressures,  a  somewhat  richer  mixture  should  be  used, 
although  not  richer  than  1  to  4. 

In  order  to  secure  an  impervious  concrete,  the  following 
precautions  should  be  observed : 

1.  The  concrete  should  be  composed  of  dense,  impervious 
aggregates,  carefully  graded  from  fine  to  coarse,  and  so  propor- 
tioned as  to  secure  a  concrete  of  maximum  density. 

2.  There  should  be  an  excess  of  cement. 

3.  It  should  be  thoroughly  mixed  with  enough  water  to 
produce,  after  a  prolonged  period  of  mixing,  a  viscous  consist- 
ency, that  will  admit  of  being  conveyed  without  a  separation 
of  the  aggregates,  and  which  can  be  readily  tamped  without 

.  bringing  an  excess  of  water  to  the  surface. 

Consistency  and  mixing  are  the  most  important  factors  in 
securing  waterproof  concrete.  In  former  days  it  was  the  prac- 
tice to  mix  with  so  little  water  that  dry  and  extremely  poor  con- 
cretes were  the  result ;  it  is  the  present  practice  to  mix  concrete 
entirely  too  wet,  and  water  is  impounded,  which  is  drawn  to  the 
surface  by  evaporation,  leaving  void  spaces  in  the  concrete 
which  become  channels  for  the  penetration  of  water.  The 
prolonged  mixing  of  a  medium  wet  concrete  is  the  most  satis- 
factory means  of  eliminating  air  and  water  voids,  and  develop- 
ing colloids,  which  tend  to  increase  the  cohesion  and  density. 
The  German  practice  of  working  comparatively  dry  mixtures 
for  a  long  time,  or  until  they  are  brought  to  the  above  de- 
scribed consistency,  in  the  writer's  opinion  explains  the  dense 
impervious  concrete  which  is  obtained,  especially  in  the  manu- 
facture of  cement  products.  A  concrete  thus  mixed,  with  an 
excess  of  cement,  and  placed  continuously  so  as  to  secure  a 
monolithic  structure,  will  be  water-tight. 

Numerous  tests  have  been  made  to  determine  the  perme- 
ability of  cement  mortars  and  concretes,  especially  those  that 
were  made  in  the  Structural  Materials  Testing  Laboratories  of 
the  United  States  Geological  Survey,  which  have  developed 
the  following  facts : 

1.  Concrete  having  the  greatest  density  is  the  least  per- 
meable. 

2.  The  impermeability  increases  with  the  quantity  of 
cement. 


WATERPROOF  CONCRETE  285 

3.  In  mortars  and  concretes  of  the  maximum  density,  the 
flow  decreases  with  time. 

4.  Fine-sand  mortars  are  less  permeable  than  those  of 
coarse  sand. 

5.  Permeability  is  largely  effected  by  the  relation  of  the 
fine  to  the  coarse  aggregates. 

6.  Richness  of  the  mortar  has  less  effect  in  decreasing  the 
permeability  in  mortars  of  dry  consistency  than  in  mortars  of 
quaking  consistency. 

7.  Absorption  is  less  in  mortars  of  quaking  consistency 
than  in  those  of  dry  consistency. 

8.  The  permeability  decreases  with  the  thickness  of  the 
mortar  or  concrete. 

9.  The  permeability  for  similar  mortars  is  the  same  for 
thicknesses  of  1,  2  or  3  inches. 

10.  Three-inch  test  pieces  of  concrete  are  slightly  less 
permeable  than  two-inch  test  pieces. 

11.  Permeability  increases  as  the  pressure  increases. 

12.  Permeability  decreases  with  age  and  quantity  of 
water  passing  through  the  mortar  or  concrete. 

While  fine-sand  mortars  are  less  permeable  than  coarse- 
sand  mortars,  they  are  acted  upon  by  sea  water  to  a  greater 
extent. 

Trowelling  the  face  of  concrete  exposed  to  the  action  of 
water,  to  a  granolithic  surface,  is  a  very  effective  means  of 
waterproofing. 

Mortars  and  concretes  which  permit  a  slight  seepage  of 
water  will  generally  become  water-tight  in  time,  due  to  the 
filling  of  the  pores  with  the  fine  material  carried  by  the 
water. 

One  of  the  most  effective  ways  of  making  mortars  and 
concretes  impervious,  is  through  the  use  of  an  additional  quan- 
tity of  cement. 

2.    Use  of  Foreign  Material  In  or  On  the  Concrete. 

(a)  Integral  Oomponnds  (Powders).  The  addition  of  finely 
divided  material  such  as  hydrated  lime,  pozzolana,  clay,  sand, 
etc.  (known  as  inert  fillers),  has  for  its  object  the  filling  of  the 
pores  in  the  mortar  or  concrete ;  such  materials  have  a  tendency 
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to  increase  the  absorption  of  water.  Materials  containing 
stearic  acid  or  other  greasy  substances  are  known  as  water 
repellents,  since  they  have  a  tendency  to  repel  water,  or  pre- 
vent its  absorption.  So  long  as  these  materials  do  not  aflfeet 
the  hardening  of  the  cement,  it  is  immaterial  whether  the 
action  is  physical  or  chemical. 

The  addition  of  pure  clay,  finely  powdered,  free  from  any 
vegetable  matter,  materially  increases  the  water  tightness  of 
concrete  by  acting  as  a  void  filler.  The  effect  of  clay  of  the 
proper  quality  varies  with  the  richness  of  the  mortar  or  con- 
crete; it  has  no  value  in  well-proportioned  concrete,  since  the 
extra  cement  supplies  all  the  fine  material  necessary  to  fill  the 
voids.  Clay  is  difficult  to  use  because  of  its  hydroscopic  qual- 
ities; colloidal  clay  is  not  readily  obtained,  must  be  dried  and 
finely  pulverized,  and  is  not  water  repellent.  In  moderate 
amounts  it  has  no  effect  on  the  strength  of  the  mortar  or  con- 
crete, but  it  tends  to  retard  the  hardening.  While  laboratory 
tests  show  that  clay  increases  the  strength  of  concrete,  never- 
theless, in  actual  construction  the  use  of  this  material  is  bad 
practice,  since  it  tends  to  ball,  to  coat  the  aggregates,  and  re- 
duce the  strength  of  the  concrete. 

Hydrated  lime  fills  the  minute  pores  in  concrete,  thereby 
producing  a  dense  mass  impervious  to  moisture — the  action  is 
largely  mechanical. 

The  use  of  these  inert  fillers  is  not  to  be  recommended, 
since  the  addition  of  an  equal  quantity  of  cement  will  produce 
more  successful  results,  except,  perhaps,  in  the  case  of  the 
water  repellent  materials  which  may  be  used  under  certain 
conditions  to  reduce  the  surface  absorption. 

The  experiments  made  by  M.  Feret,  of  Prance,  showed 
that  cement  mortars  kept  in  air  were  weakened  by  the  intro- 
duction of  pozzolana  and  that  the  action  was  in  part  chemical. 
The  same  strength  was  obtained,  however,  by  the  use  of  inert 
material  of  the  same  degree  of  fineness.  Mr.  Poulson,  of  Den- 
mark, finds  that  the  use  of  pozzolana  increases  the  strength 
and  density  of  the  mortar  or  concrete.  This  mechanical  addi- 
tion may  increase  the  strength  as  well  as  the  permeability  by 
increasing  the  density. 
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The  experiments  in  the  Government  laboratories  indicate 
that  void  fillers  up  to  20%  generally  increase  the  compressive 
strength  of  the  mortar  or  concrete. 

The  practice  of  adding  dry  powder  before  mixing  the  con- 
crete is  open  to  the  objection,  that  to  be  effective,  it  must  be 
thoroughly  disseminated  in  the  concrete,  and  if  this  is  not  done, 
the  mortar  or  concrete  will  vary  considerably  in  density  and 
strength.  If  the  same  amount  of  mixing  was  given  the  mortar 
or  concrete  without  the  addition  of  these  materials,  the  density 
and  strength  would  be  more  satisfactory. 

(a)  Integral  Oomponnds  (IdquidB).  Various  liquids  are 
added  to  mortars  and  concretes  to  render  them  waterproof; 
among  these  may  be  mentioned  oils,  lime  and  soap,  and  alum 
and  soap  solutions;  the  water-tightness  in  this  case  is  due  to 
the  gelatinous  coating  about  the  particles. 

Combinations  of  liquids  and  powders  are  also  used,  in 
which  case  the  waterproofing  is  the  result  of  precipitation  of 
insoluble  compounds  in  the  voids.  The  soap  and  alum  mixtures 
deposit  a  flocculent,  insoluble  compound  in  the  voids,  generally 
a  gelatinous  mass  of  aluminum  silicates,  thereby  rendering  it 
impervious. 

The  addition  of  mineral  oil  to  concrete  has  not  proved 
satisfactory,  and  the  results  thus  far  obtained  show  that  it 
requires  so  much  care  that  there  is  no  advantage  in  using  it, 
since  the  same  amount  of  care  taken  in  mixing  mortars  and 
concretes  would  make  them  impermeable  without  the  use  of 
waterproofing.  The  mineral  oil  is  absorbed  by  the  mortar  or 
concrete  and  forms  an  emulsion  with  the  cement ;  it  is  therefore 
water  repellent,  and  decreases  the  surface  absorption  of  water. 
In  the  alkali  districts  the  treatment  of  the  concrete  surfaces 
with  oil  seems  to  indicate  that  they  are  less  subject  to  the  ac- 
tion of  alkali  than  in  the  case  of  the  untreated  material. 

(b)  Coatings.  It  is  the  practice  to  render  structures 
which  absorb  a  considerable  amount  of  water  impervious 
through  the  application  of  surface  coatings  of  various  kinds, 
such  as  solutions  of  paraffin,  soap  and  alum,  bitumen,  cement 
washes  or  coats  of  plaster  of  rich  mortar.  Such  treatments  are 
for  the  most  part  unsatisfactory,  since  the  coatings  are  liable 
to  come  ofif  or  be  destroyed.    They  may  decrease  surface  por- 
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osity,  but  are  inelastic  and  have  no  value,  therefore,  as  a  seal 
against  the  passage  of  water  through  cracks  and  construction 
joints. 

The  effect  of  coatings  is  to  render  the  surface  water  re- 
pellent, thereby  prerventing  dampness.  Such  treatment  is  also 
a  preventive  of  discoloration  and  efflorescence.  The  paraffin 
solutions  demand  a  volatile  vehicle,  which  leaves  the  paraffin 
in  the  pores  and  as  a  coating  on  the  surface;  the  coatings 
themselves  are  insoluble  in  acids  and  alkalies.  The  surface  to 
which  they  are  applied  must  be  clean  and  dry,  and  the  air 
must  not  be  less  than  50^  F.  In  the  case  of  paraffin  coatings, 
the  surface  must  also  be  free  from  sharp  points  and  edges,  and 
must  be  smooth,  with  all  objectionable  holes  filled.  Whatever 
material  is  used  requires  the  application  of  several  coats. 

In  connection  with  the  New  York  subways,  it  was  found 
by  experiment  that  a  suitable  electrolyte  (one  or  two  percent 
solution  of  alum)  used  in  the  mixing  water  was  advantageous 
in  securing  a  water-tight  concrete;  replacing  5%  of  the  sand 
with  dry,  finely  pulverized  colloidal  clay  was  found  to  be 
equally  advantageous.  A  combination  of  both  methods  was 
also  found  effective. 

Many  engineers  state  that  a  grout  of  neat  cement  will 
render  concrete  water-tight  under  small  heads  of  water ;  in  this 
case,  the  fine  material  is  carried  by  capillarity  into  the  mortar 
or  concrete. 

Surface  coatings  are  inelastic  and  when  cracking  occurs 
they  become  inefficient.  This  is  entirely  apart  from  the  dura- 
bility of  the  material  itself.  Where  joints  or  cracks  exist, 
water-tightness  is  destroyed  and  it  is  difficult  to  bind  the  old 
and  new  coatings  together  in  such  a  way  as  to  restore  water- 
tightness. 

(c)  Enclosed  Impervious  Seals.  A  method  of  securing 
water-tightness  is  through  the  use  of  enclosed  elastic  impervi- 
ous seals,  whereby  water  is  prevented  from  passing  into  or 
through  the  concrete ;  when  properly  applied,  they  are  effective 
remedies  for  leakage  occasioned  by  cracks  or  construction 
joints. 

These  seals  include  all  those  methods  of  waterproofing  by 
which  masonry  is  covered  with  impervious  material  applied  as 
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a  mastic  or  in  layers;  these  waterproofing  layers,  usually  not 
less  than  five  (the  number  depending  on  the  pressure),  are 
composed  of  felt,  burlap,  asbestos  paper  or  similar  soft,  ab- 
sorbent material  which  is  not  in  itself  waterproof,  and  which 
must  be  saturated  with  tar,  asphalt,  or  some  bituminous  com- 
pound. The  fabric  is  laid  in  overlapping  layers  with  a  coating 
of  waterproofing  material  between  them,  and  a  coating  on  the 
outside  of  the  completed  seal. 

In  order  to  apply  waterproofing  of  this  character,  the  sur- 
face of  the  concrete  must  be  clean,  dry  and  reasonably  smooth; 
it  must  be  free  from  pockets  or  depressions  in  which  water 
could  collect,  and  proper  drainage  should  be  maintained.  Such 
material  should  not  be  placed  in  cold  weather,  and  where  this 
is  necessary,  care  should  be  taken  to  keep  the  bitumen  hot. 
Swabbing  should  be  done  uniformly  and  at  the  proper  tem- 
perature. Care  should  be  taken  to  properly  join  the  old 
with  the  new  work;  the  former  must  be  cleaned  and  must 
be  thoroughly  coated  with  fresh  bitumen  before  the  new  is 
placed. 

If  the  seal  is  punctured  or  becomes  inelastic  and  cracks, 
leakage  is  almost  certain  to  occur.  Asphalt,  tar  and  other 
bituminous  materials  are  subject  to  alkali  action,  which  de- 
stroys their  life ;  many  of  these  materials  also  become  oxidized, 
and  lose  their  elastic  qualities.  It  is  necessary,  therefore,  to 
protect  them  against  the  action  of  alkalies,  water  and  air,  and 
against  any  usage  which  will  tend  to  puncture  or  otherwise 
destroy  their  continuity.  They  are  generally  laid  on  the  con- 
crete with  a  protection  layer  over  them. 

It  is  the  opinion  of  many  engineers  that  the  use  of  imper- 
vious seals  is  desirable,  since  it  is  .sometimes  difficult  to  erect 
a  water-tight  concrete  structure,  and  they  can  be  applied 
without  unusual  precautions  at  a  minimum  cost.  Since,  how- 
ever, these  seals  must  of  necessity  be  covered  and  protected, 
they  are  not  readily  accessible  for  repairs,  and  furthermore, 
it  is  difficult  to  trace  the  source  of  leakage,  which  makes  such 
repairs  generally  expensive.  Waterproofing  of  this  character 
must  be  renewed  after  an  interval  of  several  years,  since  it 
loses  its  elasticity,  and  cracks,  which  reduces  its  efficiency. 
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rV.     WOBKMANSHIP  AND  INSPECTION. 

Workmanship  is  a  most  important  factor,  either  in  secur- 
ing waterproof  concrete  or  in  the  application  of  waterproofing. 
Unskilful  workmanship  would  render  a  very  rich  concrete 
pervious,  while  skilful  workmanship  would  secure  an  im- 
pervious concrete  with  a  very  lean  mixture. 

In  Germany,  the  writer  has  seen  dry  concrete,  of  a  con- 
sistency that  would  be  entirely  impractical  at  the  present 
time  for  use  in  this  country,  worked  long  and  vigorously  into 
a  dense,  water-tight  mass. 

The  tendency  here  is  to  use  entirely  too  much  water  in 
order  to  render  the  labor  of  mixing  and  placing  easier,  but,  as 
a  consequence,  water  as  well  as  air  voids  are  introduced  into 
the  concrete,  which  increase  its  porosity.  The  use  of  a  less 
amount  of  water  and  much  longer  mixing,  than  is  now  the 
practice,  would  develop  a  gelatinous  coating  on  the  aggregates 
and  increase  the  density,  through  the  consequent  elimination 
of  the  voids  in  the  concrete.  The  most  important  step  in  the 
process  of  making  concrete  waterproof  is  the  proportioning 
and  mixing.'  Generally  this  matter  has  but  casual  inspection, 
and,  as  a  result,  the  laborers  under  whose  charge  the  work  is 
performed,  either  from  indifference  or  ignorance,  fail  to  .give 
it  requisite  attention,  and  the  variable  proportions  and  in- 
sufficient mixing  result  in  poor  concrete,  lacking  uniformity 
in  composition  and  density. 

When  one  considers  the  extreme  care  that  marks  the  man- 
ufacture of  steel  or  the  fabrication  of  the  structures  in  which 
it  is  used,  one  cannot  but  be  impressed  with  the  lack  of  similar 
care  in  the  case  of  concrete,  which  performs  similar  functions 
as  a  structural  material. 

One  of  the  most  crying  needs  in  concrete  construction  is 
the  presence  of  an  adequate  number  of  competent  inspectors 
throughout  the  entire  erection.  Such  inspection  is  of  the  great- 
est importance  in  those  structures  which  must  be  water-tight, 
and  which  of  necessity  require  care  and  attention  in  propor- 
tioning, mixing  and  placing  the  concrete.  Aside  from  the 
question  of  water-tightness,  it  is  the  writer's  opinion  that 
safety   and   good   engineering   require   more   inspection.      The 
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presence  of  an  adequate  number  of  competent  inspectors  would 
result  in  more  skilful  mechanics,  by  reason  of  the  educating 
influence  of  such  supervision,  which  would  eventuate  in  a 
much  better  class  of  structures. 

The  writer  would  not  for  a  moment  convey  the  impression 
that  the  present  reinforced  concrete  structures  in  this  country 
are  in  any  way  inferior  to  those  erected  in  other  parts  of  the 
world,  but  would  point  out  the  need  for  this  inspection  to  pre- 
vent the  occasional  failures  which  result  from  the  improper 
use  of  concrete,  because  of  incompetency  or  lack  of  proper 
supervision.  With  adequate  supervision  a  better  grade  of 
concrete  would  be  secured,  which  would  justify  larger  unit 
stresses  than  are  now  considered  permissible,  and  there  would  * 
be  a  consequent  reduction  in  the  size  of  the  structures. 

It  is  to  be  hoped  that  the  developments  of  the  future  will 
result  in  more  skilful  mechanics  and  much  more  efficient  in- 
spection. 

V.     CRACKS  AND   CONSTRUCTION  JOINTS. 

The  distribution  of  cracks  resulting  from  shrinkage  and 
temperature,  so  as  to  reduce  their  size  and  break  their  conti- 
nuity through  the  structure,  depends  on  the  successful  loca- 
tion of  the  reinforcement. 

Small  structures  can  be  poured  continuously,  and  will  be 
sufficiently  water-tight  without  the  use  of  reinforcement. 
Where  it  is  not  possible  to  cast  a  structure  as  a  monolith,  con- 
struction joints  become  necessary,  and  leakage  is  almost  sure 
to  occur.  The  structure  is  generally  built  during  the  warmer 
months  of  the  year,  and  when  contraction  occurs,  the  con- 
crete shrinks  at  the  joints ;  and  as  there  is  sufficient  elasticity 
in  the  reinforcement  to  permit  a  very  slight  stretch,  the  bond 
in  the  concrete  on  either  side  of  the  joint  breaks  and  makes 
an  extremely  fine  seam  through  which  water  will  pass. 

The  development  of  a  proper  method  for  making  joints 
that  will  be  water-tight  is  a  problem  worthy  of  the  very  best 
attention,  and  its  successful  solution  will  greatly  decrease  the 
difficulty  in  securing  waterproof  concrete. 

Major  John  S.  Sewell,  of  the  United  States  Corps  of  Engi- 
neers, in  discussing  this  question,  states  that:    *^In  fortifica- 
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tion  work  the  beat  practice  to  render  the  rooms  damp-proof 
consists  in  finishing  the  extreme  top  surface  of  the  concrete 
(over  the  passage  in  the  fortifications  and  the  rooms  below), 
with  a  rich  granolithic  concrete  laid  in  small  independent 
squares,  reinforced  against  cracking  hy  small  steel  bars  ran- 
ning  both  ways  of  the  slabs.  The  joints  between  the  slabs  are 
caulked  just  like  the  seams  of  a  wooden  deck,  and  the  whole 
exposed  surface  given  sufficient  slope  to  shed  water  quickly. 
Under  these  conditions,  the  water  does  not  pass  through  the 
slabs  themselves,  and  joints  can  be  kept  tight  with  little  care". 


The  principal  difficulty  in  securing  water-tight  structures 
of  concrete  lies  in  making  the  construction  joints  water-tight. 
Too  little  attention  is  given  to  this  matter,  which  is  so  import- 
ant that  it  should  receive  as  careful  consideration  as  any  other 
portion  of  the  structure. 
Vr.     EXAMPLES  OF  STHUCTUBE8  OF  WATBBPBOOF  CONCEETE. 

In  the  following  pages  will  be  found  examples  of  various 
structures  of  concrete  in  which  no  waterproofing  has  been  used, 
which  have  proved  satisfactory,  together  with  some  structure! 
in  which  leaks  have  developed  at  construction  joints. 
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The  process  of  molding  cement  products  (drain  tile,  sewer 
pipe,  building  blocks,  etc.)  by  machinery  requires  a  dry  mix- 
tttre,  to  give  the  material  sufficient  stiffness  to  permit  of  its 
removal  from  the  machine  as  soon  as  it  is  molded;  the  result- 
ing product  is  extremely  porous,  has  a  high  absorption,  and  is 
generally  unsuited  to  the  purpose  for  which  it  is  intended. 
Waterproofing  material,  such  as  soap,  hydrated  lime,  finely 
divided  clay  and  sand,  is  used  for  the  purpose  of  so  reducing 


the  voids  as  to  increase  its  water-tightness.  The  use  of  this 
material  is  not  as  efficacious  as  would  be  the  use  of  an  equal 
quantity  of  cement ;  these  materials,  while  in  a  measure  minim- 
izing the  objectionable  weathering,  are  not  all  of  a  permanent 
nature,  and  in  time  mnst  be  renewed  or  otherwise  the  unsuit- 
able conditions  will  return. 

Cement  products  are  being  successfully  made  by  the  wet 
process,  without  waterproofing,  which  are  in  every  way  su- 
perior to  those  usually  made  by  the  dry  process. 


294  WATERPROOF  CONCRETE 

The  interior  walls  of  coiicrete  structures  in  which  grain 
or  similar  materials  are  stored  must  be  dry  and  water-tight. 
In  order  to  prevent  the  penetration  of  moisture,  the  structures 
are,  wherever  possible,  built  as  a  monolith,  in  order  to  avoid 
seams  which  would  be  a  source  of  leakage.  They  must  be 
designed  with  proper  reinforcement  for  temperature  and 
shrinkage,  and  the  concrete  must  be  of  maximum  density. 

In  the  construction  of  roofs  of  reinforced  concrete,  it  is 
often  found  desirable  to  use  some  form  of  impervious  cov- 
ering, usually  of  bituminous  material,  which  will  effectively 
prevent  penetration  of  water  into  the  structure  below.  The 
use  of  this  material  is,  however,  not  necessary,  and  there  are 
many  examples  of  roofs  of  considerable  extent  which  have  been 
built  without  the  use  of  waterproofing.  These  are  generally 
finished  with  a  richer  mixture,  so  as  to  form  a  granolithic  top 
surface.  It  is  also  a  practice  to  build  roofs  of  this  character 
without  reinforcement  for  temperature  and  shrinkage  stresses, 
with  the  expectation  of  filling  the  cracks  with  bitumen  as  they 
develop.  The  illustration  in  Fig.  1  shows  the  roof  of  one  of  the 
car  barns  of  the  Chicago  City  Railway  Company ;  it  is  400  ft. 
wide  and  500  ft.  long,  and  is  5  in.  thick;  monolithic  concrete 
was  used  throughout,  without  construction  joints  and  without 
waterproofing.  The  writer  understands  that  it  is  very  satis- 
factory, and  practically  water-tight. 

The  problem  of  water-tight  concrete  becomes  greater  as 
the  head  of  water  stored  and  the  extent  of  the  structure  in- 
crease. Where  conditions  permit,  it  is  usual  to  build  by  con- 
tinuous operation,  and  there  are  many  successful  examples  of 
such  construction.  Nearly  all  the  grain  elevators  which  are  built 
are  not  waterproofed,  and  where  it  was  formerly  the  practice  to 
build  in  sections,  it  is  now  considered  better  practice  to  build 
by  a  continuous  pouring  process  to  secure  as  nearly  as  possible 
a  monolithic  structure.  In  Fig.  2  is  shown  a  Frontier  elevator 
at  Buffalo,  N.  Y.,  built  about  three  years  ago.  No  waterproof- 
ing was  used  in  the  construction,  and  it  has  proved  entirely 
satisfactory.  It  has  not  even  been  washed  down  with  a  cement, 
which  is  frequently  done  not  for  the  purpose  of  waterproofing, 
but  in  order  to  give  the  concrete  a  uniform  color. 


WATERPROOF  CONCRETE  £95 

A  similar  elevator  is  the  Harbor  Commissioner's  Terminal 
Elevator  No.  3  at  Montreal,  Qaebec,  having  a  capacity  of 
2,600,000  busbels,  and  built  entirely  of  reinforced  concrete 
without  waterproofing. 


Concrete  is  now  generally  used  in  the  construction  of 
silos,  and  has  proved  to  be  very  economical  and  suitable.  A 
typical  illustration  of  this  use  is  given  in  Fig.  3 — that  of  a 
monolithic  reinforced  concrete  grain  storage  bin  at  Haubstadt, 
Ind. 
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The  water  tank  shown  Id  Fig.  4  has  a  capacity  of  600,000 
gallons,  and  is  of  reinforced  concrete,  not  waterproofed ;  it  ia 
the  practice  of  the  builder  to  increase  the  quantity  of  cement 
in  the  mixture  as  the  pressure  increases.  For  extremely  high 
pressures,  it  is  the  practice  to  use  a  rich  cement  finish  to  in- 
crease the  density  of  the  exposed  surface;  the  usual  propor- 
tions for  the  concrete  are  1-2-4. 


The  possibility  of  making  structures  of  this  character  at- 
tractive is  illustrated  by  the  water  tower  located  at  Fort 
Revere,  Mass. ;  this  encloses  a  standpipe  50  ft.  high  and  20  ft. 
in  diameter,  with  a  thickness  varying  from  7  in.  at  the  base  to 
3  in.  at  the  top.  The  entire  structure  was  built  of  reinforced 
concrete  without  the  use  of  waterproofing  of  any  character. 
The  above  tanks  are  all  practically  waterproof  and  are  repre- 
sentative of  a  great  number  of  similar  structures  which  are 
BttccesBfully  constructed  without  the  use  of  waterproofing. 
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As  reservoirs  increase  in  size,  they  take  longer  to  build, 
and  it  is  not  always  practical  to  pour  the  concrete  continuously ; 
conBtructioQ  joints  are  necessary  and  extreme  care  must  be 
taken  to  prevent  leakage,  especially  if  there  is  a  considerable 
head  of  water  in  the  reservoir. 

In  Fig,  5  is  shown  the  five-million-gallon  reservoir  at 
Duluth,  Minn.,  in  which  no  waterproofing  was  used.  This  was 
built  for  the  city  of  Duluth,  and  I  am  advised  by  Mr.  E.  W. 
Kelly  that  during  its  construction  the  terrific  storm  of  Novem- 
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ber,  1913,  which  caused  so  much  damage  and  loss  of  life  on 
the  lower  lakes,  occurred  when  the  wall  was  still  lacking  10  ft. 
of  its  total  height;  this  caused  an  interruption  of  about  24 
hours  in  pouring  the  concrete;  the  joint  was  at  the  top  of  the 
earth  embankment,  and  the  adhesion  at  this  point  was  broken 
before  the  water  was  turned  into  the  reservoir,  presumably 
because  of  unequal  expansion  above  and  below  the  joint.  The 
seepage  is  unimportant  in  amount,  but  by  reason  of  the  possi- 
bility of  damage  from  frost,  measures  will  probably  be  taken 
to  make  it  water-tight. 
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It  ia  a  practice  in  the  construction  of  reeervoirs  to  insure 
water-tightn^s  through  the  use  of  an  elastic  impervious  seal 
placed  between  two  layers  of  concrete.  In  Pig.  6  may  be  seen 
the  two-million-gallon  reservoir  of  the  Philadelphia  &  Read- 
ing Railroad  at  Tardley,  Pa.,  illustrating  the  method  of  filling 
joints,  placing  the  felt,  and  waterproofing  it  with  a  bituminooa 
coating. 

Structures  that  are  also  required  to  be  reasonably  water- 
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tight  are  dams  of  the  type  shown  in  Fig.  7,  which  is  a  view  of 
the  lower  side  of  the  hollow  dam  built  at  Sheldon  Springs,  Vt. ; 
no  unusual  precautions  were  taken  to  waterproof  this  structure 
and  it  is  substantially  water-tight. 

Structures  that  are  used  to  store  water  must  be  sufficiently 
tight  to  avoid  loss  by  leakage.  In  contra-distinction  to  this  is 
the  dry  dock  in  which  the  problem  is  to  prevent  the  leakage  of 
water  into  the  dock.     The  dock  in  the  United  States  Navy 
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Yard  at  League  Island,  Philadelphia,  Pa.,  was  bnilt  entirely  of 
concrete  without  the  use  of  waterproofing ;  it  was  not  built  as 
a  monolith,  and  although  fairly  water-tight,  there  is  a  slight 
seepage  as  a  consequence  at  construction  seams;  the  seepage, 
however,  is  not  sufficient  to  cause  trouble. 

In  the  construction  of  Dry  Dock  No.  4  at  the  Navy  Yard 
in  Brooklyn,  N.  Y.  (Fig.  8),  every  effort  was  made  to  make  it 
water-tight;  the  concrete  was  proportioned  and  mixed  for  maxi- 
mum density,   reinforced   against  shrinkage  and  temperature, 


and  a  waterproofing  material  was  used  in  the  mixture;  the 
dock  has  slight  weeps  which  are  not  considered  objectionable. 
The  difference  in  water-tightness  of  the  two  structures  is  not 
sufficiently  important,  in  the  writer's  opinion,  to  warrant  the 
additional  expense  of  the  waterproofing  material  that  was 
used. 

The  dry-dock  walls  are  of  considerable  thickness,  and  the 
difficulty  ia  not  in  making  the  concrete  water-tight,  but  in  car- 
rying on  the  construction  so  as  to  avoid  seams  and  cracks 
through  which  leakage  may  occur.    Small  cracks  become  tight 


as  they  are  filled  with  sediment  deposited  by  the  water;  the 
leakage  from  such  cracks  is  usually  not  sufficient  to  occasion 
serious  trouble. 

Ordinary  conduits  under  low  pressure  are  not  difficult  to 
build  water-tight.  As  the  pressure  increases,  however,  the  dif- 
ficulty increases ;  and  for  heads  of  upwards  of  100  ft.,  consid- 
erable skill  is  required  to  build  a  conduit,  either  continuously 
or  in  sections,  and  avoid  leakage. 

The  type  of  eontinuously-ponred  concrete  pressure  pipe 


shown  in  Fig.  9  is  located  in  the  Cottonwood  Canon  near 
Boosevelt,  Ariz. ;  this  pipe  ia  built  of  reinforced  concrete  with- 
out waterproofing,  and  is  5  ft.  3  in.  in  diameter,  with  7-in. 
walls;  the  head  varies  from  34  to  74  ft  and  the  pipe  is  water- 
tight. It  should  be  noted  that  the  Salt  River  carries  a  great 
deal  of  sediment  (sometimes  as  high  as  4  or  5%),  which  ia 
favorable  to  the  development  of  water-tight  structures. 

For  heads  of  upwards  of  100  ft,,  it  is  a  question  whether 
it  is  cheaper  to  build  of  reinforced  concrete  or  of  steel. 
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Where  the  conduit  is  imbedded  in  earth,  the  changes  in 
temperature  are  not  so  great,  and  the  formation  of  cracks  is 
thereby  greatly  retarded.  K  the  pipe  is  whoUj'  or  partly  ex- 
posed, the  problem  of  design  is  not  only  one  of  caring  for  the 
stresses  due  to  the  head  of  water,  but  also  for  those  due  to 
temperature.  It  is  common  practice  to  build  concrete  pipe  in 
sections  which  are  allowed  to  thoroughly  harden  before  being 


placed  in  position,  and  a  water-tight  joint  is  made  of  some  elas- 
tic, water-tight  material. 

In  ordinary  conduits  and  sewers  such  joints  are  usually 
made  with  cement.  As  the  pressure  increases,  however,  the 
difficulty  in  making  these  joints  water-tight  increases. 

The  pipes  shown  in  Fig.  10  are  used  by  the  city  of  Phila- 
delphia, Pa.,  in  the  construction  of  sewers ;  they  are  made  with 
cement  joints  and  are  found  satisfactorily  water-tight  under  a 
pressure  of  10  pounds.    The  larger  size  sewers  are  built  of  rein- 
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forced  concrete  cast  in  place.  An  illustration  of  this  type  is 
the  outlet  of  the  'Wakeline  Street  main  sewer  shown  in  Pig.  11, 
which  ia  considered  in  every  way  satisfactory  from  the  view- 
point of  water-tightness.  The  small  leaks  that  develop  in 
sewers  are  generally  closed  through  the  seepage  of  water  car- 
rying with  it  finely  divided  material. 

The  Qaeen  Lane  water  filtration  beds  were  built  of  rein- 
forced concrete,  constructed  in  the  manner  shown  in  Fig.  12. 


This  work  was  built  in  sections  which  resulted  in  a  construction 
joint  at  the  top  of  the  arch,  as  indicated  in  the  illustration; 
there  is  a  small  amount  of  leakage  at  these  joints,  in  eighteen 
of  the  twenty-six  filters,  but  it  is  not  considered  sufficient  to 
warrant  the  trouble  and  expense  necessary  to  make  them 
water-tight ;  the  leakage  is  believed  to  be  decreasing.  It  should 
be  noted  that  the  mixture  is  1-2^-5  and  that  no  waterproofing 
was  used.    Except  at  the  joints,  as  indicated,  the  concrete  is 
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water-tight,  and  very  satisfactory ;  a  view  of  the  under  side  of 
these  arches  is  given  in  Fig.  13. 

In  the  construction  of  subways,  the  question  of  water- 
tightness  is  one  of  prime  importance,  and  care  is  taken  to  make 
them  water-tight.  The  tunnel  under  the  harbor,  between  Bos- 
ton and  East  Boston,  was  built  in  30-in.  sections  under  a  head 
of  70  ft.  of  water.  It  was  found  that  while  the  sections  them- 
selves were  water-tight,  there  was  a  slight  leakage  at  the 
joints,  which  were  closed  by  pumping  grout  in  under  pressure. 
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In  the  construction  of  the  filtration  works  at  Little  Falls, 
N.  J.,  thin  sections  of  1-3-7  concrete  were  successfully  built 
impervious  to  water,  without  the  use  of  waterproofing ;  the  con- 
crete was  faced  with  %  in.  of  1-1  mortar  and  was  water-tight 
under  beads  of  43  ft. 

The  inability  to  build  subways  continuously,  necessitates 
construction  in  sections,  and  it  is  not  easy  to  make  the  joints 
between  thera  water-tight.  The  use  of  an  impervious  seal  is 
therefore  quite  general. 

In  the  construction  of  the  east  end  of  the  Market  Street 
subway  in  Philadelphia   (Fig.   14),  no  attempt  was  made  to 
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waterproof  the  walls,  but  the  top  was  covered  with  a  l-in.  layer 
of  asphalt  mastic. 

In  the  construction  of  the  New  York  subways,  Mr.  Alfred 
Craven,  Chief  of  the  Public  Service  Commission,  states  that 
"Our  experience  seems  to  indicate  that  with  a  reinforced  con- 
crete structure  the  waterproofiug  is  not  so  necessary  as  with  a 
steel  beam  type  of  section.  In  the  former  type  leakage  is  apt 
to  occur  at  lines  where  a  day's  work  is  ended.     These  have 


later  stopped  due  probably  to  infiltration.  With  beam  con- 
Htmction  the  leakage  has  been  observed  along  the  bent  lines. 
"In  our  latest  construction,  waterproofing  is  used  on  the 
roof  at  all  open  cut  work ;  at  stations  where  leakage  may  dam- 
age the  finish  work,  waterproofing  is  added  on  the  sides ;  where 
the  structure  is  below  ground  waterproofing  is  also  placed  on 
the  bottom  and  carried  up  on  the  sides  to  a  point  about  two 
feet  above  ground  water". 
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Concrete  is  being  extensively  used  in  aolid  floors  for 
bridges,  which  must  be  water-tight  to  prevent  dripping  of 
b&Uast  water;  as  the  concrete  is  placed  against  the  flat  faces 
of  steel,  and  it  is  not  possible  to  make  a  bond  between  the  con- 
crete and  steel  that  will  be  water-tight,  leakage  will  occnr  and 
will  increase  as  the  stnieture  expands  and  contracts;  to  pre- 
vent this  leakage  at  these  seams,  it  is  the  common  practice  to 
use  some  form  of  impervious  seal  over  the  entire  top  surface 


of  the  floor.  In  this  case,  after  the  seal  is  completed,  it  is 
covered  with  reinforced  concrete  to  preserve  and  protect  it 
from  injury. 

By  reason  principally  of  the  construction  joints,  it  is  also 
the  practice  to  apply  a  similar  treatment  to  the  top  of  con- 
crete bridges,  as  shown  in  Fig.  16.  After  the  material  is  ap- 
plied, a  protective  covering  of  brick,  sand  or  concrete  is  placed 
upon  it.    It  is  essential  in  this  method  of  treatment  that  there 
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shall  be  ample  drainage,  as  the  presence  of  water  greatly  re- 
duces the  life  of  the  material. 

The  view  in  Pig.  17  is  the  swimming  pool  of  the  Detroit 
Athletic  Club,  and  illustrates  the  application  of  an  elastic  seal 
extending  continuously  over  the  fioor  and  pool. 

Examples  may  be  multiplied  indefinitely,  but  in  the  above 
the  writer  has  tried  to  illustrate  the  principal  applications  of 
waterproof  concrete. 


,   S.   T.i    itaowi 
Til.     WATERPROOFING  STRUCTURES  THAT  LEAK. 

The  problem  of  rendering  existing  structures  water-tight 
is  often  difficult  by  reason  of  inability  to  locate  the  source 
of  leakage,  which  is  frequently  a  considerable  distance  away 
from  the  outlet.  If  the  structure  has  been  waterproofed  with 
an  impervious  seal,  it  may  be  necessary  to  tear  it  out  and  re- 
place it,  which  is  an  expensive  operation.  If  the  structure  is 
of  concrete,  leakage  will  generally  he  at  the  cracks  or  con- 
struction joints,  and  it  is  possible  to  fill  these  with  some  bit- 
uminous material  and  thereby  make  them  water-tight.    Cracks 
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are  also  frequent)?  closed  by  pomping  in  grout  under  pressure. 
If  the  leakage  is  not  particularly  great,  it  may  in  time  heal 
itself  by  filling  up  with  fine  material. 

The  conditicms,  under  which  leakage  develops,  vary  bo 
widely,  that  it  is  impossible  to  lay  down  any  method  of  treat- 
ment, and  it  is  necessary  to  consider  each  ease  separately. 


VnX    EFFECT  OF  DE8TKUCTTVE  AGENCIES  ON  WATBEPEOOP 
CONCBETE. 

Waterproof  concrete,  when  properly  used,  is  one  of  the 
best  materials  to  resist  the  action  of  frost,  alkalies,  sea  water, 
etc. ;  its  resistance  to  electrolysis  is  far  greater  than  that  of  any 
other  material  of  construction. 

Aside  from  its  utility — which  may  be  such  as  to  necessa* 
rily  limit  its  life,  due  to  insufficient  capacity  or  strength,  or  to 
unsnitableness  for  changed  conditions  of  service  necessitating 
its  removal  for  improvements — a  structure  of  concrete  is  sub- 
ject, in  whole  or  in  part,  to  the  action  of  the  elements.    It  is, 
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therefore,  essential  that  it  shall  be  built  to  afford  the  maximum, 
of  resistance  to  these  agencies. 

The  destTQctiTe  action  of  alkalies  is  similar  to  that  of  frost, 
and  results  from  the  penetration  into  the  pores  of  the  mortar, 
or  concrete,  alkali-charged  moisture,  and  the  rapid  crystalliza- 
tion of  these  salts  due  to  rapid  evaporation  of  the  water.    Con- 


crete, to  resist  such  action,  must  be  waterproof  and  thoroughly 
hardened. 

The  action  of  sea  water  on  concrete  is  also  the  result  of 
permeability,  and  will  not,  therefore,  be  likely  to  occur  if  the 
concrete  is  dense  and  impervious. 

It  is  found  by  experiment  that  those  concretes  which  are 
dense  and  have  low  surface  absorption  offer  the  neatest  resist- 
ance to  the  action  of  alkalies  and  sea  water ;  and  experience- 
proves  that  concrete  can  be  so  proportioned,  mixed  and  placed 
as  to  efficiently  meet  these  conditions. 


310  WATERPROOF  CONCRETE 

Another  problem  that  necessitates  dry,  water-tight  con- 
crete is  that  of  preventing  electrolysis.  Experiments  show  that 
dry  concrete  affords  the  greatest  possible  resistance  to  the  pass- 
age of  electrical  currents,  but  it  is  absolutely  essential  that  it 
shall  have  the  least  possible  absorption.  The  problem,  how- 
ever, is  not  a  diflScult  one,  since  concrete  can  be  made  of  the 
density  requisite  to  insure  dryness. 

Where  the  structure  is  along  the  seashore,  and  is  subject 
to  the  action  of  salt  air,  it  is  necessary  that  due  care  shall  be 
taken  to  avoid  the  corrosion  of  the  embedded  reinforcement. 
It  is  necessary  that  there  shall  be  no  direct  connection  between 
the  surface  of  the  concrete  exposed  to  salt  air  and  the  rein- 
forcement. It  frequently  happens  that  a  metal  tie  of  some 
kind  is  used  in  construction,  connecting  the  surface  with  the 
reinforcement.  The  writer  has  seen  such  corrosion  of  the  rein- 
forcement as  to  seriously  disrupt  the  concrete. 

Precaution  should  be  taken  under  such  conditions  to  avoid 
the  use  of  highly  porous  aggregates,  or  those  having  a  very 
high  absorption.  Such  aggregates  absorb  moisture  from  the 
salt  air,  which  moisture  penetrates  the  mass  to  the  reinforce- 
ment and  causes  corrosion.  One  of  the  Atlantic  City  piers  is 
an  example  of  salt-air  corrosion  resulting  from  an  exposed 
metallic  connection  to  the  reinforcement,  and  of  the  presence 
of  pieces  of  aggregates  having  a  high  absorption.  In  this  case, 
the  corrosion  is  so  extensive  that  the  stability  of  the  structure 
was  so  seriously  threatened  as  to  necessitate  repairs — and  it 
is  the  writer's  belief  that  the  structure  is  still  in  an  unsafe 
condition. 

Similar  conditions  are  likely  to  be  encountered  in  some 
industrial  plants,  as,  for  example,  abattoirs  and  meat  packing 
houses,  where  the  moist  air,  laden  with  brine,  produces  condi- 
tions favorable  to  corrosion.  It  is  necessary,  therefore,  that 
the  concrete  shall  be  composed  of  dense  aggregates,  shall  be  of 
maximum  density  in  order  that  it  may  have  a  low  absorption, 
and  there  shall  be  no  exposure  to  these  corroding  conditions  of 
the  reinforcement,  or  of  metallic  connections  between  the  rein- 
forcement and  the  exposed  surface. 

The  practice  of  imbedding  anchor  bolts  and  other  metallic 
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connections  for  the  mechanical  equipment  of  the  plant,  should 
be  avoided. 

A  problem  on  which  there  is  considerable  uncertainty  is 
that  which  is  the  subject  of  one  of  the  papers  before  this  Con- 
gress, namely,  **  Probable  and  Presumptive  Life  of  Concrete 
Structures  Made  with  Modem  Cements".  While  those  who 
have  had  an  opportunity  of  examining  structures  in  various 
parts  of  the  world  are  confident  that  one  of  concrete,  properly 
designed  and  constructed,  is  indestructible,  this  feeling  is  not 
shared  by  some  engineers,  because  of  the  destructive  action 
that  has  in  some  cases  resulted  from  an  improper  use  of 
concrete. 

Since  concrete  structures  which  have  thoroughly  dried  out,, 
and  from  which  water  is  excluded,  are  practically  immune  to 
the  action  of  the  elements,  it  is  essential  that  they  shall  be  per- 
fectly dry  and  waterproof. 

The  problem  of  making  concrete  waterproof  is,  therefore,, 
a  question  of  vital  importance,  since  its  permanence  depends  on 
its  successful  resistance  of  the  destructive  agencies. 

IX.     FINAL  REMARKS. 

In  conclusion,  the  writer  wishes  to  emphasize  the  fact  that 
concrete  can  be  easily  made  waterproof  without  the  addition 
of  any  foreign  material,  whether  mixed  with  the  concrete  or  ap- 
plied as  a  coating  to  the  surface,  neither  of  which  methods 
will  prevent  leakage  if  cracks  develop. 

Where  it  is  not  possible  to  pour  the  concrete  continuously, 
and  where  construction  joints  are  necessary,  either  particular 
care  must  be  taken  to  make  them  watertight,  or  else  recourse 
must  be  had  to  an  elastic  seal  which  will  keep  the  water  from 
the  concrete. 

The  best  method  of  making  concrete  waterproof  is  to  prop- 
erly proportion  and  grade  the  aggregates  and  thoroughly  mix 
them  with  an  adequate  amount  of  cement;  cement  is  the  most 
efScient  method  of  waterproofing  concrete. 

Waterproofing  costs  money,  and  it  is  a  question  whether 
the  same  care  and  expenditure  of  money,  requisite  to  secure 
successful  results  in  the  application  of  waterproofing,  applied 
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to  concrete  structures  without  waterproofing  would  not  prove 
more  economical. 

The  writer  has  always  felt  that  the  success  or  failure  to 
secure  waterproof  concrete  was  due  to  the  lack  of  sufScient 
preparation  and  care  in  erection,  and  that  if  the  concrete  was 
proportioned,  mixed  and  placed  with  the  same  care  that  is  re- 
quired for  successful  results  in  the  erection  of  other  structures, 
the  result  could  not  be  other  than  satisfactory. 

The  many  successful  and  varied  applications  of  concrete 
to  structures  that  are  water-tight  serve  to  sufficiently  demon- 
strate the  fact  that  failure  to  secure  such  waterproof  structures 
of  concrete  is  due  to  an  improper  application  of  the  material. 
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General   Discussion   of   the   Subject   of   Making  Concrete   Watertight — 

Based  on  the  Discussion  at  the  Annual  Convention  of  the  Am.  Soc. 

C.  E.,  AshviUe,  S.  C,  Vol.  LI,  p.  469.    (1904) 
^'Waterproofing  Concrete  Structures",  a  description  of  various  methods, 

Vol.  Un,  p.  95.     (1905) 
"Surface  Applications  of  Waterproofed  Concrete  Blocks",  Vol.  LIV,  p. 

546.     (1905) 
"Waterproofing  Used  in  Coast  Defense  Construction,  with  Costs",  Engi- 
neers Corps,  U.  S.  A.,  Vol.  LV,  p.  302.     (1906) 
^'Difficult  Waterproofing  of  a  Passenger  Subway  Under  Bailway  Tracks 

at  Jamaica,  L.  L,  Vol.  LV,  p.  409.     (1906) 
"Waterproofing  Concrete  in  the  U.  S.  Fortification  Works".    Description 

of  various  methods  used,  Vol.  LVI,  p.  253.     (1906) 
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** Colloidal  Clay  for  Waterproofing  Concrete".  Discussion  by  Bichard 
H.  Gaines  of  Tests  by  H.  W.  McGee,  Vol.  LX,  p.  373.     (1908) 

''Description  of  Method  of  Waterproofing  of  the  Blue  Island  Avenue 
Water  Tunnel,  Chicago,  Dl.",  Vol.  LXH,  p.  506.     (1909) 

"Beinforced  Concrete  Pressure  Pipe,  Umatilla  Project,  Oregon",  H.  D. 
Newell,  Vol.  LXV,  p.  208.     (1911) 

"Waterproofing  Engineering  Works",  W.  H.  Finley.  Abstract  of  Paper 
before  Western  Society  of  Engineers,  June,  1912,  Vol.  LXVm,  p. 
288.     (1912) 

"Cost  of  Mortar  Lining  on  Irrigation  Canals  (Umatilla  Project)  ",  H.  D. 
Newell,  Vol.  LXVHI,  p.  561.     (1912) 

"Beinforced  Concrete  Double-Deck  Water  Tank,  Burson  Knitting  Co., 
Bockford,  HI.",  Vol.  LXX,  p.  158.     (1913) 

"Beinforced  Concrete  750,000-gal.  Water  Tank  with  Sliding  Joint",  L. 
N.  Nishkin  and  H.  A.  Minton,  Vol.  LXX,  p.  1204.     (1913) 

'  *  Waterproofing  the  Muskogee  Beservoir ' ',  A.  Potter,  Vol.  LXXn,  p.  512. 
(1914) 

"Concrete  Lining  Franklin  Tunnel,  Bio  Grande  Project",  L.  N.  Lawson, 
Vol.  LXXn,  p.  540.     (1914) 

"Manufacture,  Test,  and  Use  of  Waterproofing  Fabric",  J.  Besenzweig, 
Vol.  LXXn,  p.  620.     (1914) 

"Test  Besults  with  Concrete  Waterproofing  Materials".  Method  of 
Making  Test  at  the  Groese  Lichterfelde  Laboratory,  Berlin,  Ger- 
many, Vol.  LXXin,  p.  125.     (1915) 

"EflPect  of  Sea  water  on  Concrete — Some  Experiences  with  Concrete  in 
the  Bepublic  of  Panama",  A.  T.  Crary,  Vol.  LXXm,  p.  241.  (1915) 

*  *  Tunnel  Waterproofing  with  Cement  and  Clay  Mortar ' ',  Hudson  &  Man- 
hattan Bailway,  Jersey  City,  Vol.  LXXTTT,  p.  731.     (1915) 

' '  Concrete  Lining  for  Irrigation  Canal  at  Burbank,  Wash. ' ',  E.  M.  Chand- 
ler, Vol.  LXXni,  p.  772.     (1915) 

History  of  Attleboro,  Mass.,  Standpipe  of  Beinforced  Concrete,  Vol. 
LXXUI,  p.  816.     (1915) 

"Cement  Gun  Used  in  Bepairing  and  Waterproofing  Sidewalls  of  the 
Nashville  Water  Works  Beservoir",  W.  W.  Southgate,  Vol.  LXXIII, 
p.  849.     (1915) 

"Duxbury  Beinforced  Concrete  Water  Tank",  Vol.  LXXTTT,  p.  882. 
(1915) 

(b)    Engineering  Becord. 

Waterproofing  by   Asphalt   and   Felt — Specifications   for    Waterproofing 

Tunnels,  Board  of  New  York  Bapid  Transit  Commissioners,  Vol. 

XL,  p.  505.   (1899) 
Editorial    on    Impermeable    Concrete,   based    on    the    Discussion    at    the 

Ashville,  S.  C.  Convention,  Am.  Soc.  C.  E.,  Vol.  XLVIII,  p.  451. 

(1903) 


WATERPROOF  CONCRETE  319 

^'Making  Beservoir  at  Fort  Meads,  Sturgis,  8.  B.,  Watertight.  Water- 
proofing by  Filling  Voids  in  Concrete  Without  Any  Foreign 
Material'',  8.  H.  Eea,  Vol.  LIH,  p.  153.     (1906) 

''Waterproofing  a  Reinforced  Concrete  Sand  Pipe,  Attleboro,  Mass.", 
Vol.  LV,  p.  395.     (1907) 

Editorial  on  Impervious  Concrete,  Vol.  LV,  p.  398.     (1907) 

'^ Effect  of  Hydrated  Lime  on  Portland  Cement  Mortar",  Harry  Gardner, 
Vol.  LIV,  p.  309.     (1911) 

''Tests  Made  to  Determine  the  Action  of  8oap  as  a  Waterproofing  Agent 
in  Connection  with  Grain  Elevator",  Donau  Budapest,  Vol.  LXm, 
p.  221.     (1911) 

"An  Effective  Type  of  Expansion  Joint  for  Concrete",  J.  William  Link, 
Vol.  LV,  p.  240.     (1912) 

"Waterproofing  Concrete — Slab  Railroad  Bridges  Over  Streets",  G.  A. 
Hoggander,  Vol.  LV,  p.  241.     (1912) 

"Stopping  Leaks  in  Concrete — ^Practical  Methods  of  Stopping  Leaks 
Where  There  is  Hydrostatic  Pressure",  Vol.  LV,  p.  280.     (1912) 

"Waterproofing  a  11,000,000-gal.  Reservoir  Division  Wall",  J.  B.  Land- 
field,  Vol.  LV,  p.  713.    (1912) 

"Combined  Water  Tank  and  Pump  Station  at  Berlin,  Out.",  L.  J.  Menseh, 
Vol.  LXVII,  pp.  1267.     (1913) 

"Lining  the  St.  Louis  Water  Works  with  Concrete",  Vol.  LXIX,  p.  736. 
(1914) 

"Concrete  Water  Tanks  for  Burson  Knitting  Company's  Plant,  Rock- 
ford,  lU.",  Vol.  LXVni,  p.  132.     (1913) 

"Effect  of  Sea  water  on  Concrete — Action  of  Sea  water  on  Concrete; 
Six-Tear  Test  of  23  Molded  Piles",  Aberthaw  Construction  Co., 
Vol.  LXIX,  pp.  344-6.    (1914) 

"Report  of  the  St.  Louis  Water  Commission  on  the  1885-ft.  Concrete 
Pressure  Conduit,  7  ft.  in  Diameter",  Vol.  LXX,  No.  6,  p.  156. 
(1914) 

"Reinforced  Concrete  for  Railway  Water  Tanks",  J.  T.  Bowser,  Vol. 
LXXI,  pp.  81-2.     (1915) 

(c)  Enginaexing  and  Ck>ntractlng. 

"Concreting  the  Lining  of  the  Eden  Park  Reservoir,  Cincinnati  Water 

Works,  Cincinnati,  Ohio",  K.  C.  Crain,  Vol.  XLI,  p.  567.     (1914) 
' '  The  Use  of  Compressed  Air  for  Mixing  and  Placing  the  Concrete  Lining 

for  the  Eight-Foot  Rock  Tunnel  Intake,  St.  Louis  Water  Works, 

St.  Louis,  Mo.",  Vol.  XLI,  p.  724.     (1914) 
"Relining  a  Small  Water  Works  Reservoir  with  Asphalt  and  Concrete 

at  Irwing,  Pa.",  J.  M.  Rice,  Vol.  XLIH,  p.  273.  (1915) 

(d)  Bailway  Age  Gazette. 

"Concrete  Tanks  on  the  Baltimore  &  Ohio  RaOroad",  Vol.  LV,  p.  1183. 
(1913) 
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"Tunnel  Lining  by  Compreaaed  Air",  Vol.  LVn,  p.  1143.  (1914) 
' '  Lining  Tunnela  on  the  New  Lewlatown-Great  Falla  Line  of  the  Chicago, 
Milwaukee  &  St.  Paul  Bailroad",  Vol.  LVIH,  p.  978.  (1915) 

(e)  Journal  of  Electricity,  Power  and  Gas. 

''Reinforced  Concrete  Pipe",  B.  A.  Etcheverry,  Vol.  XXX,  p.  494.  (1913) 

(f)  In  addition  to  the  above  there  are  nmneroua  artidee  relating  to 

waterproof  concrete  and  waterproofing  in  the  following  magazineB: 

1.  Cement. 

2.  Cement  Age. 

3.  Cement  Era. 

4.  Cement  and  Engineering  Newa. 

5.  Cement  World. 

6.  Concrete. 

7.  Concrete-Cement  Age. 

8.  Bock  Producta. 

9.  Structural  Conaervation. 
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WOODEN  PILES  IN  SEA- WATER  STBUCTUBE8. 

Propagatioii  and  Life  of  the  Teredo. 

Wooden  piles  standing  in  sea  water  are  subjected  to  the  rav- 
ages of  the  Teredo  and  the  Limnoria.  The  teredo  enters  the 
pile  between  mean  low  tide  and  the  mud  line,  through  a  hole 
of  pinhead  size  and  bores  out  its  interior  as  it  grows  longer.  The 
destruction  wrought  is  thus  unseen  on  the  surface  and  wooden 
piles  that  have  a  safe  look  externally  may  be  so  honeycombed 
by  the  internal  borings  of  teredo  as  to  be  absolutely  incapable 
of  bearing  any  load  whatsoever. 

The  limnoria  not  only  work  more  slowly  but  they  attack  the 
exterior  of  the  pile  and  do  not  enter  into  it;  the  destruction 
wrought  by  this  wood  borer  being  readily  observed.  The  result 
of  limnoria  attack  is  to  give  the  pile  an  hour  glass  shape,  the 
most  serious  destruction  being  at  a  point  midway  between  high 
and  low  water.  Thus  its  range  of  action  is  not  so  great,  in  piles 
of  long  length,  as  in  the  case  of  the  teredo. 

After  the  teredo  has  entered  a  pile  it  usually  follows  along 
the  grain  of  the  wood,  riddling  the  interior  of  the  pile  by  a 
series  of  holes  about  one-fourth  inch  in  diameter.  Though  the 
worms  keep  clear  of  each  other  in  making  these  holes,  or  bores, 
at  times  they  leave  a  partition  of  only  one-sixteenth  inch  be- 
tween the  different  bores.  If  by  chance  the  bore  of  one  teredo 
breaks  through  into  the  bore  of  another,  it  has  been  authorita- 
tively stated  that  the  first  teredo  thereby  ceases  to  be  active  and 
soon  dies.     In  a  number  of  instances  it  has  been  noticed  that 
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sea  borers  will  not  attack  new  lumber  if  any  old  lumber  is  in 
the  same  vicinity  for  them  to  work  upon.  In  Alaskan  waters 
the  time  of  attack  seems  to  be  dependent  upon  the  possibility 
of  old  piles  being  in  the  same  vicinity. 

The  ordinary  growth  of  a  Teredo  navalis  depends  on  the 
warmth  of  the  water.  Generally  they  are  from  six  to  twenty- 
four  inches  long  with  a  diameter  up  to  three-fourths  inch.  In 
the  East  Indian  and  China  Seas  the  Teredo  gigantia  is  said  to 
grow  to  a  size  of  six  feet  in  length  and  three  inches  in  diameter, 
such  types  existing  in  shallow  water  among  the  mango  trees. 

Being  curious  to  learn  how  such  soft  worms  as  teredo  could 
eat  with  apparent  ease  into  wood,  especially  into  such  hard 
wood  as  '*  Black  Ironwood*',  a  well  known  and  experienced 
English  dock  engineer  obtained  a  large  quantity  of  teredo  and 
made  a  study  of  their  construction.  He  says  that  **if  anyone 
will  take  hold  of  one  of  these  worms  just  behind  the  head,  pinch- 
ing it  firmly  and  compressing  the  back  of  the  head,  such  treat- 
ment will  cause  two  strong,  sharp  black  teeth  to  protrude,  of 
such  sharpness  that  the  blade  of  a  pen  knife  can  make  no  im- 
pression upon  them".  He  also  states  that  the  teeth  are  sur- 
rounded and  hidden  by  an  exceedingly  strong  sphincter  muscle ; 
that  the  supposed  head  of  the  worm,  for  they  are  acephalous, 
is  a  perfectly  designed  grab  with  sharp  chisel  teeth  well  adapted 
for  the  work  of  wood  boring. 

Without  going  too  deeply  into  the  natural  history  of  the 
teredo  a  few  facts  as  to  their  general  nature,  the  different 
species,  their  propagation,  growth  and  life  will  no  doubt  be  of 
interest.  As  is  well  known,  the  teredo  consists  of  a  boring  head 
with  its  two  sharp  teeth,  and  of  a  body  or  a  mantle  containing 
two  siphons  that  constantly  increase  in  length  as  the  worm  bur- 
rows into  the  timber.  While  the  function  of  the  head  is  to 
grind  away  the  wood  in  front  of  it,  the  siphons  provide  a 
means  of  pumping  in  water  through  one  and  extruding  the 
pulverized  wood  or  pulp,  as  it  were,  through  the  other.  The 
outer  ends  of  the  siphons  pass  out  of  the  tail  end  of  the  teredo 
in  two  branches  into  the  water  outside  the  timber  like  two  out- 
lets to  a  river.  Food  is  also  taken  in  through  the  intake  siphon, 
the  ex(»retions  passing  out  through  the  discharge  siphon. 

While  there  are  a  number  of  different  species  of  the  teredo, 
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Prof.  Charles  P.  Sigerfoos,  who  made  an  extensive  study  of 
the  worm  at  Beaufort,  North  Carolina,  during  the  sununers  of 
1895  and  1896,  says  that  of  the  three  species  identified,  namely, 
Xylotrya  gouldi  Jeflfreys,  Teredo  dilatata  Spengler,  and  Teredo 
navalis  Linnaeus,  the  first  two  were  very  abundant,  Teredo 
navalis  being  found  but  rarely.  He  says  that  X.  gouldi  is  the 
most  numerous  of  all  and  is  found  everywhere,  growing  to  a 
length  of  some  two  feet  or  more.  Since  the  waters  at  Beau- 
fort are  very  salty  and  the  warm  season  is  long,  it  would  appear 
that  such  a  condition  is  not  favorable  to  the  propagation  of  the 
Teredo  navalis  and  that  the  harbor  engineer  errs  when  he 
blames  the  destruction  of  his  dock  piling,  irrespective  of  its 
location,  to  Teredo  navalis;  Teredo  gouldi  being  apparently  the 
species  that  so  universally  exists. 

While  perhaps  no  extensive  research  has  been  made  of  the 
different  species  existing  on  the  Pacific  Coast  of  U.  S.  and 
in  Alaska,  from  the  results  of  Prof.  Sigerfoos'  investigation 
it  would  seem  reasonable  to  suppose  that  these  species  are  of 
both  the  navalis  and  gouldi  types.  Such  worms  are  far  more 
active  in  Southeastern  Alaska  than  they  are  farther  south  in 
the  waters  of  Puget  Sound.  Though  the  teredo  is  very  active 
in  the  cold  waters  of  our  Pacific  Coast,  throughout  the  eastern 
front  of  New  England  north  of  Cape  Cod,  where  the  waters 
are  of  the  cold  Labrador  stream,  it  has  been  authoritatively  stated 
that  no  trouble  is  had  from  teredo  in  using  green  lumber  in 
sea-water  structures;  two  contradictory  conditions  as  respects 
the  activity  of  the  worm. 

In  regard  to  the  propagation  of  the  teredo.  Prof.  Sigerfoos 
states  that  *'Some  species  of  sea  worms,  including  Teredo  nava- 
lis, retain  their  eggs  in  the  gills  during  their  embryonic  devel- 
opment". In  case  of  Teredo  dilatata  he  says  that  **The  eggs 
and  spermatoza  when  matured  are  extruded  from  the  anal  or 
exhalent  siphon  in  a  slow  steady  stream,  which  continues  as 
long  as  the  reproductive  organs  contain  ripe  sexual  products", 
the  eggs  thus  being  "laid  free  into  and  fertilized  in  the  water". 
In  the  case  of  the  X.  gouldi  the  same  authority  says  that  he 
rarely  discovered  such  an  extrusion,  but  can  give  no  explana- 
tion for  the  difference  in  the  habits  of  the  two  species.  In  one 
instance  Prof.  Sigerfoos  estimated  that  a  large  female  Teredo 
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dilatata  laid  one  hundred  million  eggs,  which  would  seem  to 
account  for  their  multitudinous  numbers  in  the  oceans  of  the 
world. 

The  eggs  of  the  species  ''that  lay  their  eggs  into  the  water" 
are  developed  very  rapidly  **and  on  warm  days  the  embryos 
become  free-swimming  within  three  hours  after  the  eggs  are 
laid.  Within  a  day  the  shell  has  been  formed  and  the  typical 
lamellibranch  veliger  stage  reached".  The  mode  of  life  of 
the  larva  and  the  rate  of  its  development  after  hatching  from 
the  egg  and  becoming  free-swimming  Prof.  Sigerfoos  says  is 
very  diflScult  to  surmise.  Though  the  period  of  free-swimming 
mode  of  life  which  the  larva  of  the  marine  lamellibranch 
enjoys  before  attaching  itself  to  submerged  lumber  must  be  at 
least  a  month,  Prof.  Sigerfoos  was  unable  to  find  any  species 
undergoing  this  development. 

During  the  period  of  **its  free  mode  of  life"  a  bivalve  shell 
will  be  developed,  into  which  **the  whole  creature  can  be  with- 
drawn for  protection"  like  a  clam;  also  **a  large  swimming 
organ,  the  velum,  by  means  of  which  the  larva  swims  freely  in 
the  water";  likewise  '*a  long  powerful  foot,  by  means  of  which 
it  crawls  actively  over  surfaces;  and  the  internal  organization 
peculiar  to  advanced  lamellibranch  larvae" — a  typical  small 
bivalve  possessed  of  a  swimming  organ. 

At  Beaufort,  Prof.  Sigerfoos  states  that  these  minute  bivalves 
could,  throughout  the  summer,  be  seen  **  crawling  actively  over 
the  surfaces  of  submerged,  unprotected  wooden  structures," 
having  **just  settled  upon  the  wood"  and  moving  ** rapidly  in 
search  of  a  favorable  place  for  attachment";  usually  *'some 
minute  depression  or  crevice  in  the  wood,  though  it  may  become 
attached  to  a  perfectly  smooth  surface".  Soon  after  attaching 
itself  to  the  timber  by  means  of  a  single  long  lyssus  thread,  the 
bivalve  looses  its  velum  and  hence  its  power  of  leading  a  * 'free- 
swimming  life".  The  larva  immediately  "begins  to  clean  a 
place  for  its  burrow  by  scraping  away  the  surface  of  the  wood 
with  the  ventral  edges  of  its  shell  valves",  the  small  particles 
of  wood  and  other  substances  thus  collected  cementing  them- 
selves together  over  the  larva  so  as  to  form  a  protective  cover 
of  conical  shape.  Thereafter  "the  further  transformation  of 
the    larva    into    a    small    ship-worm    begins    and    progresses 
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rapidly '^  the  foot  becoming  a  pestle-shape  organ  '  Vhich  assists 
the  shell  in  burrowing*'.  The  opening  of  the  shell  at  the  ven- 
tral side  is  changed  through  a  rapid  development  of  knobs  on 
the  ventral  and  dorsal  portions  of  both  valves,  so  that  their 
swing  upon  each  other  is  at  right  angles  to  their  former  direc- 
tion. Due  to  rapid  development,  the  shell  gapes  at  both  anterior 
and  posterior  ends,  so  as  to  permit  of  the  protrusion  of  the 
foot  in  front  and  of  the  siphons  behind.  **The  first  row  of 
small  teeth  forms  on  the  external  surface  of  the  valves  at  the 
anterior  edges  and  later  on  becomes  the  mechanical  agent  by 
which  the  worm  bores  into  the  wood".  This  transformation 
Prof.  Sigerfoos  states  takes  place  inside  of  two  days  from  the 
time  of  attachment. 

One  of  the  most  debated  questions  in  natural  history  has 
been  as  to  how  the  teredo  burrows  his  way  into  wood.  Some 
eminent  authorities  have  attributed  it  to  some  chemical  solvent 
that  assists  the  mechanical  action  by  softening  of  the  wood.  An- 
other authority  seemed  to  think  that  ''there  were  siliceous  par- 
ticles in  the  mantle  to  do  the  work".  While  other  solutions  of 
the  problems  have  been  offered,  it  appears  that  Osier  in  1826 
was  the  first  to  suspect  the  real  mode  of  operation,  though  he 
did  not  actually  observe  it.  Prof.  Sigerfoos,  who  actually  ob- 
served the  process  under  a  microscope,  states  that  the  mode  of 
burrow  is  as  follows:  ''While  the  foot  performs  a  cupping 
action,  thus  drawing  the  shell  close  against  the  surface  of  the 
wood,  the  powerful  posterior  adductor  muscle  contracts  so  that 
the  teeth  (which  are  on  the  anterior  edges  of  the  valves  and 
which  point  outward  and  backward)  on  the  shell  rasp  away  the 
wood.  The  valves  are  brought  to  their  original  position  by  the 
small  anterior  adductor.  The  comparatively  very  large  pos- 
terior adductor  is  therefore  the  actual  agent  that  does  the  work 
aided  by  the  foot ;  the  shell  with  its  teeth  is  the  tool  with  which 
the  work  is  done". 

During  the  progress  of  burrowing,  a  constant  stream  of  water 
is  passing  through  the  siphon  system,  carrying  away  the  rasped 
off  pieces  of  wood.  Though  Prof.  Sigerfoos  seems  to  think  that 
some  nutrition  is  obtained  from  the  wood  pulp,  the  main  source 
of  the  teredo  food  supply,  he  says,  consists  of  diatoms  and  algae 
which  float  in  the  sea  water  and  are  taken  in  through  the  siphon 
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system.    Prof.  Sigerfoos  is  also  of  the  opinion  that  the  burrow- 
ing action  is  a  periodic  function,  alternating  perhaps  with  the 
more  active  ingestion  of  food. 
Activity  of  Teredo  and  Linmoria. 

The  most  pernicious  action  of  teredo  and  similar  sea  worms 
seems  to  be  where  the  water  is  calm,  salty  and  warm,  with  a 
degree  of  clearness,  free  from  mud  and  heavy  pollution.  In 
some  harbors  sewage  has  so  polluted  the  sea  water  that  teredo 
long  since  ceased  to  exist  therein.  While  such  a  condition  has  for 
a  great  many  years  existed  in  the  waters  immediately  surround- 
ing New  York  Harbor  dock  front,  north  of  a  line  drawn  from 
Bay  Bidge  to  the  eastern  entrance  of  the  Kill  Van  Kull,  south 
of  such  an  imaginary  line  and  further  out  beyond  the  Narrows 
the  teredo  still  exists  in  considerable  quantities.  In  at  least 
one  instance  in  lower  New  York  Harbor  it  was  found  that 
while  sewage  had  so  polluted  the  water  as  to  act  as  a  pro- 
tection to  green  piling  against  teredo  attack  through  tidal 
ranges,  yet  for  a  distance  of  from  one  to  two  feet  above  the 
mud  line  the  teredo  action  was  quite  severe,  thus  showing  that 
while  teredo  may  not  exist  at  tidal  levels,  such  a  fact  is 
no  guarantee  that  they  do  not  exist  near  the  mud  line,  the  loca- 
tion of  their  most  active  attack.  At  the  mouth  of  fresh-water 
rivers,  the  inflowing  salt  water  of  neap  tide,  being  of  a  greater 
specific  gravity  than  the  fresh  water  of  the  river  itself,  has,  in 
a  number  of  instances,  been  known  to  carry  the  teredo  along  the 
bottom  of  the  river  further  up  stream  than  would  otherwise 
have  been  supposed  and  the  green  piles  have  failed  because  of 
such  a  transfer  of  the  teredo  beyond  the  limits  of  true  salt  water 
conditions. 

In  the  opening  up  of  a  new  waterway  at  one  of  the  Pacific 
Coast  cities,  a  rather  peculiar  situation  was  created.  Hitherto 
the  winding  stream  had  been  free  from  teredo  to  a  point  quite 
near  its  out-fiow  into  the  salt  waters  of  the  adjoining  sound. 
After  the  new  straight  channel  had  been  cut  through  the  ter- 
ritory, green  pile  structures  that  had  hitherto  been  inmiune 
from  attack  were  soon  destroyed.  Investigation  showed  that  a 
layer  of  sea  water,  practically  two  feet  deep  and  infested  with 
teredo,  existed  throughout  part  of  the  new  channel  along  its 
bed,  though  the  water  at  the  surface  was  still  that  of  the  fresh- 
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water  stream.  In  view  of  the  salting  of  Lake  Miraflores  at  the 
Canal  Zone,  Panama,  and  the  expectation  that  similar  condi- 
tions will  exist  at  Salmon  Bay,  Puget  Sound,  Washington,  due 
to  the  lock  recently  completed  at  the  outlet  of  the  Bay  into  the 
Sound,  a  new  problem  seems  to  present  itself  to  the  harbor  engi- 
neers in  respect  to  the  use  of  green  wooden  piles  in  what  would 
ordinarily  be  supposed  to  be  fresh-water  bodies.  The  existence 
of  a  layer  of  salt  water,  infested  with  teredos,  along  the  bed  of 
supposedly  fresh- water  streams,  is  one  which  will  no  doubt  be 
carefully  studied  hereafter  by  the  dock  engineer  when  construct- 
ing wooden  pile  structures  under  such  conditions. 

In  ports  situated  on  fresh  water  rivers  far  from  the  sea,  such 
as  Philadelphia,  Portland,  Ore.,  and  New  Orleans,  wooden-pile 
docks  are  naturally  free  from  the  destructive  teredo,  though 
still  exposed  to  other  destructive  actions. 

While  a  few  creosoted-pile  dock  structures  have  been  built 
at  Philadelphia  the  adoption  of  this  type  of  construction  was 
not  due  to  teredo  action,  since  the  worm  has  never  been  known 
to  exist  nearer  than  50  miles  below  the  city,  Philadelphia  being 
situated  on  the  Delaware  River  some  80  to  90  miles  from  the 
open  sea. 

In  some  of  our  southern  ports,  such  as  Jacksonville,  Florida, 
situated  some  27  miles  from  the  ocean  on  a  river  at  times  brack- 
ish, it  is  said  that  decay  due  to  weather  conditions  is  far  more 
serious  than  teredo  action. 

In  the  port  of  New  Orleans  creosoted  pine  piles,  with  a  six- 
teen-pound treatment,  are  used  almost  exclusively.  While  such 
piles  are  not  subject  to  attack  from  teredo  or  other  species  of  wood 
worms  (such  things  not  existing  in  the  fresh  waters  of  the  Mis- 
sissippi at  this  point),  they  are  subject  to  a  rather  serious  decay 
due  to  a  peculiar  cause.  From  information  furnished  by  the 
chief  engineer  of  the  Port  of  New  Orleans,  it  appears  that  **A 
great  many  of  the  creosoted  piles  (in  New  Orleans  docks)  have 
begun  to  decay,  due  to  the  admission  of  moisture  where  the  piles 
have  been  cut  off  to  receive  the  caps  after  driving''.  While 
they  have  attempted  to  overcome  this  diflSculty  by  applying  a 
coat  of  creosote  to  the  cuts,  such  a  procedure  does  not  seem  to 
have  proven  very  successful. 

It  has  already  been  stated  that  along  the  eastern  coast  of 
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New  England,  where  the  waters  are  from  a  branch  of  the  Labra- 
dor stream,  teredo  action  is  not  so  severe  as  it  is  south  of  Cape 
Cod,  thus  permitting  green  oak  piles  to  be  used  in  dock  work 
at  Boston,  Portland  and  other  Maine  harbors.  While  there  are 
isolated  records  of  the  thorough  honeycombing  of  timber  by 
teredo  along  the  Maine  coast,  there  have  been  cases  where  green 
oak  piles  ** believed  to  have  been  submerged  nearly  300  years" 
were  found  upon  examination  to  be  perfectly  sound.  Still  it  is 
well  to  note  that  in  Boston  Harbor  **Limnoria  Terebrans"  is 
very  active  and  destructive,  operating  from  about  one-half  tide 
down  to  the  mud  line. 

In  the  removal  of  an  old  wooden  pile  structure  at  Halifax, 
N.  S.,  a  year  or  so  ago,  it  has  been  stated  by  the  engineer  in 
charge  that  no  signs  whatsoever  of  the  Teredo  navalis  were 
found  on  any  of  the  old  piles  pulled  up  and  it  would  appear 
that  said  harbor  was  practically  free  from  the  attentions  of  the 
destructive  teredo.  On  the  other  hand  there  was  evidence  of 
the  activity  of  limnoria,  the  old  piles  having  been  gradually 
eaten  through  by  this  worm.  The  range  of  the  damage  ex- 
tended from  about  two  feet  above  extreme  low  water  down  to 
the  mud  line,  even  in  a  depth  of  thirty  to  thirty-five  feet  of 
water,  the  greatest  activity  taking  place  at  about  low-water 
level.  The  worms  seem  to  have  attacked  even  creosoted  piling 
which  was  but  four  years  old,  to  the  extent  of  eating  into  some 
of  the  piles  to  a  depth  of  one-half  inch.  This,  perhaps,  was 
caused  by  insufficient  penetration  of  the  creosote  oil,  or  the  use 
of  an  oil  of  inferior  quality. 

In  connection  with  a  series  of  tests  made  by  the  U.  S.  Forest 
Products  Laboratory  upon  the  resistance  of  southern  yellow 
pine  against  teredo  attack  at  both  Gulf  and  Pacific  Coast  ports, 
they  report  *  *  That  it  is  rather  difficult  to  determine  in  general 
which  does  the  more  damage  to  treated  wood,  teredo  or  lim- 
noria" and  **That  there  seems  to  be  little  difference  in  the  in- 
tensity of  teredo  attack  at  various  depths,  the  specimens  (of 
wood)  at  the  surface  being  attacked  to  but  a  very  slight  degree 
less  than  those  placed  at  the  mud  line". 

A  rather  peculiar  case  of  the  existence  of  teredo  in  fresh 
water  has  been  reported  from  Texas.  A  government  snag  boat 
built  far  inland  of  long  leaf  yellow  pine  was  first  put  to  work 
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in  the  Brazos  Biver,  Texas,  '^  spending  altogether  two  and  a 
half  months  in  tidal  waters".  The  next  three  years  were  spent 
in  the  same  river  but  beyond  the  range  of  tidal  influence  and 
in  waters  that  showed  **no  signs  of  barnacle  or  teredo  life''. 
Upon  being  hauled  out  at  the  end  of  the  period  stated,  the  bot- 
tom planking  were  "found  to  be  fairly  well  honeycombed  by 
teredo,  some  of  them  being  three-fourths  inch  in  diameter,  18 
inches  long,  all  still  alive  and  healthy".  In  reporting  this  in- 
stance, Mr.  R.  G.  McGlove  says,  ''It  is  possible  that  the  gradual 
transfer  of  the  Waco  (the  snag  boat's  name)  from  salt  water 
to  fresh,  together  with  the  natural  saltness  of  the  river,  has 
been  a  factor  in  preserving  the  life  of  many  of  the  teredo  that 
got  into  the  planks".  As  Mr.  McGlove  states  that  at  mile  418 
(that  is  418  miles  from  the  mouth  of  the  stream,  as  the  author 
interprets  it)  the  Brazos  River  shows  a  high  percentage  of  salt 
water,  such  an  instance  of  the  existence  of  teredo  may  not  be  so 
strange  after  all. 

A  very  curious  instance  of  the  existence  of  live  teredo  above 
the  float  water-line  recently  came  to  note  in  repairing  a  ferry 
boat  in  Seattle  Harbor.  The  boat  in  question  is  kept  in  almost 
constant  service,  as  are  most  ferries.  It  appears  that  due  to 
the  peculiarity  of  the  boat's  construction  a  pocket  existed  some. 
8  ft.  above  the  water  level,  into  which  the  salt  water  was  con- 
stantly fed  when  the  wheels  were  in  motion,  which  permitted 
teredo  to  exist  in  the  planking  at  the  pocket  to  its  thorough 
honeycombing,  which  of  course  required  its  entire  replacing. 

In  one  instance  in  Eastern  waters  a  dump  scow  which  had 
been  used  in  the  vicinity  of  Boston  and  Portland  was  found 
to  be  so  badly  honeycombed  with  teredo  that  it  was  necessary 
to  rebuild  its  entire  bottom,  southern  pine  having  been  used  in 
the  original  construction.  The  results  of  an  investigation  under- 
taken to  determine  the  cause  of  the  infection,  in  view  of  the 
fact  that  the  teredo  does  not  generally  exist  in  said  waters,  lead 
to  the  conclusion  that  the  timber  had  become  infested  with 
teredo  in  southern  waters:  a  rather  peculiar  case,  which  in 
connection  with  the  case  reported  from  the  River  Brazos  goes 
to  show  that  the  teredo  is  a  most  peculiar  worm  as  regards  its 
propagation,  its  boring  as  well  as  its  mode  and  the  conditions 
governing  its  existence. 


330  WOOD  AND  CONCRETE  IN  SEA  WATER 

Probable  Life  of  Oreen  Piles  Subject  to  Teredo  Attack. 

The  time  necessary  for  the  destruction  of  a  green  pile  by 
sea  borers  varies  according  to  its  location.  In  San  Francisco 
and  southern  California  ports,  2%  years  is  said  to  be  the  long- 
est possible  life  of  an  untreated  Douglas-fir  pile  when  used 
under  the  most  favorable  conditions,  but  less  than  one  year 
when  the  pile  is  subjected  to  abrasion,  as  with  the  fender  piles. 
In  fact  it  has  been  officially  stated  that  a  green  fir  pile  will 
become  so  honeycombed  in  San  Francisco  Bay  at  the  end  of  8 
months  as  to  have  absolutely  no  bearing  capacity.  While  there 
are  said  to  be  records  of  from  four  to  six  years  for  untreated 
piles  in  said  waters  where  no  abrasion  took  place,  it  is  fitting 
to  point  out  that  **100%  of  all  untreated  piles  driven  by  one 
company  in  four  of  the  Pacific  Coast  ports  had  to  be  replaced 
inside  of  seven  years". 

The  life  of  a  green  pile  along  the  South  Atlantic  and  Gulf 
Coasts  of  the  United  States  is  said  to  be  from  eight  to  twenty- 
four  months,  but  where  the  waters  are  very  salty  and  in  the 
hot  season,  but  three  months ;  hardly  long  enough  to  permit  of 
a  green  pile  structure  being  built. 

In  Alaska,  native  spruce  piles  have  been  completely  destroyed 
inside  of  eighteen  months.  Still  it  is  claimed  that  cotton-wood 
piles  will  last  much  longer  in  these  waters,  especially  if  the  piles 
are  unpeeled.  In  Seattle  a  green  pile  will  last  about  twelve  months. 

While  the  Pacific  Coast  dock  engineers  have  not  perhaps  full 
information  upon  this  important  subject,  Mr.  W.  D.  Faucette 
has  furnished  valuable  data  covering  all  the  important  ports 
situated  upon  the  Atlantic  and  Gulf  Coasts.  (See  table  on  fol- 
lowing page.) 
Different  Kinds  of  Wood  Used  in  Dock  Piles. 

Soft  wood  piles,  such  as  pitch  pine  or  Oregon  pine,  are 
quickly  attacked  by  sea  borers.  Harder  types  of  wood,  such  as 
the  oak  and  teak,  are  not  so  freely  attacked  as  are  the  woods  of 
the  pine  family. 

The  best  class  of  Jarrah,  such  as  is  grown  in  West  Australia, 
will  effectively  resist  attack  of  sea  worms. 

While  black  ironwood  is  hard,  tough  and  of  great  strength, 
teredo  easily  attack  it.  Since  it  rapidly  decays  out  of  water, 
it  is  not  suitable  for  dock  work. 
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Sneeze  wood  is  another  hard  and  strong  type  of  timber. 
Since  it  contains  a  pungent  oil,  its  resisting  power  against  attack 
of  sea  borers  is  excellent — almost  as  good  as  greenheart — ^but  it 
has  to  be  banded  against  splitting  in  driving. 

Vera  can  also  be  depended  upon  to  resist  the  teredo. 

Blue  gum  contains  an  acid  or  poisonous  quality  that  is  said 
to  render  it  immune  against  sea  borers.  Still  blue-gum  piles 
were  entirely  destroyed  by  teredo  inside  of  five  years  at  a  south- 
em  California  port. 

Greenheart  is  the  wood  most  relied  upon  by  foreign  dock  en- 
gineers. It  is  generally  proof  against  sea  worms  of  all  kinds,  due 
to  the  poisonous  oil  it  contains.  It  is  a  very  tough  and  strong 
wood  but  liable  to  split  when  being  driven,  so  that  it  has  to  be 
banded  for  almost  its  entire  length  to  permit  of  driving. 


db  *  «»  m^vm  mrmi^    «*•*  « 

Infested  by  Sea  Borers. 

By  W 

.  D.  Faueette. 

Loeation 

Distance  from 

Gulf  Stream 

First  Attack 

Shortest  known 

Miles 

time  of  failure 

New  York 

123 

1  to  2  years 

8  years 

Norfolk 

115 

Immediately 

6  months 

Charleston 

55 

3  months 

18  months 

Savannah 

67 

After  1st  summer 

24  months 

Fernandina 

63 

One  season 

3  years 

M^iami 

5 

Very  soon 

7  months 

Key  West 

3  months 

3  to  4  years 

Tampa 

6  months 

1  year 

Pensacola 

3  to  4  months 

1  year 

New  Orleans 

1  to  2  flays 

1  year 

Gralveston 

1  to  2  months 

6  months 

Ban  Juan,  P.  B, 

• 

6  months 

San  Franciseo* 

. 

8  months 

Seattle* 

11  to  12  months 

VancoDTer* 

Alaska* 

11  to  13  months 

La  Guania* 

18  months 

It  has  been  stated  that  greenheart  piles  have  been  severely  at- 
tacked by  teredo  in  such  warm  waters  as  the  Caribbean  Sea. 

•Added  by  author. 
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Palmetto  piles  as  used  in  Florida  are  said  to  be  free  from 
teredo  attack. 

Douglas  fir  as  found  in  the  immense  forests  of  the  states  of 
Washington  and  Oregon  is  almost  universally  used  in  all  the 
wooden-pile  docks  on  the  Pacific  Coast  of  this  country,  even  up 
to  125-  to  130-foot  length  piles. 

Some  time  ago  attempts  were  made  to  use  piles  from  the 
eucalyptus  tree  in  dock  work,  but  the  results  were  far  from 
satisfactory,  either  in  New  Zealand,  Australia  or  San  Francisco. 

Preservation  of  Wood  Piles. 

While  numerous  methods  have  been  tried  to  preserve  green 
wooden  piles  from  attack  of  teredo  and  other  wood  borers,  the 
** creosote  treatment"  is  the  most  efficient  protection  devised 
up  to  the  present  date.  A  system  of  pile  protection  practiced 
for  years  by  the  Dutch  engineers  was  to  drive  iron  or  copper 
nails  into  their  wooden  structures  at  regular  intervals,  the  rust- 
ing of  the  nails  creating  an  iron  coating  to  the  timber  that 
acted  in  the  nature  of  a  preventive  against  attacks  of  wood 
borers.  Another  system  was  to  wrap  the  piles  with  burlap  and 
give  the  whole  a  coat  of  hot  tar.  Piles  so  treated  are  known  as 
** wrapped  piles".  While  this  system  served  its  purpose  for  a 
time  and  a  number  of  dock  structures  were  built  on  **  wrapped 
piles",  its  lasting  qualities  did  not  prove  sufficiently  effective 
and  the  system  has  given  way  to  the  creosote  treatment.  A 
method  of  pile  protection  formerly  used  to  a  large  extent  in  San 
Francisco  Harbor  was  to  surround  the  wooden  pile  with  a  con- 
crete shell,  four  or  five  different  methods  having  been  devised 
for  so  doing.  Similar  methods  have  been  used  in  Puget  Sound 
waters  to  protect  the  trestle  piles  of  one  of  the  local  trolley 
lines  across  the  tide  flats.  While  other  methods  of  pile  pro- 
tection have  been  used  in  the  past,  they  have  almost,  if  not 
entirely,  yielded  to  the  creosoted  pile. 

Though  a  very  concise  history  of  the  development  of  the  art 
of  preservation  of  timber  by  Mr.  F.  D,  Beal,  creosote  engineer 
of  Portland,  Oregon,  is  to  be  found  in  Vol.  XII,  No.  1,  of  the 
Proceedings  of  the  Northwest  Pacific  Society  of  Engineers,  it  is 
fitting  to  briefly  state  the  history  of  the  modem  art  of  creosot- 
ing,  viz.,  the  ** Injection  of  heavy  oil  of  coal  tar"  into  the  wood. 
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This  process  was  perfected  and  patented  by  Mr.  John  Bethell  in 
1838  and  consisted  in  '*  Impregnating  the  wood  throughout  with 
oil  of  tar  and  other  bituminous  matters  containing  creosote  and 
also  pyrolignite  of  iron,  which  holds  more  creosote  in  solution 
than  any  other  watery  menstruum".  The  first  commercial  use  of 
the  mode  seems  to  have  been  made  in  1865  for  the  Old  Colony 
Railroad.  Even  then  ten  years  elapsed  before  there  was  any  ex- 
tensive adoption  of  the  art.  In  1875  extensive  creosote  opera- 
tions were  undertaken  in  connection  with  the  L.  &  N.  Ry.  Since 
that  date  the  art  has  been  more  and  more  widely  used,  until  at 
the  present  date  there  are  at  least  150  operating  timber-treating 
plants  in  the  United  States,  though  the  details  of  their  treat- 
ment are  not  the  same — the  creosoting  process  being  used  by 
some,  the  zinc  chloride  method  by  others. 

The  general  method  of  impregnating  timber  with  creosote  oil, 
though  the  mode  varies  in  detail  according  to  system  of  preser- 
vation used,  is  as  follows:  After  the  green  timber  is  put  into 
the  cylinders,  steam  is  admitted  and  maintamed  at  the  desired 
pressure  until  the  wood  is  thoroughly  sterilized  and  the  sap 
liquefied.  A  vacuum  is  then  created  in  the  cylinders  so  as  to 
vaporize  the  liquefied  sap  and  withdraw  it  from  the  timber,  the 
cylinders  being  kept  hot  during  this  vaporizing  process.  After 
the  wood  has  become  perfectly  dry  the  cylinders  are  filled  with 
creosote  oil  and  kept  under  pressure  until  the  desired  penetra- 
tion of  the  creosote  is  obtained,  after  which  the  timber  is  with- 
drawn from  the  cylinders  and  stored  or  shipped  to  destination. 
Prom  24  to  36  hours  are  usually  needed  for  the  proper  applica- 
tion of  the  process.  "When  the  timber  is  thoroughly  dried  out 
or  seasoned  before  placing  in  the  cylinders,  the  vaporizing  part 
of  the  process  is  omitted. 

As  long  as  the  protecting  creosoted  coat  or  shell  of  a  pile 
remains  unbroken,  the  interior  of  the  pile  is  protected,  no  mat- 
ter how  thin  may  be  the  protecting  shell.  Once  the  coating  is 
pierced,  no  matter  how  small  the  opening,  the  pile's  defenses 
are  broken,  the  teredo  enter  upon  their  journey  of  destruction 
at  this  point  of  failure  and  the  rest  of  the  pile  coating  becomes 
useless.  Such  a  breaking  down  of  the  defensive  coating  can  be 
brought  about  by  improper  handling,  by  abrasion  and  wear  due 
to  floating  objects,  etc.,  which  of  course  should  be  kept  out  from 
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under  the  dock  if  any  consideration  is  to  be  had  for  the  life  of 
the  piles  and  safety  of  the  structure  as  a  whole. 

A  cause  of  greater  danger  than  the  danger  from  teredo  attack 
on  creosoted  piles,  is  the  checking  or  opening  up  of  the  pile  due 
to  driving,  which  of  course  exposes  non-treated  surfaces  to  the 
worm  and  hence  permits  its  early  entrance  into  the  pile,  in 
spite  of  the  protection  oflfered  by  the  treated  surface. 

In  the  process  of  creosoting,  wooden  piles  lose  considerable  of 
their  elasticity  and  the  outer  surface  is  more  easily  ruptured 
than  the  surface  of  an  untreated  pile.  Thus  a  treated  pile  in 
dock  work  will  snap  more  easily  under  a  lateral  blow  or  pres- 
sure than  will  a  green  pile  unaffected  by  wood  borers.  Since 
teredo  attacks  are  most  active  below  the  low-water  line  and  the 
abrasion  of  fender  piles  is  for  the  most  part  above  this  line,  it 
would  appear  that  in  certain  cases  where  only  small  vessels  use 
the  dock,  that  creosoted  fender  piles  are  preferable  to  green 
piles.  Where  the  fender  piles  are  subject  to  the  blows  of  heavy 
steamers,  a  green  pile  should  always  be  used,  as  it  is  the  more 
economical. 

The  fact  that  a  green  pile  has  more  compressive  and  trans- 
verse strength  than  a  creosoted  pile  has  been  definitely  proven; 
hence  it  is  apparent  that  a  creosoted  pile  cannot  be  loaded  to 
such  an  extent  as  a  green  pile,  under  the  same  conditions.  In  a 
series  of  tests  made  under  direction  of  H.  B.  MacFarland  of 
the  Atchison,  Topeka  and  Santa  Fe  R.  R.,  it  was  conclusively 
demonstrated  that,  in  general,  the  strength  of  an  Oregon  fir 
pile  subjected  to  the  steaming  process  of  creosoting  has  only 
two-thirds  its  original  strength,  the  transverse  strength  being 
decreased  42%,  the  compressive  strength  perpendicular  to  the 
grain  27%,  and  the  compressive  strength  parallel  to  the 
grain  27%. 

In  building  docks,  a  large  amount  of  rip-rap  is  often  dumped 
in  around  the  creosoted  piles  after  the  piles  are  driven.  Is  it 
not  reasonable  to  suppose  that  rip-rip  so  deposited  may  injure 
the  protective  creosoted  skin  of  some  of  the  piles,  so  as  to  per- 
mit of  an  early  ingress  of  the  teredo?  Then  again,  in  driving 
new  piles  through  such  a  rip-rap,  will  there  not  be  the  possi- 
bility that  the  part  of  the  pile  between  mud  line  and  the  top 
of  the  rock  fill  will  be  injured  by  sliding  contact  with  the  rip-rap 
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SO  as  to  permit  the  early  entrance  of  the  teredo  f  The  writer  does 
not  wish  to  imply  that  such  is  always  the  case,  but  it  is  a  point 
well  worth  considering  in  repiling  a  dock  through  a  rip-rap  fill, 
quite  aside  from  the  other  difficulties  of  driving  a  pile  under 
such  conditions.  If  the  original  voids  in  the  rip-rap  are  so  com- 
pletely filled  with  sand  or  mud  as  to  exclude  the  teredo  from  the 
section  of  the  pile  surrounded  by  rip-rap,  no  danger  may  occur 
from  such  an  abscission  of  the  protective  skin ;  but  does  rip-rap 
become  so  filled? 
Amount  of  Creosote  Treatment  Needed. 

It  has  been  stated  that  experience  indicates  that  the  amount 
of  treatment  needed  in  creosoting  a  pile  **is  inversely  propor- 
tionate to  the  distance  of  the  Gulf  Stream  away  and  inversely 
proportionate  to  its  latitude".  Such  a  ratio  does  not  apply  to 
the  Pacific  Coast  section  of  the  country,  for  self-evident  reasons. 
Mr.  W.  D.  Paucette,  who  has  made  an  extensive  study  of  the 
subject,  recommends  the  following  as  the  necessary  amount  of 


5  treatment  ample  for  the 

protection 

Distance  of 

of  wooden  pilini 

Location 

Gulf  Stream 

Pounds  of  oil 

from  coast 

recommended 

Miami   (Bay) 

5 

20-28 

Fernandina  (Entrance) 

63 

24 

Savannah,  Ga. 

67 

20 

Charleston,  S.  C. 

55 

20-22 

Wilmington,  N.  C. 

56 

20 

Norfolk  (Gape  Henry) 

115 

20 

Atlantic  City,  N.  J. 

119 

16 

New  York  (Sandy  Hook) 

123 

12 

On  the  Pacific  Coast  the  universal  practice  is  to  use  a  12-lb. 
treatment  for  commercial  work  but  a  16-  to  20-lb.  treatment  for 
government  work  (mostly  16-lb.)  standing  in  sea  water.  At 
San  Francisco  they  use  a  12-lb.  treatment,  while  at  Los  Angeles 
the  city  uses  a  16-lb.  treatment. 
Life  of  Oreosoted  Piles. 

As  the  strength  of  a  chain  is  that  of  its  weakest  link,  so  the 
safe  life  of  a  dock  structure  is  that  of  its  piles.  While  records 
show  that  green  piles  used  in  building  foundations  have  lasted 
for  over  a  thousand  years,  no  such  record  has  ever  been  estab- 
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lished  for  dock  piles.  It  is  perfectly  apparent  that  local  con- 
ditions will  determine  the  life  of  either  creosoted  or  green  piles. 
While  the  former  may  in  certain  cases  last  for  twenty  to  forty 
years,  it  is  not  the  part  of  safe  or  sane  engineerinit  to  assome 
any  such  length  of  life  for  a  dock  pile  standing  in  tere- 
do-infested waters.  In  New  York  City  the  green  piles  used 
in  municipal  docks  last  from  thirty  to  forty  years,  in  most 
cases  longer  than  the  safe  and  economical  life  of  the  super- 
structure. 

Creosoted  piles  driven  in  1876  in  connection  with  the  founda- 
tions of  a  railroad  bridge  over  East  and  West  Pascagoula  River, 
^liss.,  not  far  from  the  open  Gulf,  were  found  to  be  in  such 
excellent  condition  in  1904  as  to  permit  of  their  being  used  in 
the  foundation  work  for  a  new  bridge  at  the  same  place,  and 
they  are  supposedly  in  use  at  the  present  date.  Since  large 
volumes  of  fresh  water  exist  at  times  in  the  Pascagoula,  this 
example  is  not,  perhaps,  a  fair  one  to  quote  as  showing  the  life 
of  creosoted  piles  in  salt  and  teredo-infested  waters;  the  more 
so  since  it  has  been  stated  that  at  times  even  untreated  piles 
have  not  been  attacked  by  teredo  at  said  location. 

Another,  and  perhaps  the  best,  illustration  of  the  long  life  of 
creosoted  piles  in  infested  waters  is  the  case  of  a  creosoted-pile 
freight  wharf  at  Oakland,  California,  where  the  piles  are  said 
to  have  been  **24  years  in  service  with  no  renewals". 

Again  at  Santa  Monica,  California,  creosoted  piles  which  had 
been  in  use  for  twenty-two  years,  upon  being  removed  were 
found  to  be  in  such  good  condition  as  to  warrant  their  use  over 
again  in  another  structure. 

It  has  been  stated  that  in  the  North  Sea,  creosoted  piles  will 
last  about  thirty  years,  but  only  twenty-five  years  in  the  English 
Channel,  due  to  the  warmer  water  and  the  greater  activity  of 
the  teredo  in  said  waters. 

While  the  reports  indicate  that  under  favorable  conditions 
creosoted  piles  will  last  for  twenty  years  in  San  Francisco 
Bay  when  the  usual  conditions  which  result  from  flotsam, 
abrasion  and  other  kinds  of  wear  and  tear  are  taken  into 
consideration,  the  life  of  a  creosoted  pile  in  San  Francisco 
docks  has  been  stated  to  be  about  twelve  years.  On  the  other 
hand  the  records  of  the  Southern  Pacific  show  that  only 
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of  the  creosoted  piles  in  service,  for  twenty  yeaxs  had  to  be 
replaced  for  causes  other  than  mechanical  breakage.  It  was 
expected  that  the  rest  of  the  piles  would  have  a  total  life  of 
thirty  years. 

It  is  perfectly  evident  from  study  of  the  record  that  local 
conditions,  the  activity  of  the  worm,  the  general  use  to  which 
the  structure  is  put,  the  amount  and  carefulness  of  the  creosote 
treatment  and  other  causes  of  a  local  nature  will  govern  the 
actual  safe  and  useful  life  of  a  creosoted  pile  in  any  given 
locality.  In  general  it  may  be  said  that  a  creosoted  pile  dock 
structure  has  a  safe  life  of  about  fifteen  years  in  the  average 
teredo-infested  American  port.  With  piles  thoroughly  impreg- 
nated with  the  best  creosote  oil  and  care  taken  to  avoid  unnec- 
essary abrasion  of  the  pile  structure,  it  is  perhaps  possible  to 
get  a  life  of  twenty  years,  commercial  treatment  and  use — ^not  a 
scientific  one — deciding  the  question. 
Loads  Upon  Wooden  Piles. 

It  is  very  evident  that  piles  in  docks,  due  to  their  greater 
unsupported  length  above  the  mud  line,  cannot  be  loaded  as 
heavily  as  land  foundation  piles.  It  is  also  evident  that  the  soft 
mud  found  in  most  harbors  will  afford  but  little  lateral  support 
to  the  pile  and  that  its  real  unsupported  length  is,  therefore, 
greater  than  the  length  of  pile  above  the  mud  line.  It  has  been 
stated  by  one  leading  authority  that,  in  general,  only  the  lower 
third  of  the  penetration  should  be  subtracted  from  the  total 
length  of  a  pile  in  determining  its  unsupported  length,  in  other 
words,  that  the  length  of  the  pile  above  mud  line  plus  two-thirds 
of  its  penetration  should  be  taken  as  the  pile  length  in  figuring 
its  strength  as  an  unsupported  column. 

For  figuring  the  allowable  load  upon  a  dock  pile,  the  fol- 
lowing formula  has  been  suggested : 


^d'-Wn] 


Wherein  S  =  Pennissible  stress  per  sq.  in.  at  center  of  unsupported  length. 
X,  =  Unsupported  length  in  inches. 

D  =  Diameter  at  center  of  the  unsuppoited  length  in  inches. 
f=s  Working  stress  in  outer  fiber  per  sq.  inch 
600  lbs.  for  long-leaf  pine  or  white  oak 
500  lbs.  for  Douglas  fir  or  northern  pine. 
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With  the  varying  length  of  piles  found  in  an  ordinary  dock, 
such  refinement  as  figuring  the  permissible  load  for  each  and 
every  pile  may  be  questionable,  since  years  of  actual  experience 
have  more  or  less  determined  a  proper  loading,  and  hence  spac- 
ing, of  dock  piles.  It  is  perfectly  evident  that  a  large  diameter 
pile  can  be  loaded  heavier  than  a  small  diameter  pile  and  that 
a  concrete  pile  will  carry  more  than  a  wooden  pile,  the  loads 
upon  the  latter  varying  as  their  size.  Still  the  load  imposed 
upon  dock  piles  depends  not  so  much  upon  the  strength  of  the 
material  of  the  pile  as  upon  its  penetration  and  the  carrying 
power  obtained  from  the  skin  friction  and  end  bearing  of  the 
pile. 

Though  at  times,  and  maybe  very  frequently,  dock  piles  are 
subjected  to  very  heavy  loads,  it  is  not  the  practice  to  figure 
them  for  loads  much,  if  any,  over  15  tons  per  pile,  as  provisions 
must  be  made  for  diminution  of  strength  due  to  decay  from 
natural  causes.  When  used  in  dock  work,  a  load  of  from  ten 
to  fifteen  tons  per  pile  is  considered  a  fair  allowance  for  wooden 
piles,  that  for  concrete  piles  being  determined  by  the  size  and 
length  used.  The  standard  practice  of  the  Department  of  Docks 
and  Ferries  of  New  York  City  is  to  allow  15  tons  per  pile  under 
main  part  of  the  dock  and  121/^  to  15  tons  under  columns  of  the 
superstructure,  the  dock  loading  being  taken  at  500  lb.  per 
square  foot.  A  standard  practice  in  some  ports  is  50  sq.  ft.  of 
deck  surface  to  each  pile. 

USE  OF  CONCRETE  IN  SEA- WATER  STEUCTUEES,* 

Gkneral  Consideration. 

As  stated  by  one  eminent  engineer  * '  There  seems  to  be  more 
uncertainty  in  the  minds  of  the  engineering  profession  relative 


*  To  avoid  any  misunderstanding  of  terms  as  used  in  this  section  the 
author  desires  to  distinguish  between  (a)  ''concrete  poured  en-masse-in- 
situ"  where  provisions  are  made  to  prevent  the  sea  water  from  coming  in 
contact  with  the  concrete  until  fully  set,  hardened  and  cured  and  (b)  ** con- 
crete poured  en-masse-in-situ "  where  the  sea  water  is  permitted  to  come  in 
contact  with  the  concrete  almost  immediately  after  the  pouring  or  within 
such  a  short  time  that  the  greenness  of  the  mass  will  permit  of  infiltration 
of  the  sea  water  into  the  concrete,  with  the  accompanying  washing  away  of 
the  matrix  upon  the  surface  of  the  concrete. 

As  used  in  this  paper  **  poured  en-masse-in-situ"  refers  to  concrete 
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to  the  behavior  of  concrete  in  salt  water  than  on  almost  any 
other  use  of  concrete,  plain  or  reinforced  •  •  *",  a  state- 
ment that  appears  to  be  well  substantiated  by  the  discussions 
that  have  taken  place  upon  the  subject  among  various  scientific 
bodies.  Still  a  review  of  en^eering  literature  indicates  far  less 
uncertainty  in  this  matter  on  the  part  of  the  European  engi- 
neer than  on  the  part  of  his  American  contemporary.  It  is  also 
clear  that,  in  spite  of  some  early  failures  of  concrete  structures 
standing  in  sea  water  in  this  country,  deeper  knowledge  and 
the  results  obtained  by  a  more  scientific  treatment  of  the  subject 
(which  have  eliminated  some  if  not  all  of  the  causes  of  early 
failures),  have  given  American  engineers  in  general  far  more 
faith  in  such  a  use  of  concrete  than  they  once  had.  This  is 
witnessed  by  the  large  and  substantial  structures  now  being 
yearly  constructed  by  them  even  in  water  subjected  to  frost 
action. 

While  the  ''Art  of  Concrete"  as  practiced  on  land  by  some 
may  be  the  use  of  the  least  amount  of  cement  combined  with  the 
greatest  amount  of  the  coarser  ingredients,  placed  in  the  forms 
in  the  shortest  possible  time,  such  practice  will  most  surely  result 
in  disaster  if  applied  to  concrete  structures  standing  in  sea 
water.  Then  again  the  fact  that  a  certain  material  will  give 
excellent  results  when  subjected  to  one  set  of  conditions  does 
not  imply  that  the  same  material  will  act  equally  as  well  when 
subjected  to  another  and  entirely  different  set  of  conditions. 
Steel  is  simply  cast  iron  chemically  changed.  "Whereas  the 
former  is  absolutely  trustworthy  for  both  tension  and  compres- 
sion, woe  betides  the  engineer  who  subjects  a  cast  iron  structure 
to  tension  stresses  of  magnitude!     Steel  may  be  steel,  but  the 


that  has  been  thus  poured  but  which  is  not  allowed  to  become  thoroughly 
hardened  and  cured  before  coming  in  contact  with  sea  water. 

The  term  ''a  premoulded  concrete"  does  not  necessarily  imply  that  the 
concrete  has  been  manufactured  at  one  place  and  then  driven  or  erected 
in  another  as  in  pile  work. 

As  used  in  this  paper  ''premoulded  air-cured  concrete''  means  con- 
crete that  has  been  allowed  to  become  thoroughly  hardened  and  cured  before 
sea  water  is  allowed  in  contact  with  it,  irrespective  of  whether  the  con- 
crete was  poured  en-masse-in-situ  inside  a  coffer-dam  or  otherwise,  or 
whether  the  concrete  member  was  manufactured  as  an  out  and  out  pre- 
moulded structure,  as  in  concrete  pile  work. 
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use  of  manganese  steel  under  salt  water  conditions,  as  one  set 
of  specifications  called  for,  would  most  certainly  have  resulted 
in  future  trouble,  except  for  the  fact  that  the  error  was  discov- 
ered in  time  to  permit  of  a  correction  of  the  specifications. 

Chemists  distinguish  between  (a)  ** slow-setting  quick-hard- 
ening" and  (b)  ** quick-setting  slow-hardening"  cements.  In 
like  manner  both  chemists  and  engineers  must  distinguish  be- 
tween cements  and  the  other  ingredients  of  concrete  that  are 
suitable  for  sea-water  purposes  and  those  which  are  not.  Fur- 
ther still,  they  must  distinguish  between  a  mixture  of  the  ingre- 
dients that  will  give  a  true  watertight  monolithic  concrete  and 
one  that  will  give  a  semi- watertight  concrete  full  of  voids  (be 
they  small  or  large)  especially  in  reinforced  concrete  construc- 
tion, and  more  especially  in  waters  subjected  to  frost  action. 
And  still  further,  the  man  in  charge  of  the  concrete  work  itself 
must  be  suflSciently  well  trained  and  posted  in  the  art  of  con- 
creting to  be  able  to  distinguish  between  concrete  for  street  work 
and  concrete  for  use  in  structures  standing  in  sea  water. 

Though  the  rougher  uses  of  concrete  may  call  for  little  knowl- 
edge or  skill,  its  use  in  structures  in  contact  with  sea  water 
requires  the  most  painstaking  care  and  watchfulness  on  the  part 
of  the  supervising  engineer,  his  various  inspectors,  and  the 
entire  concrete  crew.  Not  only  must  suitable  materials  be  used, 
but  they  must  be  so  mixed  and  placed  that,  with  the  proper 
amount  of  water  added,  the  concrete  will  be  impermeable 
throughout  the  entire  mass:  An  impermeable  concrete,  made 
of  proper  and  well  graded  material,  properly  mixed,  handled 
and  deposited,  suflSciently  cured  before  being  allowed  in  contact 
with  the  sea  water,  is  the  cardinal  feature  to  be  provided  for 
in  using  concrete  under  salt  water  conditions. 

Absolutely  impermeable  mass  concrete  may  not  be  so  impor- 
tant in  tropical  climates,  provided  the  materials  used  are  suit- 
able, but  in  reinforced-concrete  construction  it  is  of  vast  impor- 
tance in  order  to  protect  the  steel  from  corrosion.  The  forma- 
tion of  rust  results  in  the  expansion  and  cracking  of  the  con- 
crete, which  will  permit  of  still  worse  infiltration  of  the  sea 
water  and  its  further  injurious  action  on  the  steel  as  well 
as  the  concrete.  Impermeability  is  of  vital  importance  in 
all  kinds  of  concrete,  mass  as  well  as  reinforced,  in  waters 
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subjected  to  frost  action,  and  failure  to  secure  it  is  sure  to 
result  in  disaster. 

During  the  past  few  years  a  series  of  microscopic  studies  of 
concrete  have  been  made  by  Nathan  C.  Johnson  at  Sibley  Col- 
lege, Cornell  University.  These  investigations  prove  that  even 
the  best  of  concrete  may  be  full  of  minute  voids,  caused,  per- 
haps, by  air  bubbles  incorporated  into  the  concrete  in  mixing, 
and  creating  a  capillary  action,  which,  assisted  by  the  phenomena 
of  absorption  and  adsorption,  may  cause  water  to  thoroughly 
penetrate  the  mass  of  permeable  concrete,  which  may  result  in 
the  disintegration  of  the  entire  structure  when  subjected  to  frost 
action;  also  a  lack  of  uniform  distribution  of  the  ingredients 
as  to  cause  bridge  action  throughout  the  entire  mass,  and  not  a 
mass  glued  together  by  thin  layers  of  cement,  the  ideal  condi- 
tion of  a  perfect  concrete,  and  that  the  concrete  may  contain 
a  large  amount  of  unhydrated  cement.  Unhydrated  cement  in- 
corporated in  a  mass  of  concrete  may  become  an  element  of 
serious  danger;  it  is  not  only  so  much  inert  matter,  doing  no 
duty  whatsoever  except  to  fill  the  voids,  but  when  brought  into 
a  hydrated  state  through  the  absorption  of  water  by  the  porous 
concrete,  may  create  new  reactions,  which  in  turn  will  tend  to 
disrupt  the  concrete  mass. 
Cements. 

In  explaining  past  failures  of  concrete  structures  in  sea 
water  some  engineers  hold  that  the  causes  are  mechanical ;  others, 
that  they  are  of  a  chemical  nature.  While  mechanical  causes 
may  predominate  in  freezing  climates,  in  non-freezing  waters  it 
is  evident  that,  where  disintegration  does  occur,  forces  of  nature 
other  than  frost  action  are  at  work,  and  these  forces  are,  un- 
doubtedly, of  a  chemical  nature. 

Cement  is  a  chemical  mixture  of  lime  (CaO) ;  silica  (SiOj) ; 
alumina  (Al^O,) ;  ferric  oxide  (FejOs) ;  magnesia  (MgO)  and 
other  ingredients  mixed  in  a  certain  proportion  so  as  to  obtain 
the  proper  strength  or  the  proper  setting  and  hardening. 

Chemists  long  since  established  the  fact  that  magnesium  and 
other  sulphate  contents  of  sea  water  had  a  disintegrating  effect 
upon  the  aluminum  compounds  in  cement,  which  tend  to  weaken 
and  soften  the  concrete.  It  has  also  been  established  that  the 
lime  of  the  cement  of  fresh  concrete  into  which  sea  water  has 
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penetrated  is  apt  to  be  (in  part)  withdrawn  in  the  form  of 
calcium  salts  by  the  magnesium  salts  of  sea  water,  leaving  a 
deposit  of  magnesia  in  place  thereof.  This  magnesia,  either 
alone  or  in  mixture  with  the  lime  from  the  cement,  constitutes 
the  white  substance  found  in  the  interstices  of  porous  concrete 
between  tides,  and  which  will  sooner  or  later  result  in  the  failure 
of  the  structure,  concrete  so  affected  having  but  little  strength. 

Actual  experience  has  likewise  demonstrated  that  the  sul- 
phate contents  of  sea  water  are  most  to  be  feared,  since  they 
act  upon  the  unstable  compounds  of  lime  which  form  during 
the  long  period  of  the  hardening  (not  the  setting)  of  the  con- 
crete. Especially  is  this  so  during  the  first  part  of  the  hard- 
ening process  when  these  lime  compounds  are  least  stable. 
Actual  experience  also  goes  to  show  that  the  most  injury  to  con- 
crete placed  en-masse-in-situ  in  sea  water  takes  place  during 
the  first  part  of  the  hardening  period,  and  this  points  to  a  pre- 
moulded,  air-cured  concrete  as  the  best  for  concrete  when  ex- 
posed to  sea-water  action. 

As  a  result  of  the  reaction  that  takes  place  between  the  mag- 
nesium and  other  sulphate  contents  of  sea  water  and  the  cal- 
cium hydrates  and  alumina  content  of  cement,  not  only  is  the 
concrete  weakened  at  the  point  of  attack,  but  crystals  are 
formed,  which  in  forming  expand,  causing  a  swelling  and 
cracking  of  the  concrete.  This  in  itself  results  in  thin  fissures 
extending  throughout  the  weakest  part  of  the  mass,  viz.,  the 
matrix,  and  unless  a  true  impermeable  concrete  is  had,  the 
new  fissures  permit  of  the  ingress  of  additional  water,  which 
in  turn  results  in  the  formation  of  new  crystals  and  an  enlarge- 
ment of  the  original  fissures,  and  perhaps  in  starting  new  ones. 
This  formation  of  fissures  in  concrete  has  been  absolutely  proven 
to  take  place,  and  shows: 

1.  The  necessity  of  using  a  cement  in  which  chemical  reac- 
tions will  not  take  place. 

2.  The  absolute  necessity  of  impermeability  to  prevent  the 
introduction  of  the  water  into  the  concrete. 

To  render  a  cement  immune  against  attack  of  sea  water  sev- 
eral special  brands  of  cement  have  been  put  on  the  market.  One 
is  the  well  known  **Iron  Ore  cement"  wherein  iron  ore,  which  the 
magnesium  and  other  sulphates  of  sea  water  do  not  affect  dele- 
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teriously,  replaces  in  part  the  usual  alumina  content  of  the 
cement. 

Another  process  is  the  addition  of  true  pozzolana  (a  volcanic 
ash)  or  of  an  artificial  pozzolana  (blast  furnace  slag  of  a  cer- 
tain chemical  composition)  to  Portland  cement  in  the  ratio  of 
from  30  to  60%  pozzolana,  to  from  70  to  40%  of  Portland 
cement.  The  reaction  of  such  a  mixture  of  pozzolana  and 
cement  results  in  a  pozzolana-Portland  hydraulic  cement  im- 
mune from  sea-water  attack. 

With  certain  American  Portland  cements  the  formation  on 
the  exposed  surface  of  the  concrete  of  a  film  of  lime  carbonate 
acts  as  an  armor  against  action  of  the  magnesium  sulphate  of 
sea  water.  This  film  will  only  form  when  the  concrete  structure 
stands  in  comparatively  still  water.  At  Atlantic  City  and  in 
California  waters  the  formation  of  a  coating  of  a  gelatinous 
matter  on  concrete  piles  standing  in  sea  water  seems  to  have 
acted  as  an  excellent  protection  against  any  deterioration  of  the 
concrete. 

European  countries  bordering  upon  the  Mediterranean  are 
perhaps  fortunate  in  having  beds  of  a  very  uniform  limestone 
which  contains  but  little  alumina  and  a  large  amount  of  silica, 
which  make  a  slow  setting  cement  of  excellent  quality,  so  that 
sea  works  in  which  such  cements  have  been  used  have  behaved 
admirably,  even  for  a  period  of  forty  years,  and  become  as 
compact  as  stone.  It  has  been  stated  that  the  Tiel  cement 
(made  in  this  locality)  has  not  over  2%  aluminum  and  abso- 
lutely no  free  lime  when  used  for  sea  water  structures.  Natural 
pozzolana  is  also  very  abundant  in  Italy,  the  Italian  engineers 
being  the  first  to  make  use  of  it  for  sea-water  concrete,  and. 
they  look  upon  the  use  of  cement  under  such  conditions  with 
suspicion  unless  pozzolana  is  used. 

In  explanation  of  the  action  of  pozzolana  in  cement,  especi- 
ally as  regards  the  long  life  of  the  two  sea  moles  built  in  the  days 
of  Nero  and  Hadrian,  still  in  existence,  the  noted  Italian  engineer, 
Prof.  Luigi  Luiggi  has  stated:  ''Pozzolana  contains  a  large 
amount  of  free  gelatinous  silica  ready  to  combine  with  the  free 
lime  that  unfortunately  is  always  present  in  Portland  cement, 
even  the  best.  Thus  when  pozzolana  was  added  in  mixing  Port- 
land cement  concrete,  there  was  always  present  a  large  excess  of 


344  WOOD  AND  OONORETE  IN  SEA  WATER 

silica  over  this  free  lime,  and  the  result  was  a  kind  of  acid  mix- 
ture instead  of  the  basis  mixture  that  was  the  consequence  of 
the  free  lime  in  cement.  This  acid  concrete  resisted  better  the 
decomposition  of  the  sulphate  of  magnesia  of  sea  water  which 
acted  on  the  basic  mortar  of  concrete,  decomposing  it  and  caus- 
ing free  or  inert  magnesia  to  be  formed  and  the  sulphate  of 
lime,  which  had  a  tendency  to  crystallize  and  expand;  the  con- 
sequence of  the  expansion  being  disintegration  of  the  concrete". 

While  some  contend  that  an  impermeable  concrete  only  is 
needed  to  resist  sea-water  action,  tests  made  by  Mr.  J.  ]VL 
O'Hara  go  to  show  that  the  concrete  must  not  only  be  imper- 
meable but  it  must  be  made  of  cement  that  possesses  the  inherent 
qualities  to  resist  the  disintegrating  action  of  sea  water,  a  state- 
ment that  seems  well  substantiated  by  other  authorities  on  the 
matter. 

In  closing  this  section  of  the  paper  it  is  fitting  to  state  a  few 
of  the  essential  qualities  of  a  cement  suitable  for  sea- water  struc- 
tures. 

1.  Cement  to  be  of  the  very  best  quality. 

2.  Of  fine  pulverization. 

3.  Thoroughly  analyzed  and  tested  for  its  chemical  proper- 

ties. 

4.  Low  in  percent  of  alumina. 

5.  High  in  percent  of  silica. 

6.  Free  as  possible  from  gypsum. 

7.  Absolutely  free  from  **Free  Lime'*. 

8.  Slow-setting — quick  and  uniform  hardening. 

Sand. 

On  one  occasion  it  was  found  that  a  sand,  which  upon  ordi- 
nary inspection  seemed  highly  suitable  for  concrete  purposes, 
failed  absolutely  when  subjected  in  the  form  of  briquettes  to 
the  ordinary  cement  tests — in  fact,  the  briquettes  hardly  main- 
tained their  integrity  while  being  placed  in  the  clamps,  before 
any  load  was  applied.  It  is  of  importance  that  samples  of  the 
sand  it  is  proposed  to  use  in  sea-water  concrete  should  be  sub- 
jected to  a  thorough  analysis,  both  for  their  chemical  composi- 
tion as  well  as  their  mineral  structure.  Sand  in  which  each  grain 
is  covered  with  a  thin  film  of  a  complex  form  of  tannic  acid 
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(such  as  occasionally  exists),  is  not  suitable  for  concrete  pur- 
poses, since  the  thin  film  prevents  the  cement  from  forming  a 
union  with  the  sand  grains,  though  in  some  instances  the 
cement  may  contain  some  form  of  alkali  with  which  the  objec- 
tionable film  unites  and  thus  permits  of  a  union  of  the  sand 
and  cement. 

While  a  sand  must  be  clean,  sharp  and  free  from  all  foreign 
material,  the  grade  used  seems  to  have  a  material  influence 
upon  the  resulting  concrete — a  hard,  coarse  grade  giving  the 
best  results  in  sea-water  concrete.  Though  a  small  percent  of 
day  and  loam  is  permitted  in  a  sand  used  in  ordinary  land 
concrete  work,  the  presence  of  such  foreign  material  should 
not  be  allowed  in  a  sand  used  in  concrete  exposed  to  sea- 
water  action. 
Gravel  and  Stone. 

Since  the  ultimate  strength  of  concrete  cannot  exceed  that 
of  the  stone  or  gravel  incorporated  therein,  it  is  of  importance 
to  use  a  rock  whose  crushing  strength  is  high  rather  than  low, 
if  the  best  results  are  to  be  obtained.  It  is  evident  that  a 
soft  shale  rock  is  entirely  unsuited  for  concrete  aggregate; 
also  rocks  or  stones  worn  smooth  by  wave  action,  such  as  the 
small,  round  pebbles  found  in  river  beds  or  on  the  shores  of 
the  ocean — ^the  latter  perhaps  covered  with  a  thin,  mossy  film. 
While  a  concrete  made  of  chips  of  hard  granite  would  result  in 
high  strength,  its  cost,  except  in  small  quantities,  would  be 
prohibitive.  When  obtainable,  the  hard  trap  rock  so  uni- 
versally used  in  New  York  City  and  vicinity  gives  far  better 
results  than  any  other  kind  of  rock  available.  Not  only  does 
trap  rock  have  a  high  compressive  strength,  but  when  crushed 
it  has  an  exceedingly  ragged  surface,  which  presents  the  best 
possible  condition  for  a  strong  adherence  of  the  cement  to 
the  stone. 

Irrespective  of  the  strength  of  the  gravel  or  stone  used  in 
concrete  work,  it  is  of  importance  that  its  mineral  structure 
and  chemical  composition  should  be  definitely  known.  The 
mechanical  components  of  both  the  sand  and  gravel  should 
also  be  carefuUy  determined  and  modified,  if  necessary,  by  the 
addition  of  screened  material,  so  as  to  produce  the  maximum 
density  for  concrete  to  be  used  under  sea-water  conditions. 
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Water. 

Gteneral.  Materials  which  have  no  cohesive  or  adhesive 
power — as  cement,  sand,  gravel  or  stone — cannot  bind  them- 
selves into  a  monolithic  whole  without  the  introduction  of  a 
substance  which  possesses  a  binding  or  gluing  property.  Flour 
by  itself  can  be  blown  to  the  four  winds,  but  when  mixed  with 
water  becomes  a  strong  paste.  While  a  perfectly  dry  material 
will  not  in  itself  flow,  the  addition  of  water  will  set  up  a  flow 
that  becomes  either  a  great  danger,  as  in  landslides  after  a 
heavy  rain,  or  a  powerful  adjunct  to  the  engineer,  as  in  sluic- 
ing operations  and  in  shooting  concrete.  It  is  the  binding  and 
lubricating  property  of  water  that  makes  it  the  real  life  and 
substance  of  concrete  and  which  ties  together  the  incoherent 
mass  into  a  lubricated  material,  the  crystallization  of  the  lubri- 
cated mass  resulting  in  the  flnished  concrete  product.  Water, 
when  mixed  with  the  cement,  forms  a  sort  of  mineral  glue  that 
coats  the  sand  grains  and  stones  so  that  they  stick  together. 

Though  water  has  no  adhesive  or  sticking  power,  it  possesses 
a  strong  surface  tension,  viz,  capillary  attraction,  the  power 
of  this  attraction,  as  well  as  the  strength  and  proper  placing 
of  the  concrete,  depending  upon  the  amount  of  water  added 
to  the  incoherent  material.     The  best  results   are   obtained 
when  the  amount  of  water  is  such  that  each  particle  of  the 
cement,  sand  and  coarser  aggregate  is  covered  with  a  con- 
tinuous film  of  water.    Too  little  water  or  its  uneven  distribu- 
tion will  result  in  a  non-continuous  film;  hence  a  diminution 
in  its  binding  power.    If  too  much  water  is  used,  the  thickness 
of  the  water  film  will  be  such  as  to  decrease  its  capillary  attrac- 
tion— the  water  in  this  case  acting  more  as  a  void  filler  than 
as  a  binder,  and  when  evaporated  leaves  a  void  in  the  con- 
crete, resulting  in  a  permeable  mass  into  which  sea  water  can 
later  penetrate.    Not  only  does  too  much  water  break  down 
the  film  tension,  but  it  causes  a  separation  of  the  ingredients, 
the  finer  particles  of  the  cement  being  set  afloat  and  thus  be- 
coming separated  from  the  mass.     Since  concrete  derives  its 
strength  from  the  crystallization  of  the  cement  by  means  of 
water,  the  separation  of  the  cement  from  the  other  ingredients 
prevents  them  from  being  bound  together  and  reduces  the 
strength  of  the  mass  as  a  whole.    Not  only  is  water  needed 
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in  the  mixed  ingredients  to  accomplish  the  above  results,  but 
it  is  also  desirable  to  keep  the  green  concrete  in  a  moist,  not 
wet,  condition  during  curing  in  order  to  complete  the  growth 
of  the  crystal  to  its  full  maturity. 

The  water  film  should  be  built  up  by  a  careful  addition  of 
water  and  by  such  a  distribution  as  to  obtain  a  uniform  lubri- 
cation of  the  mass  as  a  whole,  in  order  to  obtain  the  maximum 
density.  It  has  been  stated  that  most  porous  concrete  is  the 
result  of  improper  watering  of  the  mass  as  a  whole,  the  lubri- 
cating effect  having  been  diminished  or  the  cement  particles 
set  ''afloat".  The  proper  watering  of  concrete  not  only  fur- 
nishes the  maximum  of  lubrication  effect  but  likewise  pro- 
duces the  greatest  binding  power,  ''these  two  forces  tending 
of  themselves  to  draw  the  particles  together  into  a  dense  mass''. 

The  influence  of  water  as  respects  the  permeability  of  con- 
crete was  demonstrated  by  a  series  of  tests  made  by  Mr.  Bam- 
ber  in  connection  with  the  Aberdeen  Dock  failure.  These  tests 
clearly  show  that  a  plastic  concrete  has  more  impermeability 
than  a  semi-wet  concrete  and  far  more  impermeability  than  a 
moist  mixture. 

Hot  Water.  While  no  importance,  if  any  attention  whatso- 
ever, has  perhaps  hitherto  been  given  to  the  effect  upon  the 
concrete  mass  by  the  temperature  of  the  water  (except  to  pre- 
vent freezing  during  the  winter  season)  it  appears  from  the 
experiments  made  by  Mr.  Johnson  at  Cornell  that  temperature 
of  the  water  (distinguishing  between  hot  and  cold  water)  has 
a  most  marked  effect  upon  the  resulting  concrete.  Note  has 
already  been  made  of  the  large  amount  of  unhydrated  cement 
in  concretes,  new  or  old.  It  needs  no  argument  to  prove  that 
the  elimination  of  such  a  thing  in  concrete  will  result  in  great 
improvement  both  in  its  quality  and  strength  and  in  economy 
in  the  amount  of  cement  needed. 

Though  water  is  the  only  ingredient  in  concrete  possessing  a 
gluing  property,  due  to  its  surface  tension,  it  appears  that 
when  in  reaction  with  the  cement,  cold  water  (with  its  strong 
surface  tension)  drives  the  particles  of  cement  together  into 
scattered  groups  rather  than  wetting  the  surfaces  of  each  par- 
ticle by  itself.  It  also  seems  evident  that  a  thin  celluloid  sur- 
face is  apt  to  form  on  the  exterior  surface  of  each  group  of 
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the  cement  particles,  which  prevents  the  inside  particles  in 
the  groups  from  obtaining  water;  hence,  the  existence  of  un- 
hydrated  cement  in  concrete.  The  breaking  up  of  these  groups 
of  cement  particles  and  permitting  of  free  access  of  water  to 
each  of  the  cement  particles  in  order  to  remove  initial  imper- 
fections in  the  concrete,  and  thus  obtain  better  results  through- 
out the  entire  mass  in  the  mixing  process,  is  of  vast  impor- 
tance, especially  so  in  concrete  used  in  sea-water  structures. 
Too  much  care  cannot  be  taken  in  obtaining  the  best  of  results 
in  such  undertakings. 

The  experiments  made  at  Cornell  go  to  prove  that  a  liquid 
of  low  surface  tension  will  bring  about  the  desired  breaking- 
up  process  of  the  cement  groups.  While  liquids  of  a  low  boil- 
ing point,  as  alcohol,  ether  and  ivory  soap,  have  a  low  surface 
tension  and  will  bring  about  the  desired  results  when  intro- 
duced into  the  water  of  the  concrete,  a  far  more  practical  solu- 
tion of  the  problem  was  discovered  by  IVIr.  Johnson,  viz.,  the 
use  of  hot  water  of  moderate  temperature.  Hot  water  has  a 
low  surface  tension  and  has  apparently  been  proven  to  be  a 
most  satisfactory  agent  in  creating  a  wide  and  general  dis- 
persion of  the  particles  of  cement,  thus  preventing  any  un- 
hydrated  cement  in  concrete  and  giving  it  more  strength  and 
endurance.  While  the  heated  mass  will  tend  to  take  a  quick 
set,  such  a  thing  can  be  prevented  by  stirring  or  shaking  of 
the  concrete  until  it  hais  been  put  in  its  final  place  in  the 
forms.  Since  liquids  of  low  surface  tension  have  small  capil- 
lary power,  they  will  flow  more  readily  over  a  dry  surface. 
Thus  a  hot-water  concrete  will  not  only  be  free  of  unhydrated 
cement  but  will  flow  more  readily  into  the  forms  and  around 
the  reinforcement. 

Salt  Water.  The  feasibility  of  using  salt  water  in  place  of 
fresh  in  the  manufacturing  of  the  concrete  is  one  often  dis- 
cussed. Perhaps  very  few  data  are  to  be  had  upon  this  ques- 
tion, as  it  is  seldom  thought  worth  while  to  refer  to  it  in  pub- 
lishing accounts  of  work  done  in  concrete.  In  the  construc- 
tion of  the  famous  Key  West  causeway  (the  cement  used  in 
the  structure  being  imported  from  Germany)  it  has  been 
stated  that  salt  water  was  used  in  the  making  of  all  the  con- 
crete.   As  this  structure  has  shown  no  signs  of  disintegration 
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up  to  date,  it  would  appear  that  such  a  use  of  salt  water  has 
no  injurious  effect  on  the  concrete. 

Herr  Blocq  van  Kuffeler,  a  noted  engineer  of  Holland,  has 
said  that  since  the  amount  of  salts  introduced  into  concrete 
by  diffusion  when  the  concrete  is  exposed  to  sea  water  is  vastly 
in  excess  of  the  amount  that  might  be  introduced  into  con- 
crete "by  the  small  quantity  of  water  used  in  its  manufac- 
ture— the  use  of  salt  water  in  the  making  of  concrete  is  in  all 
probability  prejudicial  to  only  a  slight  extent".  Still,  to  be 
absolutely  sure,  it  is  wise  perhaps  to  use  fresh  water  when 
obtainable  and  thus  be  on  the  side  of  safety,  with  one  less 
questionable  point  to  contend  against  in  the  use  of  concrete  in 
sea-water  structures. 
Waterproofing  Compounds. 

During  recent  years  much  has  been  said  and  published  as 
regards  the  excellent  results  obtained  in  using  some  form  of 
waterproofing  compounds  in  concrete.  There  is  no  doubt  but 
that  some  of  the  so-called  waterproofing  compounds  are  of 
considerable  worth.  On  the  other  hand,  a  chemical  analysis 
will  easily  demonstrate  that  others  are  absolutely  without 
merit,  simply  commercial  compounds  masquerading  under  the 
name  of  a  waterproofing  material,  *'a  little  lower  in  price  but 
equally  as  good". 

If  the  work  of  the  U.  S.  Bureau  of  Standards  is  of  any 
weight,  concrete  can  be  made  practically  watertight  up  to  a 
head  of  forty  feet  without  the  addition  of  any  of  the  so-called 
integral  waterproofing  compounds.  The  small  amount  of  such 
compounds  used  per  batch  has  little,  if  any,  effect  on  the 
impermeability  of  the  concrete  except  for  the  extra  care  re- 
quired in  mixing  in  the  compound.  The  addition  of  the  com- 
pound will  not  compensate  for  a  lean  mixture,  poor  material 
and  improper  mixing  and  handling  of  the  concrete.  It  states 
that  an  impermeable  concrete  can  be  obtained  without  the 
use  of  any  integral  compound  if  the  same  care  is  taken  in  the 
manufacture  of  the  concrete  as  when  the  compound  is  added. 

Since  the  principal  action  of  a  waterproofing  compound 
is  of  a  lubricating  nature,  a  little  extra  cement  and  the  use 
of  hot  water  will  accomplish  the  same  results,  especially  if 
the  concrete  is  mixed  sufficiently  long  and  to  a  plastic  con- 
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sistency  so  as  to  permit  the  particles  to  flow  into  position  with- 
out tamping;  though,  of  course,  the  concrete  should  be  well 
spaded  so  as  to  avoid  pockets  on  its  surface  and  to  insure  a 
perfect  bond  to  the  steel;  also  to  work  out  of  the  mass  any 
voids  that  may  tend  to  exist  therein  due  to  the  aerating  of  the 
concrete  by  dropping  or  to  the  absorption  of  air  by  the  water 
in  process  of  making,  or  perhaps  to  air  bubbles  in  the  water 
itself  before  it  became  a  part  of  the  concrete. 

While  it  is  impossible  to  make  oiled  concrete  (internally  ap- 
plied) a  success  for  sea-water  structures,  the  application  of 
coatings  of  animal,  vegetable  and  mineral  oils  to  the  surfaces 
of  concrete  blocks  on  the  part  of  Japanese  engineers  renders 
them  almost  impregnable  against  the  incessant  action  of  the 
sea  and  as  lasting  as  the  natural  stone  of  which  they  are  made. 

A  coating  of  tar  has  also  been  used  by  a  prominent  English 
engineer  to  overcome  detrimental  effects  upon  concrete  piles 
above  high-water  level — no  deterioration  having  taken  place 
below  said  elevation — a  fact  somewhat  contradictory  to  Ameri- 
can experience. 
Mixture  and  Hizing. 

(a)  General.  In  view  of  the  high  development  in  the  art 
of  manufacturing  present-day  cements  there  can  be  but  little 
doubt  that  most  failures  of  concrete  in  sea- water  structures  are 
due  to  an  improper  use  of  standard  brands  of  cement,  includ- 
ing improper  proportioning,  poor  mixing,  or  both,  and  not  to 
the  cement  itself.  Especially  does  this  seem  to  be  true  in 
view  of  the  long-time  and  successful  uses  of  concrete  exposed 
to  salt-water  action  where  both  the  mixture  and  mixing  were 
proper.  A  proper  handling  of  a  poor  material  will  more  often 
produce  better  results  than  an  improper  handling  of  first- 
class  material.  Thus  the  problem  becomes  a  demand  for  a 
better  concrete,  not  a  better  cement. 

Concrete  is  simply  an  attempt  to  manufacture  an  artificial 
stone  out  of  cement,  sand,  stone  or  gravel,  and  water.  While 
the  ingredients  of  a  natural  stone  are  far  more  compact  than 
it  is  possible  to  make  them  in  an  artificial  stone  and  the  layers 
of  the  cementitious  material  are  far  thinner  in  the  former 
product  than  in  the  latter,  the  more  nearly  the  combination 
of  materials  used  in  making  concrete  approaches  a  natural 
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stone,  the  greater  will  be  the  strength  and  density  of  the  arti- 
ficial product. 

(b)  Mixture.  The  first  requisite  of  concrete  being 
strength,  and  strength  being  a  function  of  density,  it  follows 
that  an  impermeable  concrete  gives  both  strength  and  density, 
these  two  functions  existing  in  the  same  ratio  in  a  properly 
mixed  concrete. 

The  strength  and  density  of  concrete  are  limited  by  the 
density  and  strength  of  the  weakest  of  its  ingredients,  usually 
the  matrix.  Not  only  is  the  matrix  the  weakest  of  the  ingre- 
dients but  it  is  the  most  expensive  of  them  all.  Thus  the  less  the 
matrix  over  and  above  the  amount  actually  needed,  the  better 
and  more  economical  will  be  the  concrete.  Since  the  matrix 
acts  as  a  glue,  a  stronger  concrete  will  result  when  the  adhesive 
mixture  is  uniformly  distributed  in  a  thin  layer  among  the 
aggregate  than  when  a  thick  film  with  an  uneven  distribution 
is  had. 

"When  the  coarser  aggregates  are  separated  from  each 
other  by  just  a  thin  film  of  glue  (as  long  as  the  gluing  prop- 
erty is  perfect  throughout  the  mass),  the  greater  the  propor- 
tion of  the  coarser  aggregate  in  the  mass,  the  stronger  and 
more  dense  will  be  the  resulting  composition ;  the  best  results 
being  obtained  when  the  surface  area  of  the  coarser  aggregate 
is  in  proper  proportion  to  the  cement  matrix — considered  both 
as  a  void  filler  and  as  an  adhesive  agent.  Since  such  a  mixture 
of  the  artificial  concrete  product  is  very  seldom,  if  ever,  ob- 
tained in  actual  work  and  the  stresses  are  transferred  from 
aggregate  to  aggregate  by  the  cement  matrix,  due  to  an  un- 
unif  orm  distribution  of  the  coarser  aggregate,  the  burden  of  the 
load  is  transferred  from  the  stone  or  gravel  aggregate  to  the 
cement  matrix.  Thus  the  more  perfect  the  matrix  in  its  mix- 
ture, the  stronger  will  be  the  resulting  concrete. 

The  maximum  density  and  hence  the  maximum  strength 
of  concrete  is  obtained  when  the  amount  of  sand  used  is  just 
enough  to  fill  the  voids  between  the  stone,  and  the  amount  of 
cement  incorporated  into  the  batch  is  sufficient  to  coat  the  entire 
surface  of  the  stone  and  the  sand  grains  and  to  completely  fill 
the  voids  between  the  sand  grains.  Such  a  mixture  gives  the 
ideal  conditions  for  a  perfect  concrete. 
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The  arbitrary  methods  hitherto  used  in  proportioning  the 
ingredients  of  concrete  have  been  proven  to  give  inferior  results, 
both  as  respects  strength  and  density. 

It  will  no  doubt  be  of  value  to  cite  here  the  practice  of  those 
countries  which  have  met  with  the  most  success  in  using  con- 
crete in  sea- water  structures. 

Early  practice  in  England  seems  to  have  been  a  one  part 
cement,  two  parts  sand  and  three  parts  gravel,  viz.,  1-2-3  mixture. 

Modem  Holland  practice  indicates  a  one  part  cement,  % 
part  trass,  2  parts  sand  and  5  parts  gravel,  viz.,  1-^-2-5  mixture. 

Tests  made  by  the  Scandinavian  Association  of  Portland 
Cement  Manufacturers  of  over  10  years'  duration  in  the  Baltic 
Sea  demonstrate  that  in  using  cement  under  sea-water  condi- 
tions a  matrix  of  a  weaker  nature  than  one  part  cement  to  two 
parts  sand  will  give  unsatisfactory  results.  Said  tests  also 
prove  that  the  cement  must  not  be  excessively  high  in  its 
percent  of  alumina. 

The  tests  made  by  Mr.  Johnson  also  prove  that  *'a  mixture 
of  the  cement  and  sand  in  a  ratio  of  1 :2  gives  su£Scient  cement 
to  coat  over  and  to  fill  between  the  grains  of  sand ;  whereas  in 
a  1 :3  mixture  the  voids  between  the  sand  grains  are  only  partly 
filled  with  the  cement  and  the  whole  concrete  is  apt  to  be  a 
weak,  faulty  structure." 

The  usual  Italian  practice  has  been  stated  to  be  100  to  200 
kilograms  of  Portland  cement,  1  part  ordinary  lime  by  volume, 
2  parts  pozzolana,  3  parts  gravel  or  ballast.  It  is  said  that  such 
a  mixture  will  keep  plastic  for  6  to  8  hours  and  thus  permit  of 
its  being  forced  into  each  and  every  part  of  the  form  by  the 
hydrostatic  pressure  which  results  in  a  very  dense  mass;  and 
that  such  a  concrete  will  not  suffer  any  damage  after  12  to  20 
hours,  even  from  the  wash  of  the  waves ;  and  that  it  gives  almost 
as  good  results  as  ordinary  concrete  laid  in  the  open  for  block 
work,  etc. 

In  case  of  pile  work,  the  Italians  introduce  more  cement  than 
above  indicated,  with  the  omission  of  the  lime  on  account  of  the 
heavy  blows  used  in  driving  the  piles. 

In  introducing  trass  into  concrete,  Herr  Blocq  van  Kuffeler 
has  stated  that  a  mixture  of  one  part  cement  and  ^  part  trass 
and  three  parts  sand  wiU  insure  a  concrete  which  wiU  remain 
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in  a  perfect  state  of  preservation  when  exposed  to  sea-wat^r 
action  if  the  concrete  has  hardened  in  a  damp  atmosphere  before 
being  placed  in  situ,  but  that  it  will  not  do  so  if  the  concrete  is 
exposed  to  the  infiltration  of  sea  water  immediately  after  manu- 
facture. In  the  latter  case  a  mixture  of  one  part  cement,  ^ 
part  trass  and  2V^  parts  sand  should  be  used. 

In  San  Francisco  harbor  work,  a  mixture  of  l-l%-3%,  prac- 
tically 1-2-4  is  the  standard  practice. 

Generally  speaking,  the  most  modem  practice  indicates  a 
mixture  ranging  from :  one  part  cement,  1^^  parts  sand,  3  parts 
gravel  or  stone  (l-li/^-S)  to  one  part  cement,  two  parts  sand, 
three  parts  gravel  or  stone  (1-2-3),  all  of  which  fully  agrees 
with  the  results  of  both  the  Cornell  and  Scandinavian  tests. 

(c)  Hizing.  It  is  generally  conceded  that  a  longer  time 
should  be  given  in  mixing  of  sea-water  concrete  than  concrete 
for  use  in  land  structures.  The  writer  is  acquainted  with  two 
instances  where  the  specification  called  for  a  rate  of  not  over  12 
batches  per  hour,  equivalent  to  5  minutes  for  mixing  each  batch. 
There  can  be  no  doubt  but  that  such  a  rate,  though  perhaps 
excessively  slow,  will  give  better  results  and  a  more  imper- 
meable concrete  than  a  30-second  rate,  though  the  latter  may 
be  going  to  the  other  extreme.  This  question  of  the  time  used 
in  mixing  is  one  well  worth  the  careful  consideration  of  en- 
gineers engaged  in  the  placing  of  concrete  exposed  to  sea- 
water  action,  whether  placed  **en-masse-in-situ'*,  or  in  the  form 
of  premoulded  work,  the  former  no  doubt  needing  a  longer 
mixing  than  the  latter. 

While  the  universal  practice  in  mixing  concrete  is  to  de- 
posit all  the  ingredients  in  the  mixer  at  the  same  time,  it  is 
possible  that  a  better  concrete  can  be  had  for  sea-water  struc- 
tures by  following  some  regular  order  of  placing  the  ingredients 
in  the  mixer ;  a  question  that  may  well  be  worth  investigating. 

Some  authorities  state  that  the  cement  and  sand  should 
first  be  mixed  dry  and  then  mixed  with  the  coarser  ingredients 
after  said  ingredients  have  been  thoroughly  wet  down,  the 
water  being  slowly  added  as  the  mixing  continues  until  the 
proper  consistency  is  obtained ;  that  the  addition  of  the  coarser 
aggregate  to  the  prepared  matrix  (cement,  sand,  and  water) 
will  result  in  a  very  poor  bond  between  the  two  materials. 
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while  the  addition  of  the  water  after  the  three  ingredients  have 
been  mixed  together  will  tend  to  wash  the  cement  from  the 
larger  particles  or  drown  out  the  cement  and  fine  sand.  In 
all  cases  it  is  desirable  that  the  sand  should  be  damp  and  not 
bone  dry  to  assist  in  the  formation  of  capillary  attraction, 
which  is  greater  between  the  cement  and  the  sand  than  in  the 
coarser  aggregate. 

Inasmuch  as  a  very  minute  amount  of  sugar  will  abso- 
lutely prevent  a  batch  of  cement  from  hardening,  the  utmost 
care  should  be  taken  by  those  in  charge  of  the  actual  work  to 
see  that  such  refuse  as  chewing  tobacco,  scraps  of  lunch,  spittal 
of  those  who  chew  tobacco,  also  urine  and  other  organic  com- 
pounds, all  of  which  contain  sugar  of  glucose  and  thus  have 
a  marked  effect  on  the  hardening  of  the  concrete,  do  not  get 
into  the  sand,  gravel  or  stone  individually  or  into  the  concrete 
collectively. 

While  other  factors  may  enter  into  the  question,  the  old 
saying  of  ''Eternal  vigilance  and  attention  to  details  is  the 
price  of  success"  applies  most  forcibly  to  the  use  of  concrete 
in  structures  exposed  to  sea-water  action. 
Failures  and  Frost  Action. 

While  there  have  been  several  noted  failures,  and  perhaps 
a  number  of  less  important  ones,  of  concrete  when  used  in  sea- 
water  structures,  it  cannot  be  denied  that  in  actual  numbers 
there  have  been  more  failures  among  land  structures  than  among 
concrete  structures  standing  in  sea  water. 

One  of  the  most  noted  failures  of  a  concrete  structure  ex- 
posed to  sea-water  action  was  the  case  of  the  Aberdeen  Dock, 
Scotland,  in  1887,  less  than  two  years  after  its  opening.  With- 
out entering  into  a  long  discussion  of  the  facts  of  said  failure, 
suffice  it  to  say  that  investigation  established  beyond  a  shadow 
of  a  doubt  that : 

(1)  Inferior  cement  was  used  in  part  of  the  work 

(2)  The  sand  was  of  too  fine  a  grade 

(3)  The  larger  aggregate  was  of  a  poor  quality 

(4)  The  mixture  was  of  too  lean  a  nature 

(5)  And  last  of  all,  that  the  concrete  was  poorly  mixed, 

handled  and  placed,  in  the  light  of  our  present-day 
knowledge  of  the  art. 
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The  partial  failure  of  a  United  States  Government  dock  in 
Boston,  built  1899-1901,  which  began  very  soon  after  the  com- 
pletion of  the  last  section  of  the  structure,  has  created  more  un- 
certainty in  the  minds  of  American  engineers  in  regard  to  the 
use  of  concrete  in  sea  water  than  any  other  instance  which  has 
occurred  in  this  country.  When  it  is  considered  that  the  con- 
crete in  this  structure  was  partly  placed  in  the  wet  through  an 
open-top  bucket,  that  an  attempt  was  made  to  protect  its  surface 
by  a  mortar  plaster,  and  that  the  temperature  of  the  outer  part 
approaches  zero  almost  every  winter,  the  results  observed  are  not 
to  be  wondered  at  in  view  of  our  present  knowledge  of  the  subject. 

Other  failures  in  early  uses  of  concrete  exposed  to  sea  water 
— especially  where  poured  en-masse-in-situ,  in  Boston  Harbor 
and  at  other  locations  along  the  New  England  coast — ^have  all 
been  due  to  the  same  cause,*  a  permeable  concrete  exposed  to 
frost  action.  The  fact  that  there  have  been  few,  if  any,  failures 
of  concrete  standing  in  non-freezing  or  tropical  sea  water  seems 
to  fully  substantiate  the  generally  accepted  opinion  as  to  the 
causes  of  such  failures  as  are  reported  from  Boston  and  other 
New  England  ports.  More  recent  undertakings  in  concrete  con- 
struction standing  in  sea  water  both  at  Boston  and  Aberdeen 
are  said  to  be  in  an  excellent  state  of  preservation  at  the  present 
date,  especially  so  with  "premoulded  air-cured"  structures. 

From  results  obtained  with  a  concrete  monolith  built  on  top 
of  a  breakwater  at  Sandy  Bay,  Mass.,  it  would  appear  that  a 
troweled  surface,  as  used  in  sidewalk  and  cement  floor  work,  was 
of  great  assistance  in  preventing  deterioration  of  concrete  ex- 
posed to  sea  water  and  frost  action. 

While  the  failures  of  concrete  structures  standing  in  sea 
water  along  the  eastern  front  of  New  England  have  in  almost 
every  case  taken  place  between  tide  levels,  at  Southampton, 
England,  the  failures  reported  have  in  almost  every  instance 
been  above  high-water  level,  the  concrete  below  said  level  being 
in  a  satisfactory  condition. 

Another  remarkable  failure  of  sea-water  concrete  of  recent 
date  has  been  reported  in  connection  with  one  of  the  dry  docks 
at  the  Brooklyn  Navy  Yard,  where  the  concrete  is  said  to  have 
been  so  disintegrated  as  to  be  removable  with  a  pick  and  spade. 
It  is  perhaps  unfortunate  that  no  data  have  been  furnished  the 
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engineering  profession  as  to  the  reasons  for  such  failure,  especi- 
ally so  as  the  City  of  New  York,  on  the  opposite  side  of  the  East 
River,  has  obtained  most  satisfactory  results  in  the  use  of  con- 
crete in  the  construction  of  the  extensive  sea  walls  along  her 
water  front,  during  the  past  forty  years. 

Other  reported  failures  are : 

Portsmouth,  N.  H. — A  government  pier  built  in  1908  of 
mass  and  block  concrete.  Deteriorated  in  places  at  end  of  four 
years  to  a  depth  of  8  inches,  between  tides. 

Atlantic  City,  where  considerable  disintegration  of  the  con- 
crete in  an  ocean  pier  has  taken  place  due  to  chemical  action. 

Lower  New  York  Harbor,  information  concerning  which  the 
author  does  not  have. 

Lynn,  Mass. — A  sea  wall  built  en-masse-in-situ,  the  face  of 
which  became  badly  affected  by  the  action  of  the  sea  and  pound- 
ing of  the  waves,  efforts  to  repair  which  with  the  cement-gun 
process  are  said  to  be  questionable  in  places.  Since  the  ratio 
of  expansion  of  concrete  is  said  to  vary  according  to  the  amount 
of  cement  used,  but  little  success  can  be  expected  in  plastering 
a  concrete  wall  in  frost  climates. 

Liverpool,  England. — The  underside  of  a  concrete-dock  deck 
slab  disintegrated  from  the  dampness  getting  at  the  steel  rein- 
forcement, due  to  a  permeable  concrete  and  the  steel  bars  being 
placed  too  close  to  the  surface  of  the  structure. 

Southampton,  England. — Disintegration  of  pre-moulded 
concrete  piles  above  high-water  level  due  to  electrolysis  in  one 
structure,  but  to  unexplainable  causes  in  another,  the  con- 
crete below  high-water  level  being  in  a  perfect  state  of  pres- 
ervation. 

San  Francisco. — Failures  of  concrete  columns  under  a  dock, 
mostly  in  connection  with  the  so-called  Holmes  pile.  Concrete 
poured  around  a  wooden  pile,  in  some  of  which,  it  has  been 
stated,  no  kind  of  reinforcement  was  used.  Concrete  poured 
into  receptacles  from  which  the  water  had  not  previously  been 
extracted  resulting  in  alternate  layers  of  gravel,  sand  and  ce- 
ment throughout  the  column,  which  naturally  failed  when  the 
forms  were  destroyed  by  the  teredo. 

At  Halifax  a  large  concrete  dock  was  but  recently  finished. 
Some  method  was  needed  to  protect  the  concrete  piles  above  low 


WOOD  AND  CONCRETE  IN  SEA  WATER  357 

water  from  frost  action.  It  was  proposed  to  use  creosoted  lum- 
ber around  the  piles,  but  it  was  soon  discovered  that  the  creosote 
oils  had  a  deteriorating  action  on  the  Portland  cement,  especi- 
ally on  the  green  mortar  of  the  Portland  cement.  To  overcome 
this  action  it  was  necessary  to  coat  the  side  of  the  planks  next 
to  the  piles  with  pitch. 

In  other  places  in  Nova  Scotia  vitrified  salt-glazed  tile  blocks 
filled  with  concrete  have  been  used  to  prevent  any  further  de- 
struction of  concrete  due  to  frost  action.  A  granite  face  is 
often  used  to  protect  concrete  from  frost  action  between  tides. 

In  connection  with  the  concrete  dock  work  of  the  Great 
Lakes  it  is  customary  to  use  an  iron  plate  or  a  wooden  covering, 
extending  a  few  feet  above  and  below  water  level,  to  protect  the 
face  of  the  concrete  from  abrasion  by  ice  or  frost  action. 

Since  most,  if  not  all,  of  the  failures  of  concrete  structures 
standing  in  salt  water  in  this  country  appear  to  have  been  in 
sea  waters  subject  to  frost  action,  it  is  well  to  inquire  as  to  the 
effect  of  frost  action  upon  such  structures  when  standing  in 
fresh  water.  While  perhaps  such  structures  may  be  of  but  re- 
cent date  and  thus  constructed  in  accordance  with  up-to-date 
practice,  a  few  important  facts  can  well  be  learned  from  them. 

A  concrete  breakwater  built  at  Burlington,  on  Lake  Cham- 
plain,  in  1904,  does  not  seem  to  have  shown  any  signs  of  disin- 
tegration, although  exposed  to  heavy  frost  and  ice  action. 

In  St.  Paul  where  the  temperature  goes  as  low  as  40°  below 
zero,  a  concrete  wall  built  of  1-3-6  concrete,  in  connection  with 
a  lock  in  the  river,  is  said  to  have  shown  no  signs  of  deteriora- 
tion due  to  frost  action. 

Whereas  every  failure  of  concrete  when  exposed  to  sea- 
water  action  is  widely  advertised  and  commented  upon,  such 
failures  of  concrete  which  may  take  place  in  structures  standing 
in  fresh  water  are  apparently  passed  by  as  ordinary  events  and 
made  good  by  the  engineers  in  charge,  without  further  comment. 

When  the  vast  number  of  concrete  structures  built  on  land, 
such  as  dams,  viaducts,  bridge  piers,  etc.,  are  considered  and  the 
success  apparently  had  with  them,  especially  when  built  in  sec- 
tions of  the  country  subject  to  very  low  temperatures  during 
the  winter  months,  it  would  seem  to  be  evident  that  when 
thoroughly  cured  and  hardened  before  being  brought  in  contact 
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with  water  in  freezing  temperatures,  concrete  will  successfully 
resist  frost  action.  Such  concrete  structures  are  usually  built  in 
the  spring,  summer  and  fall,  and  thus  become  thoroughly  cured, 
hardened  and  dried  out  before  the  period  of  frost  comes.  Hence 
their  success.  When  built  in  cold  weather  special  pains  are  taken 
to  keep  them  dry  and  warm  until  thoroughly  cured  and 
hardened. 
Long  Time  Uses  and  Premoulded  Ooncrete. 

Concrete  was  used  by  the  Romans  and  Carthaginians  in 
ancient  times.  There  are  said  to  be  concrete  structures  con- 
structed as  sea  moles  in  the  days  of  Nero  and  Hadrian  stiU  in 
existence  and  doing  service  in  Italy  at  the  present  time. 

Mass  concrete  was  used  by  the  English  engineers  as  far  back 
as  1840.  Since  that  date  not  only  has  a  vast  amount  of  mass 
concrete  been  successfully  used  by  foreign  engineers  in  their  sea- 
water  structures,  but  during  the  last  20  to  25  years  reinforced 
concrete  structures  have  been  used  extensively  by  all  foreign 
countries  in  the  way  of  massive  docks,  piers,  graving  docks,  break- 
waters, lighthouses  in  exposed  positions,  boats,  barges,  floating 
caissons,  coast  revetments  and  in  almost  every  conceivable  kind 
of  structure  fixed  and  floating,  to  the  extent  of  enormous  ex- 
penditures of  money. 

Without  attempting  to  give  a  complete  list  of  such  struc- 
tures a  few  of  the  earlier  ones,  built  years  ago,  and  which  are 
still  in  existence  and  reported  in  excellent  condition,  may  be 
noted. 

In  using  concrete  in  sea-water  structures  it  was  recognized 
by  foreign  engineers  as  long  ago  as  1865  that  when  placed  *'en- 
masse-in-situ''  concrete  was  apt  to  give  uncertain  results  and 
that  far  better  results  were  had  with  "pre-moulded,  air-cured'' 
concrete. 

One  of  the  first  applications  of  the  pre-moulded  block  sys- 
tem of  concrete  construction  was  in  the  building  of  3200  feet  of 
quay  wall  at  Dublin,  Ireland,  in  1872,  a  structure  said  to  be  in 
excellent  condition  at  the  present  date.  Other  massive  concrete 
structures,  such  as  sea  walls,  dry  docks  and  breakwaters — 
scattered  throughout  Europe  and  not  confined  to  any  particular 
section — ^were  built  on  the  same  system  between  1878  and  1888 
by  foreign  engineers  and  have  likewise  behaved  admirably 
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during   their   existence    and   are   still   in   a   satisfactory   con- 
dition. 

In  the  removal  of  some  68,404  yards  of  concrete  from  a  sea 
wall  at  Liverpool,  no  single  instance  was  discovered  of  a  decayed 
or  shoddy  concrete,  the  entire  mass  being  in  a  perfect  condition 
though  exposed  to  sea- water  action  for  40  years.  It  is  of  interest 
to  note  that  the  original  concrete  was  placed  in  the  dry  and  no 
doubt  suflSciently  cured  before  allowed  in  contact  with  sea 
water. 

An  old  foundation  built  on  Alcatraz  Islimd,  San  Francisco 
Bay,  in  1867,  of  concrete  does  not  show  any  signs  of  disintegra- 
tion, though  exposed  to  daily  tidal  action. 

In  the  building  of  the  long  sea-wall  around  New  York  City, 
marked  success  has  been  obtained  by  a  proper  handling  of  the 
concrete.  The  first  attempts,  made  in  about  1871,  with  ''en- 
masse-in-situ"  methods,  did  not  give  satisfactory  results.  The 
pre-moulded  block  system  was  then  adopted  with  marked  success ; 
so  much  so  that  it  is  officially  stated  that  no  signs  of  serious  dis- 
integration have  been  discovered  during  the  40  years  of  the  ex- 
istence of  the  wall,  though  it  is  subjected  to  severe  frost  and  ice 
action.  It  is  well  to  note  that  at  the  time  the  first  part  of  this 
wall  was  constructed  a  finely  ground  cement  was  unknown. 
Hence  the  lasting  qualities  of  the  concrete  are  the  more  remark- 
able, and  are  no  doubt  explained  by  the  1-2  matrix  used  in  ob- 
taining a  dense  surface  of  the  blocks,  if  not  throughout  the  entire 
block. 

In  the  building  of  breakwaters,  concrete  was  extensively 
used  by  European  engineers  long  before  the  art  of  reinforced 
concrete  became  known.  In  Italy  such  structures  have  been  in 
existence  for  over  30  years  without  showing  signs  of  disintegra- 
tion. Concrete  was  used  by  English  engineers  as  early  as  1871 
in  breakwaters  which  are  said  to  be  still  in  existence  and  doing 
duty.  A  concrete-block  breakwater  built  in  India  in  1885  showed 
no  signs  of  failure  at  the  end  of  22  years. 

A  few  of  the  earliest  reinforced  concrete  structures  standing 
in  sea  water  may  be  cited : 

It  is  generally  admitted  as  an  historic  fact,  that  the  first 
reinforced  concrete  pile  was  made  and  used  in  Prance  in  1896 
by  the  noted  French  engineer,  M.  Hennique. 
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The  first  concrete  sheet-pilings  driven  in  France  in  1898  in 
connection  with  a  sea-wall,  are  reported  to  be  in  as  good  con- 
dition today  as  when  first  built. 

The  first  reinforced  concrete  dock  appears  to  have  been  built 
in  England  in  1899  at  Southampton.  This  dock  is  officially 
reported  to  be  **  practically  as  good  as  new  and  shows  no  signs 
of  decay  whatsoever"  even  at  the  present  date. 

Other  reinforced-concrete  structures  at  Southampton  have 
not  done  so  well,  due  in  part  (on  one  structure  at  least)  to  a 
permeable  concrete,  dropping  of  the  stirrups  and  the  formation 
of  voids  therefrom,  and  to  the  whole  strength  being  somewhat 
light  for  the  service  to  which  the  dock  is  put,  the  dock  having  no 
X  bracing  below  the  high-water  level.  As  all  the  damage  has 
taken  place  above  the  high-water  level,  while  the  concrete  below 
said  level  is  in  perfect  condition,  this  concrete  structure,  con- 
sidered only  as  one  exposed  to  action  of  sea  water,  may  be  said  to 
have  given  excellent  results. 

While  the  use  of  reinforced  concrete  in  dock  work  dates 
from  1900,  it  must  be  evident  that  as  far  as  European  countries 
are  concerned,  the  results  have  been  sufficiently  satisfactory  to 
justify  the  investment  of  enormous  sums  of  money  in  this  type 
of  construction. 

Such  structures  are  also  found  in  large  numbers  along  our 
Atlantic,  Gulf  and  Pacific  Coasts,  as  well  as  on  the  Great  Lakes; 
in  Canadian  waters,  as  well  as  in  those  of  this  country.  At  least 
50  such  docks  have  been  built  since  1906. 

In  view  of  the  long-time  knowledge  of  the  merits  of  **pre- 
moulded  air-cured"  versus  '*cast-en-masse-in-situ"  concrete  for 
sea-water  structures,  it  appears  strange  that  the  latter  method 
has  been  so  generally  followed  by  American  engineers,  even  up  to 
the  present  date.  For  years  the  pre-moulded  system  of  block 
concrete  has  been  employed  by  foreign  engineers  in  massive 
structures  in  sea  water  with  marked  success  and  there  is  no 
reason  why  all  American  engineers,  as  some  apparently  have 
done,  should  not  obtain  equally  satisfactory  results  with  pre- 
moulded  piles,  cylinders,  floating  concrete  caissons  and  block 
work. 

There  is  no  doubt  in  the  writer's  mind  that  if  the  ** pre- 
moulded  air-cured"  process  of  placing  concrete  had  been  used  in 
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a  number  of  cases  where  the  concrete  was  poured  **en-masse-in- 
situ"  with  no  special  provisions  for  its  hardening  before  it  was 
allowed  to  come  in  contact  with  sea  water,  the  subsequent  failure 
of  the  concrete  would  not  have  resulted. 

Note. — The  author  desires  to  acknowledge  his  indebtedness 
to  those  who  so  kindly  furnished  him  with  local  facts  concern- 
ing certain  ports  of  our  coasts,  as  well  as  to  those  authors  from 
whose  works  he  has  been  able  to  assemble  part  of  the  facts  given 
in  this  paper;  to  the  technical  magazines,  scientific  books,  so- 
ciety papers  and  discussions,  foreign  as  well  as  domestic,  detailed 
reference  to  which  is  impossible  on  account  of  their  great  num- 
ber. He  is  especially  indebted  to  Mr.  Prank  D.  Beal,  Creosote 
Engineer,  Portland,  Ore. ;  to  Mr.  Charles  A.  Newhall,  Chemical 
Engineer,  Seattle,  Wash. ;  and  to  Mr.  Herman  P.  Tucker,  Con- 
sulting Engineer,  also  of  Seattle,  for  valuable  and  timely  sug- 
gestions made  in  their  respective  reviews  of  the  first  drafts  of 
the  author's  paper. 

DISCTJSSIOK 

Mr.  B.  F.  Creeson,  Jr.,*  M.  Am.  Soc.  G.  E.  (by  letter),  stated  that  in  Mr. 
New  York  Harbor,  wooden  piles  which  have  been  driven  for  many  years  Creaeon. 
have  shown  signs,  when  pulled,  of  having  been  attacked  by  the  teredo, 
but  in  recent  years  the  teredo  has  ceased  to  be  active  in  the  harbor 
proper.  At  St.  George,  Staten  Island,  in  the  Lower  New  York  Bay,  in 
Jamaica  Bay,  and  along  the  coast  where  there  is  clean  sea  water,  the 
borers  are  comparatively  active;  but  the  contamination  of  the  harbor 
waters  has  practically  eliminated  the  teredo. 

The  most  expensive  pier  structures  built  by  the  city  of  New  York 
are  the  so-called  Chelsea  Piers,  on  the  North  River  between  Little  West 
12th  Street  and  West  23d  Street.  These  piers  are  built  with  ordinary 
timber  piles  without  any  treatment  whatever,  and  it  is  not  anticipated 
that  they  will  be  attacked.  In  South  Brooklyn,  on  the  easterly  side  of 
the  Upper  Bay,  the  city  of  New  York  has  built  several  fine  modern  piers 
on  timber  piles,  and  these  piles  have  not  been  treated.  At  St.  George, 
however,  the  foundations  for  the  municipal  ferry  terminal  were  placed 
on  creosoted  piles,  as  it  was  thought  that  there  was  sufficient  clean  water 
there  to  make  the  teredo  active,  particularly  if  the  plans  for  the  better 
disposal  of  sewage  should  be  carried  out  in  the  future.  New  York  City 
dumps  its  raw  sewage  directly  into  the  rivers,  without  any  screening  or 


*  Ch.  EngT.,  New  Jersey  Harbor  Commission,  Jersey  City,  N.  J. 
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Mr.  purification  whatever,  and  plans  (by  the  Metropolitan  Sewerage  Com- 
Cresson.  mission  and  other  commissions  and  the  city  departments)  are  being  pre- 
pared, in  order  that  the  harbor  waters  may  be  less  contaminated  by  sewage. 

In  New  Jersey,  the  Passaic  River,  which  empties  into  Newark  Bay, 
has  become  so  foul  that  a  trunk  sewer  is  now  being  built  to  convey  the 
impure  waters,  which  have  been  dumped  into  the  Passaic  River,  across  the 
marshes  and  empty  them  after  screening  into  the  Upper  £ky,  near 
Robbins  Reef.  It  is  interesting  to  note  that  some  of  the  railroad  com- 
panies with  terminals  on  New  York  Harbor  have  made  their  recent  pier 
construction  and  ferry  constructions  of  creosoted  timber,  anticipating, 
perhaps,  the  time  when  the  teredo  may  again  become  active. 

With  regard  to  the  experience  here  of  concrete  in  sea  water,  the 
New  York  City  Dock  Department  has  built  a  great  length  of  concrete 
sea  wall.  The  better  part  of  this  has  been  constructed  either  by  levelling 
off  the  bottom  or  by  constructing  a  pile  and  timber  grillage  and  placing 
thereon  heavy  molded  concrete  blocks.  These  blocks  weigh,  some  of 
them,  many  tons  and  have  been  molded  at  the  yards  of  the  New  York 
Dock  Department  and  conveyed  to  the  site  on  scows  and  put  into  place 
by  the  100-ton  derrick  owned  by  the  New  York  Dock  Department. 
Concrete  walls  built  in  this  manner  are  usually  faced  and  capped  with 
granite  and  are  of  practically  permanent  construction.  Walls  that  have 
been  in  place  for  more  than  20  years  have  been  removed  and  the  concrete 
blocks  show  no  sign  whatever  of  deterioration.  Concrete  walls  built  in 
place  show  general  results  far  less  satisfactory  than  molded  blocks.  The 
face  of  the  concrete  soon  exhibits  signs  of  deterioration  and  need  of 
repairs. 

Mr.  Cresson  is  strongly  of  the  opinion  that  in  designing  concrete 
structures  to  be  placed  in  sea  water,  subject  to  considerable  variation 
in  temperature,  it  is  wiser  to  employ  concrete  blocks,  rather  than 
concrete  molded  in  place,  even  if  the  greatest  care  is  observed  in  placing 
the  latter. 

There  has  been  practically  no  experience  whatever  with  structures 
placed  in  New  York  Harbor  where  concrete  piles  have  been  used,  but 
they  are  now  being  contemplated  in  the  new  piers  which  the  Standard 
Oil  Company  are  preparing  to  build  at  Constable  Point  on  the  Kill  van 
Kull. 

Mr.  Mr.  J.  L.  Jacobs,*  M.  Am.  Soc.  C.  E.  (by  letter),  said  that  in  waters 

Jacobs.  Qf  the  Gulf  of  Mexico  the  action  of  the  teredo  and  limnoria  on  timber  is 
very  severe.  Situated  as  it  is,  immediately  adjacent  to  the  great  yellow 
pine  timber  belt  of  the  Southern  States,  the  use  of  timber  in  all  dock 
structures  is  logical  and  therefore  extensively  practiced.  All  wharf 
structures  in  New  Orleans,  Galveston  and  Texas  City,  the  three  princi- 
pal Gulf  ports,  are  of  this  type  of  construction.  In  Galveston  and  Texas 
City  the  solid  sheet-pile  bulkhead  is  used  with  protecting  apron  to  hold 
the  slope;  in  New  Orleans  wharves  about  one  hundred  and  fifty  feet  wide, 

*  Res.  Mgr.,  James  Stewart  ft  Co.,  Inc.,  Houston,  Tex. 
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with  -very  flat  slopes  underneath,  are  used.     Creosoting  is  resorted  to     Mr. 
wholly  for  protection  against  marine  borers.  Jacoba. 

In  some  work  done  for  the  Galveston  Wharf  Co.  in  1912,  24  to  27 
pounds  of  creosote  were  used  per  cubic  foot  .of  timber,  the  heavier  treat- 
ment being  insisted  on  by  the  owners  for  the  exterior  layer  of  sheet- 
piles  in  the  bulkhead.  To  compensate  for  the  inevitable  decrease  in 
strength  of  the  timber,  due  to  the  prolonged  treatment  and  possibility 
of  scorching,  the  piles  were  increased  to  16*inch  diameter  at  the  butt; 
and  the  bulkhead,  which  was  normally  constructed  of  two  thicknesses  of 
4-  by  12-inch  material,  was  increased  to  three  thicknesses,  the  exposed 
piece  having  27'pound  treatment,  the  middle  piece  24-pound  treatment, 
and  the  inside  piece,  in  contact  with  the  filling,  being  of  green  material. 
This  heavy  treatment  is  very  unsatisfactory.  It  is  very  expensive,  not 
only  on  account  of  the  additional  oil  required,  but  also  because  the  time 
required  to  inject  the  last  3  pounds  of  a  27-pound  treatment  is  as  great 
as  that  required  for  the  last  10  pounds  of  a  24-pound  treatment.  The 
resulting  timber  is  very  brittle  and  cuts  like  cheese. 

While  many  specifications  call  for  long-leaf  timber  to  be  treated, 
the  consensus  of  opinion  is  that  better  results  are  obtained  with  the 
more  open  and  porous  short-leaf  timber. 

In  all  other  structures  in  Galveston,  24-pound  treatment  is  specified. 
In  structures  at  Texas  City,  20-pound  treatment  was  specified,  though 
tests  showed  an  average  injection  of  22  pounds  for  the  job. 

When  the  Galveston  Bay  Railroad  bridge,  connecting  Galveston  to 
the  main  land,  was  removed  in  1912-1913,  it  was  found  that  very  little 
trouble  was  in  evidence  in  piles  which  had  been  in  the  structure  as  far 
back  as  1875,  many  of  which  by  test  only  carried  12  to  18  pounds  of  oil 
per  cubic  foot;  and  those  placed  in  the  structure  in  1895,  carrying  24 
pounds  of  creosote  oil  per  cubic  foot,  were  in  perfect  condition  when 
removed  and  were  subsequently  used  in  other  structures. 

In  New  Orleans  along  the  Mississippi  River  where  the  water  is  fresh 
the  practice  has  been  to  treat  the  piles  with  16  pounds  of  creosote  oil 
injected  under  the  specifications  of  the  American  Railway  Engineering 
and  Maintenance  of  Way  Association.  The  super-structure  is  treated 
with  12  pounds.  There  are,  however,  no  marine  borers  in  the  fresh 
water.  The  variation  in  level  of  the  river  is  from  17  to  20  feet;  so  on 
the  most  recent  structures  the  engineers  attempted  to  use,  for  sake  of 
economy,  a  method  of  treatment  which  would  result  in  a  lighter  average 
treatment,  but  distribute  the  oil  where  it  would  do  the  most  good.  This 
method  contemplated  the  careful  removal  of  bark  from  the  pile,  so  as 
to  leave  the  inner  skin  intact,  and  to  remove  the  inner  skin  only  from 
such  parts  of  the  pile  as  would  require  the  heavier  treatment — in  this 
case  the  upper  20  feet,  as  the  lower  section  would  always  be  submerged 
in  fresh  water.  This  pile  was  to  have  been  introduced  into  a  cylinder 
and  treated  to  a  refusal,  which,  as  estimated  for  piles  50  to  70  feet  in 
length  with  20  feet  skinned,  would  be  only  10  to  12  pounds  per  cubic 
foot  average,  but  would  give  a  complete  treatment  to  the  exposed  sec- 
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Mr.     tion.    It  was  found  to  be  impracticable  to  secure  the  timber  peeled  in  this 
Jacobs,  fashion,  and  this  method  was  abandoned  for  a  uniform  treatment  of  16 
pounds  per  cubic  foot. 

Concrete  has  not  been  used  on  the  Texas  Coast  for  structures  to  any 
very  great  extent,  but  as  far  as  can  be  observed,  there  has  been  no  de- 
terioration of  such  structures  as  the  Galveston  Sea  Wall  and  the  Gal- 
veston Causeway,  due  to  the  action  of  sea  water. 
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The  close  of  the  nineteenth  century  produced  an  attitude  of 
mind  in  many  students  of  national  affairs  akin  to  that  of  a  mer- 
chant who  balances  his  books  at  the  end  of  a  twelve-month.  When 
the  results  of  a  year's  business  have  been  demonstrated,  the  mer- 
chant decides  on  his  plans  and  policies  for  the  future.  He  makes 
a  reliable  estimate  of  his  resources  and  learns  his  possibilities  and 
his  limitations.  As  a  nation  which  looked  over  a  hundred  years 
instead  of  one  year,  we  were  in  much  the  same  position  when  the 
twentieth  century  opened. 

From  small  beginnings,  all  manner  of  industries  had  reached 
an  impressive  development.  Some  employed  materials  which 
were  constantly  reproduced  either  by  plants  or  animals,  and 
which,  by  improved  methods,  could  be  increased  in  amount ;  but 
other  industries  were  rapidly  drawing  upon  fixed  reserves  which 
could  not  be  renewed.  We  naturally  began  to  forecast  the  future 
and,  with  a  look  ahead,  to  infer  the  course  of  events  in  the  cen- 
tury then  opening.  Among  the  industries,  that  of  mining  came 
in  for  special  attention.  It  is  a  very  great  one  in  this  country, 
and  it  is  distinctive  in  that  it  destroys  its  raw  materials  in  util- 
izing them.  Forests,  crops  and  live  stock  all  grow  again.  Ore 
and  coal  once  mined  are  gone  forever.  Not  unnaturally,  in  a 
fundamental  industry  such  as  iron  mining — one  on  which  so 
many  others  rest, — people  vitally  interested  began  to  raise  the 
question  of  reserves  for  the  future  and  to  wonder  in  what  posi- 
tion the  industry  would  find  itself  fifty  or  a  hundred  years  later. 
We.  are  not  surprised,  therefore,  to  note  that  open  expression  was 
given  to  feelings  of  apprehension,  nor  that  some  prophecies  were 
made  whose  re-statement  now  possesses  much  interest.    Not  alone, 
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however,  in  our  own  country  were  these  apprehensions  felt. 
Abroad,  they  likewise  found  expression,  especially  in  England, 
whose  people  had  been  roused  for  years  regarding  the  future  of 
their  coal  fields. 

In  October,  1902,  Mr.  Andrew  Carnegie,  one  of  our  most 
distinguished  iron-masters,  was  installed  as  Rector  of  the  Univer- 
sity of  St.  Andrews,  Scotland.  He  delivered  a  very  interesting 
address  in  which  he  stated  that,  if  the  rate  of  consumption  of  iron 
ore  in  the  United  States  did  not  greatly  increase,  we  would  have 
a  supply  of  first-class  iron  ore  for  only  60  or  70  years  and  of 
second-class  for  30  years  longer.  Mr.  Carnegie  estimated  our 
demonstrated  store  of  unmined  ore  at  one  billion  tons.  The  con- 
sumption, at  that  time,  was  between  25  and  30  millions  of  tons 
annually.  All  persons  well  informed  upon  mining  matters  would 
infer  that  the  mining  of  a  billion  tons,  now  demonstrated,  would 
reveal  appreciably  more ;  and  while  a  billion  tons  divided  by  25 
gives  a  life  of  40  years,  60  or  70  years  was  a  not  unreasonable 
figure.  Yet  this  period  is  a  relatively  short  one  and  the  forecast 
justifies  anxiety.  Since  Mr.  Carnegie's  address  was  delivered, 
the  annual  output  of  ore  has  doubled,  and,  unless  relieved  by 
other  considerations,  whatever  apprehensions  were  justified  then 
are  twice  as  emphatic  now. 

In  1895,  from  three  different  spokesmen  came  prophecies 
similar  to  those  of  Mr.  Carnegie.  Sir  Robert  A.  Hadfield,  whose 
words  regarding  the  iron  and  steel  industry  should  carry  as  great 
weight  as  any  man 's,  in  a  presidential  address  to  the  British  Iron 
and  Steel  Institute^  forecasts  the  call  of  the  world's  furnaces 
upon  the  mines  at  the  outset  of  the  new  century,  and  upon  the 
basis  of  known  reserves  also  gave  good  ground  for  apprehension. 
In  the  same  year,  the  late  Professor  Tornebohm,  long  the  chief 
of  the  Swedish  Geological  Survey  and  with  special  experience  in 
iron  ores,  made  a  report  to  the  Parliament  of  Sweden,  based  on  a 
visit  to  this  country.  ^  At  this  time,  the  Swedish  government  was 
actively  sharing  in  the  development  of  the  great  bodies  of  iron 
ore  in  Lapland,  far  within  the  Polar  Circle.  The  importance  of 
knowing  the  part  which  they  might  play  in  the  world's  iron  in- 
dustry of  the  future  was  great,  and  the  determination  of-  the 


*  Proceedings,  1905,  I.,  27,  and  especially  86-60. 

*  Reprinted  in  the  Iron  Age,  Nov.  2,  1905. 
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limits  of  annual  output  was  a  matter  in  which  the  Swedish  author- 
ities felt  a  lively  interest. 

Professor  Tomebohm  credited  the  Mesabi  range  with  half  a 
billion  tons ;  the  other  Lake  Superior  ranges,  collectively,  with  as 
much  more ;  and  the  Eastern  brown  hematites  with  sixty  millions. 
This  total  of  a  little  over  a  billion  tons  gave  cause  for  anxiety, 
since  the  output  in  1905  of  American  mines  had  risen  beyond 
forty  millions,  and  a  life  of  twenty-five  years  was  thus  indicated. 
But,  of  course,  a  moment 's  reflection  shows  that  the  estimates  are 
incomplete,  since  the  Clinton  ores  of  the  East,  and  especially  of 
Alabama,  are  omitted  entirely. 

In  the  same  year,  1905,  the  late  Professor  N.  S.  Shaler  sought 
to  rouse  his  countrymen  to  an  appreciation  of  the  situation  with 
regard  to  the  mining  industry,  in  a  paper  of  a  popular  nature 
on  **The  Exhaustion  of  the  World's  Supply  of  Metals. ''»  Pro- 
fessor Shaler,  in  general  terms,  considers  the  supply  of  ores  of  all 
sorts  remaining  to  us  as,  roughly,  twenty  times  the  amount 
already  mined.  He  thinks  another  century  will  exhaust  the 
European  supplies  of  iron  ore.  The  best  place  for  the  iron  in- 
dustry is  in  the  Mississippi  Valley,  and  the  ores  tributary  to  it 
are  passed  in  review  without  definite  figures,  except  for  Ala- 
bama, to  whose  Clinton  red  hematites  a  life  of  fifty  years  is 
assigned. 

Other  papers  preceded,  accompanied  or  followed  the  four 
specially  cited  and  of  these  a  list  is  given  at  the  close  of  this  con- 
tribution. They  cannot  all  be  mentioned  now,  and  the  ones  briefly 
reviewed  will  sufiice  to  show  the  apprehensive  state  of  the  public 
mind,  here  and  elsewhere,  from  ten  to  fifteen  years  ago. 

As  a  symptom  of  the  widespread  interest  and  as  a  natural 
step  to  prevent  waste  and  to  maintain  as  long  as  possible  the 
material  supports  of  industries,  the  conservation  movement 
sprang  up  in  this  country.  It  has  taken  form  in  annual  conven- 
tions and  discussions,  and  has  been  influential  in  matters  of 
legislation.  Outside  the  American  boundaries,  similar  steps  have 
been  taken.  Reports  of  the  Canadian  Conservation  Commission 
regularly  reach  us. 

In  connection  with  conservation  in  general,  iron  ore  has 
been  one  of  the  chief  subjects  to  be  considered,  and  we  are  not 

■  International  Quarterly,  Vol.  II,  230-247,  1905. 
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su^:prised  to  find  our  Swedish  colleagues,  as  soon  as  they  were 
assured  at  the  International  Geological  Congress  held  in  Mexico 
City,  in  1906,  that  their  invitation  for  the  meeting  of  1910  would 
be  accepted,  began  to  plan  a  great  work  on  the  **Iron  Ore 
Resources  of  the  World".  Iron  mining  is  one  of  the  chief,  if 
not  the  chief  single  industry  in  Sweden.  The  subject,  there- 
fore, possessed  great  local  as  well  as  international  importance. 
The  associated  authors  in  all  lands  began  to  busy  themselves 
at  once  with  data  and  estimates  of  reserves.  A  year  after  the 
movement  had  been  started  by  the  Swedish  committee  and  by 
its  representative  in  this  country,  a  special  investigation  of 
American  iron  ore  reserves  was  also  initiated  under  the  United 
States  Geological  Survey,  with  Dr.  C.  W.  Hayes  in  charge  of 
the  collection  of  data.  The  result  of  these  endeavors  led  to  the 
preparation  of  as  complete  estimates  as  were  practically  pos- 
sible.*   They  will  be  mentioned  and  utilized  later  on. 

Before  we  can  actually  undertake  a  discussion  of  the  future, 
we  must  have  clearly  before  us  several  matters  of  vital  import. 
We  must  know  the  large  features  of  production  in  the  United 
States  as  a  whole  and  in  the  more  important  individual  districts. 
We  need  to  briefly  trace  the  progress  of  production  during  recent 
years.  We  need,  further,  to  know  what  the  general  run  of  work- 
ing percentages  has  been  and  to  answer  the  questions:  Is  the 
yield  per  ton  declining  as  the  years  pass,  and  are  we  content 
now  to  treat  ores  of  lower  grade  than  were  our  fathers?  How 
do  our  ores  compare  in  yield  with  those  of  foreign  productive 
areas?  We  cannot  overlook  the  vital  bearing  of  our  supply  of 
coking  coal — a  factor  in  present  iron  metallurgy  not  inferior  to 
ore  supply  itself.  We  must  consider  sources  of  ore  outside  the 
United  States  and  yet  so  situated  as  to  contribute  to  our  fur- 
naces. We  must  also  consider  present,  or  reasonably  certain 
future,  improvements  in  processes  of  smelting.  No  horoscope  for 
the  future  can  be  cast  without  attaching  due  weight  to  all  these 
factors. 

The  growth  in  the  production  of  iron  ore  in  the  United 
States  has  been  so  great  as  to  be  the  chief  cause  of  anxiety  for 
the  future.  The  tabulation  of  a  few  figures,  using  a  million  long 
tons  as  the  unit,  will  make  the  matter  clear.    Extended  statistics 

*^W.  Hayes,  Bull.  394,  U.  S.  G.  S.,  70-114,  1909. 
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are  not  necessary.  I  am  extremely  anxious  that  the  great  striking 
truths  should  not  be  lost  in  a  maze  of  figures.  The  statistics  are 
taken  from  the  Mineral  Resources  of  the  U.  S.  Geological  Survey. 
Detailed  figures  are  not  attainable  for  1888  and  earlier  years, 
except  in  those  in  which  a  census  was  taken. 

In  the  years  before  the  Civil  War,  the  production  was  small ; 
but  shortly  after  peace  was  restored  the  Lake  Superior  mines 
began  to  assume  greater  and  greater  importance,  and  later,  Ala- 
bama developed  its  mining  and  smelting  industry. 

statistics  in  MiUions  of  Long  Tons. 


Other 

United  States    Lake 

Alabama 

Eastern 

Western 

Total 

Superior 

States 

States 

1860... 

2.8 

1870... 

3.8 

0.8 

1875... 

4.0 

0.8 

...... 

1880... 

7.1 

1.9 

0.17 

5.2 

0.00 

1882... 

8.7 

2.9 

0.05 

1884... 

7.7 

2.5 

0.02 

1886... 

10.0 

3.5 

1888... 

12.0 

5.0 

0.03 

1890... 

16.0 

8.98 

1.90 

4.96 

0.19 

1892... 

16.2 

9.50 

2.31 

4.24 

0.15 

1894... 

11.8 

7.60 

1.49 

2.70 

0.29 

1896... 

16.0 

10.50 

2.04 

3.10 

0.26 

1898... 

19.4 

13.8 

2.40 

2.84 

0.37 

1900... 

27.5 

20.50 

2.75 

3.75 

0.54 

1902... 

35.5 

27.05 

3.57 

4.30 

0.65 

1904... 

27.6 

20.30 

3.70 

3.28 

0.36 

1906.. 

47.7 

37.80 

3.99 

4.91 

0.80 

1908... 

35.9 

28.10 

3.70 

3.50 

0.52 

1910... 

56.8 

46.30 

4.80 

4.80 

0.80 

1912... 

55.1 

46.40 

4.60 

3.10 

0.90 

1914.. 

....^ 42.0 

32.91 

GENERAL 

PROGRESS 

OF   PRODUCTION. 

By  these  figures  a  modest  but  steady  growth  in  the  produc- 
tion of  iron  ore  is  shown  up  to  1884.  A  marked  increase  then 
developed,  which  subsequent  figures  will  show  was  chiefly  due 
to  the  entrance  of  the  Gogebic  and  Vermilion  ranges.  A  rapid 
growth  followed  to  1890 ;  and  then  production  held  steady,  or,  as 
in  1894,  temporarily  dropped  back  during  panic  times.  Pol- 
lowing  1896,  the  growth  was  very  marked  and  was  chiefly  due  to 
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the  Mesabi  range.  Hard  times  checked  it  in  1904,  in  1908,  and 
again  in  1914.  No  industry  is  more  sympathetic  with  general 
business  conditions  than  is  the  production  of  iron  and  steel. 

The  figures  also  show  that  the  great  increase  in  output  is  due 
to  the  growth  of  the  industry  in  the  Lake  Superior  region. 
Without  the  contributions  from  the  Lake,  the  country  as  a  whole 
would  be  back  in  the  position  which  it  occupied  in  1886,  with 
about  ten  million  tons  total  production. 

In  general,  if  we  look  back  to  1860  and  take  time  by  decades, 
we  may  say  that  today  the  production  is  twenty  times  what  it 
was  in  1860 ;  fifteen  times  what  it  was  in  1870 ;  eight  times  that 
of  1880 ;  three  and  one-half  times  that  of  1890 ;  and  twice  that  of 
1900.  We  cannot  continue  in  the  same  ratio,  but  must  ere  long 
reach  our  zenith. 

Production  of  tbe  Lake  Saperior  Ranges  in  MiUlons  of  Long  Tons. 

Tf «  I'      Menominee     Gogebic       Vermilion       Mesabi  Guyana 

U.  8.  quette 

1870....  3.8  .85  0.0  0.0  0.0               0.0 

1875....  4.0  .88  0.0  0.0  0.0               0.0 

1880....  7.1  1.38  0.52  0.0  0.0               0.0 

1882....  8.7  1.83  1.14  0.0  0.0               0.0 

1884....  7.7  1.56  0.89  0.001  0.06            0.0 

1886....  10.0  1.63  0.88  0.75  0.30             0.0 

1888....  12.0  1.92  1.19  1.43  0.51             0.0 

1890....  16.0  2.86  2.27  2.91  0.89             0.0 

1892....  16.2  2.84  2.40  3.06  1.23             0.03 

1894....  11.8  1.93  1.25  1.52  1.05             1.91 

1896....  16.0  2.42  1.76  2.10  1.20             3.08 

1898....  19.4  2.99  2.27  2.55  1.12             4.83 

1900....  27.5  3.94  3.68  3.10  1.67             8.16 

1902....  35.5  3.73  4.42  3.68  2.06  13.08 

1904....  27.6  2.46  2.87  2.13  1.05  11.67 

1906....  47.7  4.07  4.96  3.48  1.79  23.56 

1908....  35.9  3.31  2.90  3.24               .92  17.72 

1910....  56.8  4.63  4.98  4.74  1.39  30.57 

1912....  55.1  3.54  4.46  3.92  1.45  32.60             0.37 

1914....  42.0 

A  brief  survey  of  the  figures  relating  to  the  individual  Lake 
Superior  ranges  will  justify  the  following  conclusions :  The  Mar- 
quette, Menominee,  Gogebic  and  Vermilion  ranges  show  a  steady, 
normal  increase  in  output,  which  is  not  startling  nor  one  to  cause, 
under  ordinary  circumstances,  undue  apprehension.    Some  signs 
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of  declining  output  are  manifest  in  the  case  of  the  Vermilion. 
The  vast  increase  in  the  output  of  iron  ore  is  due  to  the  Mesabi 
range,  and  from  it  in  1912  came  nearly  60  per  cent  of  the  coun- 
try's total.  A  marked  decline  in  available  supply  from  the 
Mesabi  would  bring  about  a  greater  falling  off  in  ore  supply  than 
any  possible  increase  in  the  other  Lake  Superior  ranges,  or  than 
the  present  sources  of  supply  from  other  mining  districts, 
could  make  good.  The  Mesabi  range  is  the  key  to  the  mainten- 
ance of  the  domestic  supply  at  its  present  grade,  and  when  it 
declines  we  must  appeal  to  foreign  sources  to  keep  the  iron  and 
steel  industry  in  its  present  position. 

YIELD   OF   THE    ORES. 

Conditions  vary  greatly  in  different  parts  of  the  country; 
at  different  times ;  with  different  ores ;  and  with  the  entrance  of 
new  sources  of  supply.  It  is  a  general  truth  that  the  richest  ores 
are  obtained  in  the  early  days  of  mining.  As  time  passes  and  the 
industry  becomes  firmly  established,  lower  and  lower  grades  come 
within  the  range  of  profit.  Alabama  Clinton  ores  gave  much 
higher  percentages  when  mined  wholly  above  the  permanent 
water  level  than  they  do  now,  when  pursued  below  it.  For  many 
decades,  only  lump  ore,  and  much  of  that  over  60  per  cent  iron, 
was  produced  by  the  magnetite  mines  of  the  eastern  Adirondacks. 
Today  the  greater  portion  of  the  ore  goes  first  through  a  magnetic 
concentrator  before  it  is  shipped.  In  earliest  years  on  Lake 
Superior,  hard,  specular  ore  at  65  and  above  was  sought.  With 
improved  facilities,  the  grade  came  down  to  and  below  60,  but 
the  soft  ores  found  slight  sale.  Now  the  soft,  earthy  ores  are 
the  principal  objects  of  mining,  and  the  average  grade  is  well 
down  in  the  fifties.  Important  shipments  of  ore  with  percentages 
below  fifty  have  been  placed  on  the  steamships. 

In  the  summer  of  1875,  Professor  Albert  H.  Chester,**  an 
experienced  chemist,  visited  the  Lake  Superior  region  in  the 
endeavor  to  secure  average  samples  from  the  stock  piles  of  the 
larger  mines,  all,  of  course,  at  that  time  in  the  Marquette  range 
and  shipping  hard,  specular  ores.  Four  samples  ranged  from 
61.01  to  66.83  and  probably  give  a  fair  idea  of  the  ore  at  that 
time  sent  away.    Iron  Mountain,  Mo.,  ore  ran  64.87 ;  Lake  Cham- 

•  Albert  H.  Chester,  "On  the  Percentage  of  Iron  in  Certain  Ores." 
Trans.  Amer.  Inst.  Min.  Eng.,  IV,  219,  1875. 


372  THE  OUTLOOK  FOR  IRON 

plain  magnetites,  56.01  to  62.68 ;  Clinton,  N.  T.,  fossil  ore,  44.57, 
but  yielded  43  in  the  furnace. 

In  September,  1890,  Geo.  W.  Goetz  ®  published  a  tabulated 
series  of  analyses  from  the  four  older  Lake  Superior  ranges, 
which,  when  averaged,  afford  the  following  values.  To  give 
a  correct  average,  the  analysis  of  each  mine's  ore  ought  to  be 
weighted  with  the  output,  and  as  the  data  for  this  calculation 
are  not  available,  we  must  be  content  with  the  general  signifi- 
cance of  the  results.  On  the  whole,  they  supply  us  with  trust- 
worthy values.  ^Q  ^jf 

Range                        Analyses  Maximum  Minimum  Average 

Marquette 36            69.77            53.02  62.33 

Menominee  23            65.20            52.18  60.00 

Gogebic  21             65.45             54.95  62.09 

VermiUon  8            67.54            60.20  64.50 

These  figures  represent  the  good  old  times  when  specular 
ore  was  almost  the  only  one  produced  and  before  the  soft  ores 
began  to  be  a  serious  factor.  They  are,  however,  signifi>cant,  in 
that  customary  working  percentages,  such  as  these,  very  prob- 
ably were  not  without  their  influence  in  the  estimates  of  the 
life  of  the  ranges,  as  set  forth  by  several  of  the  writers  whose 
opinions  were  cited  in  the  introduction  to  this  address. 

Raphael  Pumpelly,  in  connection  with  the  summaries  of  the 
Tenth  Census,^  estimated  on  the  best  and  most  comprehensive 
data  which  we  have  ever  had,  the  general  average  of  iron  ores 
for  the  United  States  at  51.22  per  cent  iron.  The  maximum 
average  percentage  among  the  States  was  that  of  Missouri,  60.01 
(but  Michigan  had  59.57).  The  minimum  was  West  Virginia, 
37.92.  Pennsylvania,  the  largest  producer  of  ore  in  that  year, 
gave  45.28.  On  the  basis  of  ore  production  and  pig  iron  produc- 
tion, allowance  being  made  for  mill  <jinder,  foreign  ores,  etc., 
John  Birkinbine  estimated  for  the  Eleventh  Census*  an 
average  of  51.27  for  the  country  at  large.  An  appreciable  error 
crept  in,  however,  in  assuming  pig  iron  to  be  entirely  iron, 
whereas  it  is  only  about  95%  or  less  metallic  iron.  We  can 
hardly  compare  this  figure  with  the  one  given  by  Professor  Pum- 

•  Geo.  W.  Goetz,  *  *  Analyses  of  Lake  Superior  Iron  Ores, ' '  Idem.  XIX, 
59,  1890. 

» Tenth  Census,  Vol.  XV,  19,  for  the  year  1879. 
'Volume  on  Mineral  Industries,  p.  10. 
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pelly  which  was  based  on  actual  analyses  of  samples.  If  we 
credit  the  7,000,000  tons  of  pig  iron,  as  used  by  Mr.  Birkinbine, 
with  95%  iron,  the  average  is  48.71,  which  indicates  an  appre- 
ciable falling  oflE  in  yield  in  ten  years. 

General  estimates  of  average  percentages  which  will  be 
trustworthy  are  difficult  to  carry  out  on  the  basis  of  annual 
statistics  of  tons  of  ore  and  tons  of  pig  iron.  Foreign  ores  con- 
tribute to  an  appreciable  degree,  and  their  yield  can  only  be 
estimated.  Stocks  of  mined  ore,  stored  at  furnaces  or  mines  at 
the  end  of  a  year,  are  naturally  credited  to  that  year,  but  they 
are  not  turned  into  pig  iron  until  the  following  twelvemonth. 
Mill-cinder  is  also  a  contributor  of  iron  to  the  extent  of  a  small 
percentage  of  the  total.  The  data  for  all  these  corrections  are 
not  available  for  a  long  period  of  years,  and,  therefore,  all  could 
not  be  introduced  in  the  following  estimates.  The  importations 
could,  however,  be  deducted,  and  to  them  an  average  of  58  per- 
cent iron  has  been  arbitrarily  assigned.  The  results  obtained 
are  so  variable  that  their  significance  is  rather  one  of  degree 
than  of  actual  individual  accuracy.  The  statistics  are  chiefly 
taken  from  the  Mineral  Resources  for  1910,  p.  76.  Long  tons 
are  used. 
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*  These  totals  are  the  apparent  iron  ore  consumptions  as  given  in  the 
Mineral  Besources,  IT.  S.  Geol.  Survey,  for  1912,  p.  162.  They  differ  from 
the  totals  of  production  in  the  previous  tables  because  corrected  for 
unsmelted  stocks,  exports  and  zinc  residuum.  No  correction  is  made  for  mill 
cinder. 
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« 

The  variations  shown  above  are  so  pronounced  as  to  cast 
some  doubt  upon  the  accuracy  of  the  individual  percentages, 
but  we  may  have  some  confidence  in  the  general  tendencies 
shown.  We  cannot  but  be  impressed  with  the  apparent  practice 
of  the  mining  companies  of  using  lower  grade  ore  in  good  times, 
as  shown  by  high  production,  and  saving  higher  grade  ores  for 
bad  years.  So  far  as  recent  years  are  concerned,  we  can  only 
say  that  the  general  grade  has  declined,  although  it  does  not 
appear  to  be  as  low  as  it  was  in  1870,  when  the  brown  ores  of 
the  East  were  so  large  a  factor  in  production.  It  must  be  today 
well  below  50  per  cent. 

In  the  last  column,  and  for  the  years  beginning  with  1890, 
are  given  calculations  of  average  yield,  prepared  by  E.  C.  Eckel 
in  his  valuable  manual  on  *  *  Iron  Ores ' ',  published  in  1914.  The 
same  figures  for  apparent  iron  ore  consumption  have  been  used 
as  in  the  calculations  given  in  the  first  column  of  the  present 
table;  that  is,  the  total  annual  production  has  been  increased 
by  imports  and  by  zinc  residuum  (i.  e.,  used  for  spiegeleisen  by 
the  New  Jersey  Zinc  Company),  and  diminished  by  exports  and 
by  stocks  on  hand  at  the  close  of  the  year.  The  zinc  residuum 
is  only  0.2  to  0.4  per  cent  of  the  total  and  makes  little  diflfer- 
ence.  But  a  decided  difference  arises  in  calculating  the  yield  of 
American  ores  if  one  assumes  that  pig  iron  is  pure  iron,  and 
lets  the  much  richer  importations  of  foreign  ores  enter  into  the 
calculation.  These  last  two  elements  in  the  problem  explain 
the  wide  divergence  in  percentages  of  from  4  to  nearly  8  per 
cent  between  the  average  values  given  in  this  paper  and  those 
quoted  by  Mr.  Eckel.  Both  calculations  depart  from  the  truth 
in  so  far  as  mill  cinder,  blue  billy,  scrap  iron,  etc.,  enter  into 
the  problem,  since  no  account  has  been  made  of  them.  Of  course, 
there  is  also  a  slight  loss  of  iron  in  blast-furnace  cinder. 

The  great  importance  of  the  decline  in  yield  is  the  vastly 
increased  amount  of  reserves  which  are  thereby  brought  within 
the  range  of  mining.  As  the  average  may  still  further  decline 
until  it  reaches,  say,  35  per  cent,  the  reserves,  as  figures  to  be 
given  later  will  show,  become  enormous.  Thirty-five  per  cent, 
however,  is  by  no  means  an  unreasonable  figure  for  the  general 
yield  of  the  Jurassic  ores  in  the  Lorraine  and  Luxembourg  dis- 
tricts, which  so  largely  supply  Belgian,  French  and  German 
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furnaces.  The  same  statement  will  apply  to  the  Cleveland  dis- 
trict in  England.  The  great  reserves  of  thirty-five  per  cent  ore 
in  the  Lake  Superior  district  are,  however,  highly  siliceous, 
whereas  the  Jurassic  ores  are  basic.  In  Silesia,  in  southeastern 
Germany,  even  lower  percentages  are  not  esteemed  beyond  the 
possibilities.  Thirty-five  per  cent  is  therefore  a  not  unreason- 
able figure  to  consider,  when  a  long  look  ahead  is  taken.  On  the 
other  hand,  in  comparing  the  yield  of  the  ores  in  different  lands, 
a  distinction  should  be  made  between  exporting  and  smelting 
countries.  Exporting  countries  necessarily  must  furnish  high 
grade  ore,  so  as  to  meet  freight  charges  incident  to  long  trans- 
portation. 

ESTIMATES   OF  RE8EBVE8. 

Since  1905,  several  estimates  of  reserves  have  been  made,  of 
which  condensed  summaries  may  be  cited.*  The  amounts  are 
in  millions  of  long  tons. 

1905     Tornebohm 

Lake  Superior 1,000 

Alabama ^ 60 

Elsewhere  40 

1,100 
1907    E.  C.  Eckel 

Lake  Superior 1,500-2,000 

Alabama  Bed  Ore 1,000 

"        Brown  Ore 75 

Georgia  Bed  Ore 200 

**       Brown  Ore 125 

Tennessee  Bed  Ore 600 

'*         Brown   Ore 225 

Virginia  Bed  Ore 50 

*«       Brown  Ore 300 

4,075-4,575 

Southern  reserves  for  the  remote  future  were  estimated  at  10,000 
million  tons. 

1909    Butler-Birkinbine 

Lake  Superior 1,618 

Southern   States 1,814.9 

New   York 750 

New  Jersey 135 

Pennsylvania  45 

Bocky  Mountain  Begion 100 

4,462.9 

*  The  figures  as  given  for  Tornebohm,  Eckel  and  Butler-Birkinbine  are 
cited  from  E.  0.  Eckel,  "Lron  Ores,"  341-351,  1914. 
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1911  Mixm.-Mieliigan  Tax  Commission, 
J.  B.  Finlay,  Engineer 

Minnesota  and  Michigan 1,584 

1912  E.  G.  Eckel 

Lake  Superior ^  2,000-2,500 

Northeastern  300-   600 

Western   300-    700 

Birmingham 1,500-2,000 

Texas   600-1,000 

Other   Southern  States 500-    750 


5,200-7,550 

The  most  complete  of  all  the  estimates  is  that  of  Dr.  C.  "W. 
Hayes  in  Bulletin  394  of  the  U.  S.  Geological  Survey,  1909.  The 
estimates  are  divided  into  two  classes  of  ores;  first,  those  avail- 
able under  present  conditions;  and  second,  those  which  come 
within  reasonable  possibilities  of  utilization  for  the  future.  The 
statistics  are  given  in  long  tons  in  millions  and  decimals  of  a 
million. 

Available  Ores. 

Districts                       Magnetite  Sp.  and  Red  Clinton  Brown    Carbonate     Total 

Hem.  Ore  Ore            Ore 

Northeastern 160.0  2.0  35.0  11.0      ......  208.0 

Southeastern 12.5  8.0  463.5         54.4       538.4 

Lake  Superior „     3,500.0  10.0        3,510.0 

Minas  Valley 15.0  300.0       315.0 

Rocky  Mts 51.5  4.3  2.0       ......  57.8 

Pacific  Slope 68.9  68.9 


Total  292.9        3,529.3  508.5       367.4      . 4,698.1 


Titaniferous  magnetite  considered  available  by  Dr.  Hayes 90.0 

4,788.1 

Not  Available  Ores. 

Districts                        Maflrnetlte  Sp.  and  Red  Clinton  Brown  Carbonate      Total 

Hera.            Ore  Ore  Ore 

Northeastern    211.5  2.0  620.0  13.5  248  1,095.0 

Southeastern    23.0  53.0  970.5  168.0  62  1.276.5 

Lake  Suoerior 4,525.0  67,475.0            30.0  72,030.0 

Miss.  Valley 10.0  560.0       570.0 

Rocky  Mts 116.9  2.1  1.6       120.6 

Pacific  Slope 13.8  10.0  0.1       23.9 


Total  4,890.2       67,552.1       1,620.5       743.2      310       75,116.0 

In  the  last  group  of  ores,  I  have  included  Dr.  Hayes'  estimates  of 
titaniferous  magnetites,  without  separate  classification. 
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The   estimates  for  the   Eleventh   International   (Geological 

Congress  were  grouped  in  a  somewhat  different  manner,  as 

follows : 

Available   Probable  Addition 
Archean  Magnetites — 

Lump  Ores 20.0  30.0 

Concentrates  40.0  10.0 

Adirondack  Bed  Hematites 2.0  2.0 

Pennsylvania  Soft  Magnetites 40.0                  

Gambro-Ordovician  Brown  Hematites 65.0  181.0 

Mesozoic  and  Tertiary  Brown  Hematites  10.0  15.0 

Clinton  Bed  Hematites 505.3  1,368.0 

Alabama  Gray  and  Bed  Hematites 27.5  27.5 

Carbonate   Ores 308.0 

Lake  Superior  Hematites 3,500.0  72,000.0 

Miss.  Valley  Specular  and  Bed  Hem 15.0  5.0 

"          **     Palaeozoic  Brown  Hem 30.0  45.0 

"          *'     Tertiary  Brown  Hem 260.0  520.0 

CordiUeran  Magnetites  and  Hematites 63.8  55.0 

4,578.6  74,566.5 

Titaniferous  Ores 90.0  128.5 

As  shown  earlier,  the  annual  production  in  recent  years  has 
totaled  between  50  and  60  millions  of  tons.  Let  us  assume  that 
it  will  be  60  millions  in  the  near  future.  Dr.  Hayes'  estimates 
indicated  practically  4800  millions  of  tons  of  available  reserves 
or  eighty  years'  supply.  The  estimates  for  the  International 
Geological  Congress  of  1910  are  not  appreciably  different.  By 
just  so  much  as  the  annual  production  exceeds  the  amount  of 
60  millions,  will  the  time  be  shortened,  except  in  so  far  as  fur- 
ther exploration  opens  up  new  reserves.  In  mining  enterprises 
in  general,  however,  if  the  management  of  a  company  felt  that 
it  had  eighty  years  fairly  well  assured,  it  would  congratulate 
its  stockholders  on  the  outlook.  This  attitude  of  mind  would 
be  justified  by  the  common  experience  in  mining  the  ores  of  such 
a  widely  distributed  metal  as  iron,  that  new  reserves  open  up  in 
old  or  new  properties  as  old  supplies  are  exhausted. 

On  the  other  hand,  if  we  anticipate  the  general  decline  in 
the  yield  of  ores,  so  that  lower  and  lower  grade  reserves  may  be 
brought  in;  and  if  we  assume  that  more  tons  of  ore  will  be 
required  to  furnish  the  usual  output  of  pig  iron,  such  that  the 
annual  output  of  ore  may  reach  100  millions;  then  from  the 
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probable  addition  of  reserves,  given  in  the  second  column  of  esti- 
mates, we  forecast  from  practically  75,000  million  tons ;  a  life 
of  750  years.  That  iron  could  be  produced  in  these  amounts 
and  for  this  period  of  time,  there  can  be  no  doubt,  if  we  omit 
consideration  of  cost  and  if  we  only  consider  possible  ores  down 
to  35  per  cent.  Iron-bearing  rocks  of  still  lower  percentages  are 
so  abundant  as  to  be  inexhaustible.  No  one  need  feel  anxiety 
about  the  physical  possibility  of  producing  iron  up  to  the  con- 
ceivable life  of  the  race  on  the  planet. 

In  earlier  pages,  the  point  was  emphasized  that  the  crux  of 
the  present  situation  lies  in  the  Mesabi  range  of  Minnesota.  Of 
the  55.1  million  tons  produced  in  1912,  32.6  millions  came  from 
it.  The  chief  point  of  immediate  interest,  therefore,  is  con- 
cerned with  the  life  of  the  Mesabi.  Its  decline  means  great  rear- 
rangements in  the  present  situation  in  the  iron  industry.  The 
most  recent  estimates  are  those  of  C.  R.  Van  Hise,  C.  K.  Leith 
and  W.  J.  Mead,  in  cooperation,  as  given  in  Monograph  52  of 
the  U.  S.  Geological  Survey,  1911.  Fifty  per  cent  of  iron  in  the 
dried  ore  is  assumed  as  the  minimum  average  yield  at  the  time 
the  estimates  were  made ;  1600  millions  of  tons  were  then  cred- 
ited to  the  Mesabi  (p.  489).  The  output  for  1910,  for  this 
range,  was  30.57  millions,  indicating  a  life  of  a  little  over  50 
years.  At  the  production  of  32.6  millions  for  1912,  a  life  of 
almost  exactly  50  years  is  shown.  If,  on  the  other  hand,  a  mini- 
mum percentage  of  35  in  iron  is  considered,  the  same  authors 
assign  to  the  Mesabi  range  reserves  of  30,000  million  tons 
(p.  492),  which  would  give  us  300  years  of  life,  even  at  100 
million  tons  annual  output. 

The  authors  of  Monograph  52  also  discuss  the  reserves  of 
the  entire  Lake  Superior  region.  The  reserves  of  50  per  cent 
ore,  in  the  other  ranges  than  the  Mesabi,  are  less  than  one  sixth 
its  amount,  and  their  combined  output  about  two  fifths  its  total. 
Their  estimated  life  is  thus  much  shorter.  The  time  period  lies 
between  20  and  25  years.  When,  however,  we  consider  a  mini- 
mum yield  of  35  per  cent,  their  combined  reserves  are  greater 
than  those  of  the  Mesabi,  and  are  estimated  at  37,630  millions 
of  tons.  If  we  credit  them  with  two  to  three  times  their  present 
annual  output,  a  life  of  fully  a  thousand  years  is  shown. 

Thus  one  can  attack  the  problem  from  various  points  of 
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view  and  with  varying  assumptions ;  but  the  conclusion  is  inevit- 
able that  the  output  of  ore  from  the  Lake  Superior  region  cannot 
be  kept  up  at  present  production  and  with  a  minimum  yield 
of  fifty  per  cent  for  as  much  as  fifty  years,  unless  unanticipated 
new  discoveries  of  rich  ore  are  made.  With  diminishing  yield, 
however,  and  with  the  tenor  still  at  percentages  above  35,  the 
shipments  of  iron  ore,  even  in  increasing  amounts,  can  be  main- 
tained for  centuries. 

Let  us  turn  next  to  Alabama  and  its  closely  related  states, 
Georgia  and  Tennessee;  since,  together,  they  constitute  the 
second  center  of  ore  production.  The  great  reserves  lie  in  the 
Clinton  ores,  which  are  well  stratified  and  which  have  been  and 
will  be  explored  by  bore  holes.  The  reserves  are  much  increased 
by  the  brown  ores  of  the  region  and  of  northwestern  Alabama, 
and  by  the  probable  development  of  much  older  gray  and  red 
hematites  in  eastern  Alabama;  but  attention  will  be  alone 
directed  at  this  point  to  the  Clinton  ores.  The  latter  are  so  well 
stratified  and  persistent  and  are  now  proved  by  such  extensive 
exploration,  that  with  much  confidence  we  may  credit  them,  at 
least  in  the  Birmingham  region,  with  36  to  37  per  cent  iron,  and 
may  consider  the  estimates  of  reserves  as  unusually  trustworthy. 
Dr.  C.  W.  Hayes,  on  the  basis  of  the  careful  field  work  of  C.  P. 
Burchard,^^  estimated  them  at  the  following  amounts  in  millions 
of  tons : 

Available   Not  Available 

Tennessee,  Georgia  and  Northeast  Alabama 86.5  440 

Birmingham  District,  Ala 358.5  438 

Total 445.0  878 

Mr.  E.  C.  Eckel  had  previously  credited  the  Birmingham 
district  with  1000  million  tons,  a  number  not  unduly  above  the 
sum  of  the  two  figures  for  Birmingham  given  above.  The  officers 
of  the  Tennessee  Coal  and  Lron  Company  considered,  in  1909,  in 
round  numbers,  500  million  tons  as  reliably  assured. 

The  combined  output  of  these  three  states  in  Clinton  ore 
was  practically  4  millions  of  tons  in  1912,  indicating  at  this  rate 
111  years'  life  assured,  and  over  200  years'  additional  life  as 
probable.     In  these  estimates  we  do  not  assume  an  essential 

"Bulletin  No.  394,  U.  S.  G.  Survey,  pp.  88-89,  1909;  No.  400,  pp. 
129-133,  1910. 
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falling-oflf  in  the  yield  of  the  ores  below  percentages  actively 
mined  today. 

Were  we  to  take  up  the  figures  for  the  other  portions  of 
the  country,  very  similar  results  would  be  reached.  But,  as 
their  contributions  are  proportionately  smaller,  the  effects  of 
rearrangements  are  less  serious.  Obviously,  in  a  general  way, 
viewing  the  country  at  large,  and  allowing  for  reasonable  de- 
cline in  yield,  the  ore  supply  is  good  for  several  centuries. 

FOREIGN  SOURCES  OF  SUPPLY. 

The  yield  in  the  furnace  is  certain  to  be  maintained,  in  an 
important  manner,  by  importations  of  rich  ores  from  abroad. 
These  contributions  are  already  a  serious  factor,  since  they 
amounted  to  2.1  million  tons  in  1912,  and  had  reached  2.5 
millions  in  1910,  ranging  between  3.5  and  4.6  per  cent  of  the 
total. 

Cuba:  The  most  accessible  and  the  heaviest  contributor 
of  ore  is  Cuba.  The  mines  in  the  vicinity  of  Santiago,  on 
the  southeastern  coast,  have  been  shipping  for  twenty  years 
amounts  which  annually  range  below  and  above  a  half  million 
tons  of  magnetite,  with  some  hematite  mechanically  intergrown. 
The  ores  now  run  from  55  to  60  per  cent  in  iron  and  are  of 
bessemer  grade.  For  some  years  additional,  these  contribu- 
tions will  continue.  The  great  and  enduring  reserves,  however, 
are  on  the  northeastern  coast  or  near  it.  Extensive  areas  of 
serpentine  have  weathered  in  the  tropical  climate  so  as  to  afford 
a  heavy  mantle  of  alteration  products,  which,  when  freed  of 
absorbed  water  yield  48  per  cent  iron,  with  about  1  per  cent 
nickel  and  1  to  2  per  cent  chromium.  When  freed  of  additional 
combined  water  in  calcining  furnaces,  the  ore  reaches  56  per 
cent  iron.  The  Mayari  tract,  already  actively  mined,  can  yield 
600  million  tons  of  excellent  nickel-bearing  bessemer  ore.  The 
undeveloped  Moa  and  San  Felipe  (or  Cubitas)  districts  can 
swell  the  reserves  to  2000  million  tons.  Thus,  as  the  output  of 
the  mines  in  the  United  States  falls  lower  and  lower  below 
present  percentages,  more  and  more  can  the  grade  be  kept  at 
or  near  the  above  values  by  Cuban  contributions  to  furnaces 
near  the  Atlantic  seaboard.  The  supply  of  Cuban  ores  is  suffi- 
cient to  last  several  centuries,  at  any  reasonable  consumption 
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of    conceivable    importations.      They    are    very   conveniently 
situated  for  low  costs  of  mining  and  shipping. 

Sweden:  In-#ecent  years,  the  second  contributor  to  Amer- 
ican furnaces  has  been  Sweden.  The  supplies  have  come  from 
the  great  magnetite  body  at  Kiruna,  in  Swedish  Lapland.  The 
ore  reaches  the  sea  at  Narvik,  in  Norway,  a  port  open  all  the 
year  round,  and  distant  from  the  mines  100  miles  by  rail.  A 
generally  high  phosphorus  ore  is  now  mined,  with  a  small  pro- 
portion of  rich  bessemer  grade.  The  output  is  sorted  into  dif- 
ferent grades,  possessing  from  59  to  69  per  cent  iron,  with 
perhaps  a  general  average  of  65.  Importations  in  1912  into  this 
country  were  practically  334,000  tons.  The  output  of  the  mines 
is  carefully  regulated  by  the  Swedish  government  with  the 
purpose  of  conserving  the  supply  for  a  long  life.  The  United 
States  cannot  anticipate  more  than  a  moderate  contribution 
from  this  source. 

Norway:  In  Norway,  not  far  from  the  sea  and  adapted 
to  magnetic  concentration,  there  are  additional  deposits  which 
are  possibilities  for  the  future.  One  enterprise  is  already  active 
on  the  extreme  northeastern  frontier  of  Norway,  east  of  the 
North  Cape.  The  European  furnaces  have,  however,  absorbed 
the  output,  hitherto. 

Newfoundland:  The  third  source  of  importations,  in  re- 
cent years,  has  been  Newfoundland.  The  shipments  come  from 
the  red  hematite  mines  on  Bell  Island  in  Conception  Bay.  The 
ores  are  beds  of  red  hematite  in  Cambrian  and  Ordovician 
strata  and  are  strongly  reminiscent  of  the  Clinton  ores.  They 
supply  a  non-bessemer  ore  of  50  per  cent,  or  slightly  less,  in 
iron,  and  in  their  best  years  have  exported  over  200,000  tons 
to  the  United  States.  The  reserves  which  run  beneath  the  sea 
are  estimated  by  J.  P.  Howley  at  over  3000  millions  of  tons. 
The  ores  are  generally  called  the  Wabana.  With  a  sea  voyage 
of  1100  to  1500  miles,  they  can  reach  our  principal  ports  of 
entry.  Their  chief  markets,  however,  are  the  iron  and  steel 
centers  of  Nova  Scotia. 

Chile:  The  Panama  Canal  has  made  accessible  one  great 
deposit  of  iron  ore  on  the  west  coast  of  Chile,  called  the  Tofo. 
Tofo  is  30  miles  north  of  Coquimbo.  The  ores  are  only  three  or 
four  miles  from  the  sea.     The  Bethlehem  Steel  Company  is 
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making  extensive  preparations  for  shipments  on  a  large  scale 
in  the  immediate  future.  Published  descriptions  mention  re- 
serves of  100  million  tons  of  ore  ranging  above  and  somewhat 
below  60  per  cent  and  prevailingly  of  bessemer  grade.  A  pos- 
sible annual  output  of  1.5  to  2  millions  of  tons  is  expected.  (Iron 
Age,  May  11,  1914.)  Other  deposits  along  the  west  coast  of 
South  America  have  been  reported  in  an  incomplete  way,  but  are 
not  yet  suflSciently  developed  to  seriously  enter  into  our  forecasts. 

Brazil:  For  some  years  past,  reports  have  been  current  of 
very  large,  rich,  low-phosphorus  deposits  of  specular  hematite 
in  the  State  of  Minas  Geraes,  Brazil.  They  constitute  beds  in 
metamorphic  sediments  of  Precambrian  age,  and  appear  some 
three  hundred  and  seventy-five  miles  from  the  sea-coast.  De- 
posits of  hard,  specular  hematite  and  loose  blocks  on  the  surface 
are  available  in  enormous  quantity.  The  first  estimates,  for  the 
Eleventh  International  Geological  Congress,  by  Orville  A. 
Derby,  the  able  State  Geologist  of  Brazil,  gave  2000  million 
tons.  Since  then,  the  observations  of  Leith  and  Harder  indicate 
more  than  three  times  this  amount.  Vast  quantities  run  be- 
tween 65  and  70  per  cent  in  iron  and  are  well  within  bessemer 
limits.  The  chief  handicap  lies  in  the  long  railway  haul  to  the 
sea.  While  railways  tap  the  district,  both  from  Rio  Janeiro  and 
Victoria  (the  latter  the  probable  port  of  future  shipments),  the 
present  roadbeds  are  not  adapted  to  the  hard  wear  and  tear  of 
a  heavy  iron  ore  traffic,  and  must  be  rebuilt.^^  Once  on  ship- 
board, the  distance  to  Atlantic  ports  is  about  4000  miles. 

Europe  and  Africa :  The  United  States  also  import  appre- 
ciable amounts  of  ore  from  Spanish,  Algerian  and  Grecian 
ports.  Spain  is  the  chief  contributor;  approximately  440,000 
tons  reaching  Atlantic  ports  in  1910.  To  some  extent,  there- 
fore, declining  American  percentages  may  be  raised  by  future 
shipments  from  these  sources;  yet  as  time  passes,  British  and 
Continental  needs  will  be  even  more  pressing  than  American 
and  will  call  more  insistently  for  supplies  from  European  and 
Northern  African  mines. 

The  possibilities  of  importation  and  sale  turn,  however, 
upon  market  conditions.    Through  the  kindness  of  Mr.  Charles 

"  The  latest  account  is  by  E.  C.  Harder,  '  *  The  Iron  Industry  of 
Brazil,''  Transactions  of  the  American  Institute  of  Mining  Engineers. 
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F.  Rand,  President  of  the  Spanish-American  Iron  Company, 
the  following  figures  have  been  supplied  the  writer.  They 
summarize  market  conditions  and  ocean  freights  as  they  have 
prevailed  in  recent  years : 

Ocean  freight  from  Cuba  is  ninety-five  cents  a  ton;  from 
Wabana,  Newfoundland,  seventy  cents ;  from  Brazil,  two  dollars 
twelve  and  one-half  cents  (i.  e.,  eight  shillings,  sixpence) ;  from 
Sweden,  one  dollar  and  a  half;  from  Spain,  one  dollar  thirty- 
seven  and  a  half  cents ;  from  North  Africa,  one  dollar,  twenty- 
five  cents;  from  Chile,  three  dollars.  When  the  ore  reaches 
American  ports,  it  brings  as  a  general  rule  seven  cents  a  unit, 
although  specially  rich  and  pure  varieties  may  command  eight 
cents.  From  these  data,  in  a  general  way,  one  can  see  the 
market  conditions  which  must  be  met  by  an  exporter  of  ore 
from  any  one  of  the  countries  which  are  the  chief  contributors 
to  American  furnaces.  Ocean  freights,  for  some  time  to  come, 
certainly  will  not  be  less  than  in  recent  years,  even  when  sea- 
going bottoms  can  be  secured. 

THE    SUPPLY   OF    COKE. 

So  long  as  iron  ore  is  turned  into  pig  iron  as  the  first  step 
toward  steel,  as  in  our  present-day  practice,  coke  will  be  no 
less  vital  to  the  industry  than  ore  itself.  The  relatively  great 
height  of  a  modem  stack  and  the  heavy  burden  of  charge 
which  rests  upon  the  still  burning  fuel  demand  strong  and 
resistant  coke.  Not  every  coke  will  answer.  From  an  address 
by  Mr.  J.  E.  Johnson  before  the  Mining  and  Metallurgical 
Society  of  America,  Jan.  12,  1915,  the  following  figures  are 
taken:  From  52  per  cent  iron  ore  a  ton  of  pig  iron  may  be 
made  with  one  ton  of  coke.  These  conditions  are  approxi- 
mately those  of  Lake  Superior  ores  today.  From  a  38  per  cent 
ore,  a  ton  of  pig  requires  1%  tons  of  coke,  conditions  approxi- 
mately those  of  Alabama.  Should  we  ever  use  25  per  cent  ore, 
2%  tons  of  coke  will  be  necessary  to  the  ton  of  pig.  Whatever 
may  be  said,  therefore,  regarding  the  coke  supply  today  will 
apply  with  increasing  force  as  the  years  pass  and  the  yield  of 
ores  declines.  Anthracite  coal  has  been,  to  a  -certain  extent, 
used  in  the  iron  furnaces,  but  its  desirability  and  increasing 
price  for  household  fuel  and  for  steam  purposes  in  our  eastern 
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cities  make  it  a  factor  in  future  iron  metallurgy  of  diminishing 
importance.  Open-burning  bituminous  coal  has  been  used  raw 
to  some  extent,  but  is  not  now  a  serious  factor. 

The  following  table  summarizes  the  bituminous  coal  re- 
serves as  calculated  by  M.  R.  Campbell  of  the  U.  S.  Geological 
Survey  and  as  given  in  the  Mineral  Resources  of  the  United 
States  for  1910,  p.  28.  Only  eastern  coke-producing  states  are 
selected  because  the  present  effect  of  Rocky  Mountain  States 
upon  the  total  result  is  not  great.  The  influence  which  they  can 
exercise  upon  the  future  is  small  or  remote.  The  same  is  true 
of  the  Pacific  Coast  and  its  possible  future  industry  in  iron  and 
steel.  In  the  table  the  total  bituminous  coal  reserves  have  been 
reduced  by  an  arbitrary  fraction,  which  is  assumed  to  represent 
the  portion  of  coking  grade  suitable  to  blast-furnace  use.  Much 
difference  of  opinion  might  arise  over  this  reduction.  Its  im- 
portance turns,  however,  upon  the  ultimate  result;  that  is,  if 
the  supply  of  coke  proves  to  be  a  less  serious  matter  than  the 
supply  of  ore,  these  fractions  might  vary  widely  and  yet  not 
destroy  the  reliability  of  the  final  result.  In  the  further  <2alcu- 
lations,  I  assume  that  two  thirds  of  the  coal  can  be  ultimately 
mined,  one  third  being  left  in  pillars.  In  passing  from  coal  to 
coke,  I  use  the  same  percentages  of  yield  for  each  of  the  states 
as  are  given  in  the  Mineral  Resources  of  the  United  States  Geo- 
logical Survey  for  1912,  Part  II,  p.  251.  The  estimates  are, 
moreover,  within  the  probable  reserves,  in  this  additional  re- 
spect, that  no  account  is  taken  of  Illinois,  although  its  weak 
coking  coals,  when  mixed  with  others  in  by-product  ovens,  give 
suitable  fuel  for  blast-furnace  use. 

Reserves  of  BitaminouB  Coal  of  Coking  Grade  in  MiUions  of  Ijong  Tons. 

Total      Fraction  for    Two-thirds  Per        Coke 
Bitum.  Coking  Mined    Cent 

Pennsylvania  109,174  1/4    =  27,300  18,200  66.5  12,100 

Ohio  " 85,156  1/10  =  8,515  5,676  69.2  3,927 

Maryland  7,802  1/4    =  1,950  1,300  65.8  855 

Virginia  22,391  1/2    =  7,464  4,976  62.2  3,095 

W.   Virginia 149,120  1/4    =  37,350  24,900  60.7  15,114 

Eastern    Kentucky     67,687  1/5    =  6,768  4,512  62.4  2,815 

Western  Kentucky  36,104  1/10=  3,610  2,406  62.4  1,501 

Tennessee  25,509  1/4    =  6,377  4,251  54  2,295 

Georgia  920  1/2    =  460  306  50  153 

Alabama  68,594  1/3    =  20,865  13,910  64.9  9,027 

572,457  120,659     80,437  50,882 
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The  production  of  pig  iron,  by  states  in  1912 — the  maxi- 
mum year  as  yet — is  given  in  the  statistics  in  the  next  table  in 
millions  of  long  tons.  The  figures  are  taken  from  the  Mineral 
Resources  for  1912  of  the  U.  S.  Geological  Survey.  If  we 
assume  that  the  coke  consumption  per  ton  of  pig  is  one  ton  in 
those  states  where  Lake  Superior  ores,  or  others  equally  rich, 
are  used ;  one  and  three-quarters  tons  in  Alabama ;  and  one  and 
one-half  tons  in  West  Virginia  and  Virginia — ^we  can  make  a 
rough  estimate  of  the  coke  consumption  for  pig  iron  manufac- 
ture in  a  maximum  year. 

1912  Pig  Iron  Prodnction  in  MilUons  of  Long  Tons,  by  States. 

Pig  Iron    Coke  Consumed 

Pennsylvania    12.55  12.55 

Ohio  6.80  6.80 

Illinois  2.89  2.89 

New  York 1.94  1.94 

Alabama  1.86  3.25 

Indiana,  Michigan 1.77  1,77 

Missouri,  Colorado,  California 0.40  omitted 

Tennessee    0.34  0.60 

Wisconsin,  Minnesota 0.30  0.30 

West  Virginia 0.27  0.40 

Virginia 0.26  0.39 

Maryland 0.22  0.22 

Others   :. 0.12  0.15 

29.72  31.26 

We  have  thus  an  apparent  available  coke  supply  of  50,882 
million  tons,  and  a  consumption  for  blast-furnace  purposes,  in 
our  heaviest  year  of  production,  of  31.26  millions.  There  are 
thus  over  sixteen  hundred  years'  supply  at  this  rate.  In  Penn- 
sylvania, on  the  assumed  ratio  of  coking  coal,  there  is  about 
one  thousand  years'  supply.  These  time  periods  are  so  great 
that  despite  possible  errors  in  assumptions;  despite  increasing 
coke  consumption  with  lowering  of  grade  of  ore;  and  despite 
increasing  output  of  pig  iron,  we  seem  justified  in  concluding 
that  the  fuel  supply  is  rather  more  abundant  than  the  ore 
supply.  The  reserves  of  bituminous  coal  in  1912  were  placed 
by  the  volume  on  Mineral  Resources  for  that  year  at  1,651,057 
millions  of  short  tons  of  which  two  thirds  or  1,100,705  short  tons 
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could  be  mined.  With  an  annual  production,  as  in  1912,  of  450 
million  tons,  a  life  of  nearly  twenty-five  hundred  years  would 
be  indicated.  Apparently  coal  for  general  fuel  will  last  longer 
than  coal  for  coke. 

THE   INCREASING   STOCK   OF   SCRAP  IRON. 

Much  of  the  iron  or  steel,  once  it  is  used,  is  lost  by  oxida- 
tion, wear  and  tear,  or  by  being  thrown  away.  A  goodly  pro- 
portion is,  however,  returned  to  furnaces  and  worked  over. 
For  this  purpose,  in  America,  the  electric  furnace  has  proved 
of  special  advantage,  as  the  writer  learns  from  Professor  J.  W. 
Richards.  With  growth  of  production  and  with  increasing 
attention  to  the  prevention  of  waste,  now  so  generally  mani- 
fested throughout  the  country,  the  return  of  old  iron  and  steel 
for  re-treatment  is  likely  to  ease  somewhat  the  strain  on  the 
mines. 

IMPROVEMENT    IN    PROCESSES. 

Electrical  processes  of  smelting,  in  regions  of  great  water 
powers  and  low  cost  for  current,  have  excited  hopes  of  saving 
fuel.  The  fuel  in  the  blast-furnace  accomplishes  two  purposes 
— ^the  production  of  a  high  temperature  and  the  reduction 
of  the  iron  oxide  to  the  metallic  state.  The  electric  furnace 
could  serve  to  replace  the  former  portion,  but  carbon  for  the 
reduction  of  the  iron  oxide  would  always  be  necessary.  Some 
heat,  of  course,  would  be  developed  in  the  reaction  itself,  which 
practically  implies  the  combustion  of  the  carbon.  If  we  assume 
a  practicable  electric  furnace,  comparable  so  far  as  the  installa- 
tion is  concerned  with  a  blast-furnace,  we  have  to  balance 
against  each  other  the  cost  of  heat  from  combustion  of  coke 
and  from  electric  current.  Thus  far  coke  has  proved  more 
economical,  although  it  is  conceivable  that  countries  like 
Sweden  and  Norway,  with  abundant  water  power  and  ores,  but 
without  coals,  might  develop  an  electric  smelting  industry. 
Charcoal  would  probably  then  furnish  the  reducing  agent.  For 
some  time  to  come,  we  can  see  little  chance  for  electric  smelting 
in  eastern  North  America. 

Improvements  are  then  reduced  to  those  possible  for  the 
blast-furnace  itself.    We  are  reminded  of  the  great  economies 
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introduced  by  the  chilling  and  separation  of  the  moisture  in 
the  air  to  be  used  in  the  blast.  A  great  debt  is  due  Mr.  James 
Gayley  for  this  invention,  which  steadies  the  running  of  the 
furnace  and  keeps  conditions  uniform.  We  recall  the  use  of 
the  spent  blast  in  internal  combustion  engines,  and  the  eco- 
nomical generation  of  power  in  this  way  instead  of  through  the 
ordinary  medium  of  steam.  The  power  is  then  available  for 
all  manner  of  applications  around  a  works,  and  lowers  costs. 
We  note  the  recent  and  very  encouraging  experimental  run  of 
some  months  at  the  Port  Henry,  N.  Y.,  furnace,  with  large  pro- 
portion of  titaniferous  magnetite  in  the  charge.  The  reports  of 
Mr.  J.  E.  Bachman,^^  in  charge  of  the  furnace,  do  much  to 
remove  the  stigma  from  this  variety  of  ore,  and  to  make  avail- 
able large  reserves  now  looked  upon  with  suspicion.  By  just 
so  much  as  these  neglected  ores  come  into  use,  the  life  of  the 
non-titanif erous  varieties  will  be  prolonged.  Dr.  C.  W.  Hayes  ^* 
estimated  the  titaniferous  ores  in  1909  at  90  million  tons  avail- 
able and  128.5  million  tons  as  not  at  present  available.  Dr.  J.  T. 
Singewald^^  has  concluded  that  in  some  of  the  areas  used  in 
the  calculations  of  Dr.  Hayes,  the  ores  are  too  low  for  probable 
use.  These  ores  have  not  been  very  generally  explored  as  yet, 
because  of  their  bad  reputation,  but  the  amount  is  quite  cer- 
tainly large. 

A  remote  possibility  for  improvements  in  the  blast-furnace, 
but  one  worthy  of  careful  consideration,  was  suggested  by  Mr. 
J.  E.  Johnson  in  the  address  at  the  annual  meeting  of  the 
Mining  and  Metallurgical  Society  of  America,  January  12, 1915, 
which  has  been  already  cited.  The  air  passing  through  the 
furnace  is,  by  volume,  nearly  four-fifths  inert  nitrogen,  which 
contributes  nothing  to  the  reactions  and  is  a  serious  absorber 
of  heat.  Were  it  possible  to  relatively  increase  the  proportion 
of  oxygen,  loss  of  heat  might  be  avoided  and  fuel  consumption 
reduced.  Mr.  Johnson  called  attention  to  the  production  of 
greatly  enriched  proportions  of  oxygen  by  the  expansion  of 
liquid  air  under  suitable  -control,  as  now  used  in  practicable 


"The  Iron  Age,  Oct.  22,  1914,  p.  936;  Dec.  24,  1914,  p.  1470.    A  com- 
plete report  is  in  press  in  the  publications  of  the  Iron  and  Steel  Institute. 
»  C.  W.  Hayes,  Bulletin  394,  U.  S.  Geological  Survey,  p.  102,  1909. 
J.  T.  Singewald,  Bulletin  64,  Bureau  of  Mines,  p.  38,  1913. 
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processes  for  obtaining  oxygen  on  the  one  hand  and  nitrogen 
on  the  other.  Were  it  possible  with  the  low-cost  power,  to  be 
developed  by  the  products  of  the  blast-furnace,  to  manufacture 
liquid  air,  or  to  produce  in  the  same  general  way  a  strongly 
enriched  oxygenated  air  for  the  intake,  the  volume  of  atmos- 
pheric gases  would  be  greatly  reduced  and  the  heat  economies 
would  ensue.  The  contrast  presented  by  employing  the  coldest 
substance  known,  as  a  means  of  facilitating  one  of  the  hottest 
reactions  of  technical  practice,  is  so  novel  as  to  arrest  attention. 
Costs,  however,  should  it  ever  become  practicable,  place  it  in 
the  remote  future. 

A  more  immediately  practicable  economy,  involving  the 
saving  of  waste,  is  the  use  of  blast-furnace  cinder  for  the  manu- 
facture of  cement.  By  just  so  much  as  this  ordinarily  rejected 
product  can  be  made  a  source  of  financial  return,  costs  will  be 
reduced.  While  we  may  not  realize  the  whimsical  ideal  pre- 
sented by  Mr.  Johnson  in  the  above  address,  when  he  pictured 
the  furnace  of  the  future  as  yielding  pig  iron  at  the  tap  and 
cement  at  the  cinder  notch ;  yet  we  may  think  of  slag  utilization 
as  helping  to  usher  in  the  next  age  of  the  world,  the  one  which 
is  rapidly  displacing  the  present  Steel  Age — ^the  one  which  we 
aU  recognize  as  the  inevitable  Age  of  Cement. 
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This  paper  deals  chiefly  with  open-hearth  mild  steel  in 
civil  engineering  construction  in  the  United  States,  and  this 
material  is  understood  to  be  referred  to  when  the  contrary  is 
not  explicitly  stated.  The  principal  attention  is  directed  to 
steel  because  its  present  use  is  vastly  greater  than  that  of 
wrought  iron,  and  because  cast  iron  is  not  extensively  used  in 
the  United  States  for  structural  purposes,  except  for  columns 
and  ornamental  construction  and  some  special  purposes  such  as 
tunnel  and  shaft  linings,  pipes,  pedestals,  etc. 

The  enormous  amount  of  structural  steel  produced  in  the 
United  States  (more  than  31,000,000  tons  in  1913),  its  great 
strength  and  uniformity,  and  the  great  facility  of  fabrication 
and  rapidity  of  erection  have  made  it  an  almost  universal  ele- 
ment in  almost  every  kind  of  permanent  or  temporary  important 
construction. 

It  is  adopted  by  such  a  multitude  of  competent  and  incom- 
petent designers  for  such  widely  different  purposes,  varying  or 
uncertain  conditions  and  requirements,  that  an  infinite  amount 
of  research,  analysis  and  classification  would  be  necessary  to 
formulate  any  reliable  conclusions  as  to  its  ultimate  life,  even 
if  its  history  to  date  were  long  enough  to  justify  them,  which  it 
emphatically  is  not. 

Such  an  investigation  is  worthy  of,  and  demands  the  abil- 
ity and  resources  of  a  commission  of  national  experts,  investi- 
gating and  studying  for  a  period  of  years.     The  limited  time 
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and  facilities  available  for  this  paper  do  not  permit  either 
elaborate  or  authoritative  treatment  of  the  subject,  therefore 
the  effort  has  been  made  to  outline  some  of  the  essentials  for 
consideration,  indicate  in  some  cases  their  generally  accepted 
import,  and  present  the  data  and  opinions  furnished  by  emin- 
ent and  experienced  specialists. 

The  tremendous  importance  of  the  life  of  iron  and  steel 
structures  may  be  appreciated  by  a  consideration  of  the  total 
annual  production  throughout  the  world,  which,  in  1913, 
reached  a  maximum  of  78,000,000  tons  of  pig  iron,  of  a  value 
of  approximately  $11,000,000,000.  The  United  States  alone 
produced  31,300,874  tons,  and  a  still  larger  quantity  of  steel, 
owing  to  the  fact  that  much  of  the  latter  was  manufactured 
from  scrap.  If  we  assume,  with  Mr.  James  Aston,  that  there 
is  a  loss  of  1,000,000  tons  annually  due  to  corrosion,  it  would 
involve  a  direct  money  loss  of  not  less  than  $20,000,000,  without 
regarding  the  depreciation  of  the  remaining  metal,  which 
would  be  much  greater.  It  might  perhaps  be  more  conserva- 
tive to  assume  that  the  structural  steel  product  amounts  to 
23,000,000  tons,  or  about  30  percent  of  the  pig-iron  product, 
and  that  it  suffers  a  total  average  depreciation  due  to  all 
causes,  but  chiefly  from  corrosion,  electrolysis  and  similar 
causes,  of  3  percent  per  year.  Assuming  that  the  erected  cost 
of  structures  is  at  least  $40  per  ton,  this  would  amount  to 
about  $27,600,000,  an  estimate  which  is  probably  within  the 
truth. 

The  life  of  a  steel  structure  depends  upon  three  funda- 
mentals: the  character  of  the  structure,  the  service  it  per- 
forms, and  the  condition  under  which  it  serves. 

Character  includes  type,  general  and  detail  design,  fabri- 
cation and  erection. 

Service  Performed  includes  all  the  uses  to  which  it  is  put, 
directly  or  indirectly,  properly  or  improperly,  and  the  stresses 
resisted. 

Conditions  of  Service  include  the  adjustment  of  the  struc- 
ture, its  maintenance,  protection,  care,  minor  renewals,  repairs, 
and  all  atmospheric,  chemical,  mechanical,  dynamic,  electrical, 
temperature  and  other  physical  influences  other  than  service 
elements,  to  which  it  is  subjected. 
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With  perfected  character,  proper  service,  and  suitable,  uni- 
form conditions,  the  life  of  most  steel  structures  should  be  long; 
and  of  some,  practically  unlimited.  For  many  types  of  struc- 
tures, economic  reasons  frequently  do  not  require  or  even  jus- 
tify extreme  length  of  life,  since  they  may  become  obsolete  or 
service  requirements  may  change  so  radically  that  their  value 
is  destroyed  or  greatly  impaired  long  before  they  reach  the 
limits  of  potential  life.  Or  it  may  be  proved  economical  to 
build  a  structure  designed  for  a  limited  term  of  service  and 
renew  it  after  a  certain  period,  rather  than  incur  the  heavier 
fixed  charges  of  a  more  durable  structure. 

These  considerations  have  been  more  or  less  recognized  in 
the  design  of  steel  structures;  and  this  fact,  together  with 
faults  in  many  of  the  structures,  improper  service  and  unsuit- 
able conditions — factors  which  in  many  cases  are  concealed- 
makes  it  impossible  to  attain  great  accuracy  in  deductions  from 
a  large  proportion  of  existing  structures. 

Investigation  is  further  greatly  handicapped  by  the  almost 
universal  absence  of  accurate,  detailed  records  of  service  and 
conditions,  even  when  complete  data  sometimes,  although  sel- 
dom, are  available  of  their  original  character.  Finally,  the 
very  short  time,  less  than  forty  years,  since  structural  steel  has 
come  into  extensive  use  is  wholly  inadequate  for  the  demonstra- 
tion of  anything  like  the  maximum  life  or  useful 'service  of 
many  kinds  of  structures. 

This  paper  gives  records  of  a  few  structures  which  have 
had  completed  lives;  describes  the  eflfects  of  some  important 
factors  in  the  life  of  structures;  makes  some  deductions  on 
reasonable  and  suitable  life  and  the  requisites  of  its  attain- 
ment; enumerates  the  principal  factors  which  should  be  in- 
vestigated and  considered  in  a  comprehensive  study  of  the  life 
of  steel  structures,  and  presents  a  number  of  opinions  of  emin- 
ent authorities. 

The  opinions,  while  not  intended  to  be  considered  as  scien- 
tifically or  mathematically  established,  are  of  great  value  as 
indicating  the  trend  of  advanced  practice  and  careful  design, 
and  represent  the  net  result  of  cumulative  experience,  the  con- 
scious or  unconscious  synthesis  of  study  and  observation,  and 
the  crystallization  of  practical  and  theoretical  considerations 
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to  positive,  even  if  informal,  conclusions.  These  are  very  use- 
ful in  that  they  indicate  the  direction  and  manner  in  which , 
the  greatest  useful  life  of  certain  structures  can  be  advantage- 
ously and  practically  attained,  and  what  its  duration  may  rea- 
sonably be,  under  normal  conditions  and  with  present  facilities 
for  design,  construction  and  maintenance.  This  is  of  far  more 
value  than  a  thesis  on  the  theoretical  life  under  assumed  or 
ideal  conditions. 

The  most  important  types  of  steel  structures  are  bridges, 
buildings,  boats,  foundations,  storage  structures,  aqueducts, 
subways,  tunnels,  ships  and  barges,  contractors'  plant  and  mis- 
cellaneous. The  average  actual  lives  of  each  of  these  types  of 
structures  vary  greatly,  as  do  the  possible  and  theoretical 
maximum  life.  Reasonable  estimates  may,  however,  be  formed, 
where  sufBcient  data  are  available,  of  the  probable  life  under 
ordinary  conditions,  and  of  the  life  that  should  be  secured  by 
proper  design,  construction  and  care.  For  efficient  considera- 
tion of  the  problem,  these  types  of  structures  should  be  sub- 
divided into  classes,  and  data  for  each  accurately  observed, 
tested  and  recorded,  thus  forming  the  basis  for  a  complete  and 
authoritative  treatment  of  the  subject,  which  is  now  impos- 
sible. 

Bridges  should  be  separated  into  railroad,  electric  car, 
and  highway  bridges;  and  their  principal  parts  should  be 
studied  rather  than  the  structure  as  a  whole,  thus  separating 
riveted  trusses,  pin-connected  trusses,  girders,  floors,  towers, 
piers,  cables,  anchorages,  expansion  bearings,  and  the  operating 
mechanism  of  movable  bridges. 

Buildings  include  tall  office  buildings,  auditoriums, 
churches,  hotels,  tenements,  mills,  power  and  electric  plants, 
industrial  plants,  markets,  lighthouses,  sheds,  warehouses,  sta- 
tions, pavilions,  theaters,  some  residences,  grandstands,  sta- 
diums, and  a  multitude  of  light,  portable  structures  like  con- 
tractors' offices,  garages,  etc.  The  members  comprised  in  them 
include  columns,  beams,  girders  and  trusses  for  floors,  walls 
and  roofs,  wind  bracing,  foundation  grillages,  floorplates, 
sheathing  and  roofing,  stairs,  furring,  metallic  lath,  doors, 
shutters,  window  sash,  bulkheads,  screens,  railings,  and  orna- 
mental work,  shingles  and  ceilings. 
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Boats  include  everything  from  battleships,  submarines, 
ocean  liners  and  sailing  vessels,  to  barges,  life  rafts,  pontoons, 
dump  scows  and  even  rowing  skiflfs. 

Storage  Structures  include  water  towers  and  tanks,  gas- 
meters,  grain  elevators,  ore  and  coal  bins,  stone  and  sand  bins, 
and  bins,  hoppers  and  tanks  for  many  kinds  of  chemicals,  solid 
and  liquid  materials. 

Aqueducts  include  pipe-lines  for  water  pressure  or  supply, 
sewage  disposal,  canals,  lock  gates,  flumes,  etc. 

Subways  for  urban  traflSc  are  built  with  steel  framework 
and  steel  station  structures. 

Tunnels  have  steel  or  cast-iron  linings  and  shaft  linings. 

Contractors'  plant  and  temporary  mechanical  contrivances 
comprise  falsework,  and  travelers  for  great  bridges,  derricks 
and  derrick  cars,  beams  and  girders  for  underpinning  and  tem- 
porary supports,  centering  for  arches,  forms,  towers  and  chutes 
for  concrete  construction,  coffer-dams,  caissons,  and  framing  for 
numerous  purposes. 

Miscellaneous  Structures  include  fortifications,  cars,  dry- 
docks,  piers,  towers  for  various  purposes,  dams,  weirs,  smoke- 
stacks, and  many  unclassified  structures. 


In  most  cases  the  life  of  a  bridge  is  determined  by  the  life 
of  its  floor,  and  the  life  of  the  floor  is  dependent  chiefly  on 
design,  maintenance  and  traffic  conditions,  loads  often  increas- 
ing far  beyond  the  provision  of  the  design.  Accidents,  over- 
loads, corrosion  and  neglect  are  the  principal  factors  inimical 
to  bridge  life. 
Buildings. 

Very  few  conclusive  data  are  available  of  the  limits  of  life 
of  steel  frames  of  skyscrapers,  hotels,  theaters,  churches,  ware- 
houses, stations  and  most  lighthouses,  but  there  appears  to 
be  no  reason  why  the  life  may  not  often  be  made  extremely 
long,  practically  unlimited,  with  the  best  design  and  mainten- 
ance, if  exempt  from  fire  and  serious  accident. 

.Buildings  like  auditoriums,  tenements,  theaters,  markets, 
etc.,  are  so  dependent  on  the  often  changeable  character  of 
the  locality  that  they  may  in  a  few  years  be  abandoned  for 
the   original  purposes   and  removed  or  devoted  to  entirely 
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different  uses,  so  that  they  are  not  likely  to  be  built  or  main- 
tained for  extremely  long  life  and  may  not  justify  such 
construction. 

Buildings  like  mills,  shops,  power  and  industrial  plants  are 
likely  to  become  obsolete  by  great  changes  and  improvements 
in  the  mechanical  operations  <;onducted  in  them  and  require 
to  be  taken  down  and  replaced  by  up-to-date  structures,  so 
that  their  life  is  not  likely  to  need  be  long. 

Grandstands,  sheds,  stations  and  light  portable  structures 
are  either  subject  to  very  changeable  requirements  or  are  in- 
tentionally cheap  and  transient,  and  so  are  not  likely  to  develop 
long  life  or  perhaps  to  justify  it.  Exposed  steel  and  iron  and 
sheet-metal  work  are  likely  to  suffer  severely  from  corrosion, 
but  the  greatest  peril  to  the  vital  members  of  the  structure  is 
from  fire,  which  it  is  quite  possible  to  entirely  eliminate.  In 
most  classes  of  buildings  the  life,  up  to  probably  a  hundred 
years,  is  potentially  limited  only  by  controllable  factors,  such 
as  design,  maintenance  and  proper  use. 
Boats. 

Boats  have  very  short  lives  on  account  of  the  usual  severity 
of  service  conditions,  diflSculty  of  thorough  maintenance  and 
liability  to  accident. 
Storage  Structures. 

Storage  structures  when  not  filled  with  corrosive  materi- 
als or  subject  to  very  severe  service,  as  in  receiving  hoppers 
for  stone,  ore,  etc.,  should  have  long  lives,  if  well  designed  and 
maintained  and  carefully  operated. 
Aqnedncts. 

Aqueducts  and  the  like  should  have  indefinitely  long  lives 
when  thoroughly  protected  from  corrosion. 
Subway,  Tunnel  and  Shaft  Linings. 

These  should  be  designed,  constructed  and  maintained  for 
perpetual  service,  and  can  probably  be  given  practically  un- 
limited lives. 
Contractors'  Plant,  Etc. 

Derricks,  falsework,  centering,  concrete  forms,  movable 
towers,  caissons,  coffer-dams  and  the  like  are  often  subject  to 
great  variations  and  abuse  of  service  and  become  soon  obsolete, 
or  are  designed  necessarily  for  temporary  service  once  only,  as 
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in  caissons,  so  that  it  is  often  justifiable  to  design  them  only 
for  very  short  lives,  or  to  discard  them  before  failure  occurs. 
BUscellaneoiis  Structures. 

Cars  are  likely  to  be  worn  out  or  destroyed  in  a  few 
years.  Smoke-stacks  have  very  severe  conditions  and  are 
always  short  lived.  Dams,  weirs,  drydocks,  etc.,  should  be 
designed  for  as  long  life  as  possible,  but  the  severe  service  and 
difficulties  of  maintenance  and  liability  to  corrosion  and  acci- 
dent are  likely  to  limit  the  life. 

DETERIOBATION  OF  STBUCTUBES. 

CLASSIFICATION  OF  FACTORS. 

The  diflferent  principal  factors  involved  in  the  deterioration 
of  steel  structures  may  be  classified  as  natural,  artificial  and 
dynamic. 
Natural  Factors. 

Natural  factors  are  those  dealing  with  the  physical  prop- 
erties and  attributes,  and  include  initial,  mechanical,  chemical^ 
stress,  conditional  and  accidental. 

Initial  factors  are  those  inherent  in  the  structure.  The 
principal  ones  are  type  of  design,  details  of  design,  kind  of 
design,  and  quality  of  metal. 

Mechanical  factors  are  those  developed  in  the  fabrication 
and  erection  of  the  structure.  The  principal  ones  are  straight- 
ening, bending,  punching,  imperfect  and  inaccurate  operations,, 
attrition  and  distortion. 

Chemical  factors  are  those  involving  any  chemical  change,, 
corrosion,  electrolysis,  acid  reactions,  and  solvents. 

Stress  factors  are  initial  rolling,  mill  forging,  cooling, 
assembling,  riveting,  handling,  transporting,  erecting  and  static. 

Conditional  factors  are  those  due  to  the  location,  sur- 
roundings, climate,  atmosphere,  and  include  many  enumerated 
under  other  classifications. 

Accidental  factors  are  those  of  an  unusual,  unforseeable, 
improbable  character,  or  those  due  to  violent  and  unnatural 
conditions,  physical  convulsions  or  extraneous  disasters.  They 
include  malicious  injury,  mishaps  of  fabrication,  erection  or 
operation,   falling   bodies,    explosions,    external   impact,   fire,. 
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storm,  flood,  earthquake,  collisions,  derailments,  and  factors 
enumerated  in  other  classifications. 
Artificial  Factors. 

Artificial  factors  are  those  not  inherent  in  the  design, 
fabrication  and  erection  of  the  structure,  and  are  chiefly 
connected  with  service  and  maintenance  of  the  structure,  in- 
volving some  conditional  and  such  accidental  factors  as  are  not 
due  to  natural  phenomena,  and  some  chemical  factors.  They 
are  numerous  and  important;  the  most  common  include  loco- 
motive blasts,  acid  fumes,  smoke,  fire,  accretions,  submersion, 
injurious  contacts,  vibrations,  impacts,  improper  loading,  im- 
proper adjustments  and  failure  of  prescribed  functions,  neglect 
and  improper  maintenance,  settlements  and  displacements. 
Dynamic  Factors. 

Dynamic  factors  are  live  load,  wind  load,  temperature 
stresses,  reactions,  reversed  stresses  and  secondary  stresses,  for 
all  of  which  proper  provision  should  be  made  in  the  design. 

DETERIORATING  EFFECTS  OF  NATURAL  FACTORS. 

An  unsuitable  type  of  design  may  be  entirely  incapable  of 
meeting  the  reasonable  requirements,  and  will  be  rapidly  de- 
stroyed by  the  regular  service. 

Poor  details  of  design,  such  as  weak  members  and  con- 
nections that  do  not  develop  the  full  strength  of  the  members, 
may  cause  local  failures  when  most  other  parts  of  the  structure 
are  efficient. 

The  chemical  composition  of  the  metal  and  its  hardness, 
ductility,  strength  and  other  physical  qualities  must  be  suited 
to  the  service  it  is  intended  to  perform. 

The  metal  must  be  uniform,  must  conform  to  high-class 
material  requirements  and  be  free  from  all  flaws  and  imper- 
fections that  would  impair  it  for  the  required  use. 
MechaDical  Factors. 

Strenuous  treatment  in  straightening  and  cold  bending 
may  injure  the  metal  by  stressing  it  beyond  the  elastic  limit. 

Punching  produces  local  injury  in  hard  steel,  and  may 
injure  any  grade  of  steel  if  the  holes  are  too  close  together  or 
too  close  to  the  edge  of  the  piece. 
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Fabricated  members  may  be  damaged  by  unsymmetrical 
operations,  like  punching  and  riveting,  being  performed  in 
some  places  and  omitted  in  others,  thus  distorting  the  pieces 
and  varying  their  required  dimensions. 

Injurious,  imperfect  and  inaccurate  operations  are  such 
as  finishing  a  forging  at  too  high  or  too  low  a  temperature, 
using  too  large  or  too  small  rivets,  driving  rivets  carelessly, 
drifting  badly  matched  holes,  finishing  exact  lengths  to  wrong 
dimensions,  and  neglecting  <;learances. 

Sometimes  a  play  in  connections  causes  a  wearing  of  con- 
tact surfaces  that  grinds  them  away  and  reduces  their  strength, 
as  of  pins  and  rivets. 

A  compression  member  may  be  forced  out  of  line  by  im- 
proper connections  so  as  to  develop  excessive  stresses;  a  com- 
pression member  may  be  put  in  tension  or  a  tension  member 
in  compression,  or  torsion  may  be  developed  by  deformations 
produced  by  bad  workmanship  or  carelessness. 
Chemical  Factors. 

Corrosion  is  the  most  universal,  injurious  and  diflScult  of 
prevention  of  all  causes  of  deterioration.  Broadly  considered, 
it  is  caused  by  moisture  and  may  entirely  destroy  the  metal 
itself,  besides  bursting  joints  by  its  expansive  force. 

Electrolysis  is  practically  corrosion  caused  or  accelerated 
by  electric  action  and  is  especially  likely  to  attack  substruc- 
tures buried  near  high-potential  electric  mains  and  bridges 
used  by  electric  cars. 

Acids  and  solvents  are  liquids  or  gases  that  eat  into  the 
surface  of  the  metal  and  impair  its  surface  and  strength. 
Liquids  and  fumes  in  industrial  plants,  impure  water  in  pipes 
and  conduits,  smoke  in  fines  and  chimneys,  and  salts  in  earth 
in  contact  with  substructures  are  among  the  principal  factors. 

Stress  Factors. 

Rolling-mill  stresses  are  produced  by  the  unequal  rates  of 
cooling  of  different  parts  of  the  cross-sections  of  hot-rolled 
shapes,  in  which  unequal  cooling  may  develop  such  heavy  per- 
manent internal  tension  as  to  distort  the  pieces  and  necessitate 
severe  and  injurious  straightening  processes,  or  cause  the  pieces 
to  twist  badly  when  cut. 
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Forging  stresses  may  be  caused  by  the  manner  of  heating, 
hammering,  pressing  and  cooling  heavy  pieces  in  manufacture. 

Cooling  stresses,  often  large  enough  to  break  and  destroy 
the  pieces,  are  due  to  the  unequal  rapidity  of  solidification  of 
iron  and  steel  castings  with  considerable  variations  of  shape 
and  mass  of  metal  in  different  parts  of  a  single  piece. 

Assembling  stresses  are  due  to  forcing  one  piece  to  con- 
form to  another  with  different  dimensions  or  shapes  of  cor- 
responding parts,  as  in  bolting  a  fiat  plate  to  a  curved  angle,  or 
in  cambering  a  riveted  girder. 

Riveting  stresses  may  be  produced  by  the  rapid  driving 
of  a  long  line  of'unbalanced  hot  rivets,  perhaps  causing  distor- 
tion that  may  injure  the  member  or  necessitate  injurious  treat- 
ment for  the  removal. 

Handling  stresses  are  mostly  dangerous  fiexural  or  torsional 
stresses  due  to  improper  support  of  very  long,  wide,  thin  or 
heavy  pieces,  usually  only  partly  finished,  and  are  frequently 
severe  enough  to  crack  the  steel. 

Transportation  stresses  are  due  to  improper  loading, 
allowing  the  pieces  to  become  bent  or  defaced,  projecting  pieces 
displaced,  etc.;  and  like  the  handling  stresses,  are  especially 
dangerous  to  columns,  struts  and  compression  members  in 
which  slight  eccentricity  or  unbalanced  strength  of  section  is 
very  serious. 

Erection  stresses  are  of  most  importance  in  elaborate  struc- 
tures like  bridges,  buildings  and  towers,  and  are  mostly  caused 
by  heavy  force  applied,  sometimes  improperly  and  unduly,  to 
force  members  into  temporary  positions,  as  for  excess  cambre, 
in  making  difficult  connections,  overcoming  insufficient  clear- 
ances, or  moving  heavy  structures.  Like  the  handling  and 
transportation  stresses,  they  are  often  unnoticed  and  undetected 
and  may  dangerously  impair  the  strength  of  the  structure  or 
its  members. 

Static  stresses  are  developed  by  the  weight  of  the  unloaded 
structure  itself  and  by  the  necessary  initial  stresses  sometimes 
required  in  making  proper  adjustments.  They  should  all  be 
foreseen  and  so  provided  for  in  the  design  as  to  produce  no  ill 
effects  either  alone  or  in  combination  with  other  stresses. 
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Conditional  Factors. 

Location  may  be  exposed  to  severe  winds,  rains,  waves, 
floods,  tides,  sand  storms,  tropical  vegetation,  ice,  snow,  geo- 
logical movements,  or  depredations  of  animals  that  increase 
corrosion  or  damage  the  structure  in  various  ways.  Location 
may  be  so  remote  and  inaccessible  that  it  is  difficult  or  impos- 
sible to  provide  frequent  inspection  or  suitable  maintenance 
and  repairs,  as  in  deserts,  hostile  countries,  or  for  foundations 
and  submerged  conduits. 

Surroundings  may  subject  the  structure  to  injurious  con- 
ditions not  foreseeable  in  design.  Adjacent  industrial  estab- 
lishments may  produce  corrosive  fumes  or  cover  it  with  dust  or 
filth  or  moisture,  or  it  may  be  undermined  or  buried  or  made 
inaccessible  for  repairs  and  maintenance  by  adjacent  operations 
or  new  constructions. 

Very  severe  or  very  changeable  climate  is  likely  to  increase 
corrosion  and  produce  extreme  temperature  distortions  and 
stresses  and  may  make  it  difficult  or  even  impossible  to  main- 
tain proper  care  and  painting. 

Atmospheric  conditions  are  important  because  they  gener- 
ally can  not  be  avoided  and  constantly  aflfect  every  exterior 
and  interior  portion  of  the  structure  unless  thoroughly  sub- 
merged or  buried.  Moisture,  salts  and  acids  in  the  air  are 
injurious  to  steel  surfaces  and  to  their  protective  coverings. 
Accidental  Factors. 

Accidental  factors,  although  sometimes  destroying  struc- 
tures, are  not  strictly  proper  elements  of  their  theoretical  life, 
although  most  of  them  may  be  prevented  to  some  extent, 
ameliorated  or  reduced  by  special  features  of  design  and  extra 
care  in  maintenance. 

DETERIORATING   EFFECTS   OF   ARTIFICIAL   FACTORS. 

Locomotive  blasts  are  very  destructive  to  the  exposed 
undersides  of  overhead  bridges,  and  require  the  latter  to  be 
fully  protected  by  shields  which  resist  both  attrition  and  chemi- 
cal action. 

Acid  fumes  are  chiefly  important  in  industrial  establish- 
ments and  adjacent  to  chemical  works,  and,  to  some  extent, 
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where  the  atmosphere  is  unusually  charged  with  sulphuric  or 
carbonic  acid,  they  accelerate  corrosion  and  are  most  injurious 
to  ceilings,  roof  trusses  and  other  steelwork  in  buildings.  Paint- 
ing and  covering  with  impervious  coatings  are  remedial. 

Smoke,  especially  from  coal  containing  sulphur,  is  very 
destructive  to  unlined  steel  flues  and  stacks.  It  causes  and 
accelerates  corrosion  and  often  eats  entirely  through  the  metal. 

Fire  is  a  great  menace  to  buildings,  storage  structures  and 
sometimes  to  bridges.  The  direct  action  from  flames,  even  of 
a  small  and  short  fire,  may  soften  a  structural  steel  member 
so  much  as  to  eripple  it  and  wreck  the  entire  structure.  Com- 
pression members  softened  by  heat  will  completely  fail,  tension 
members  will  stretch  so  as  to  discharge  their  loads,  and  the 
bending  distortion  and  displacements  of  other  parts  of  the 
structure  may  develop  fatally  destructive  and  unbalanced 
forces. 

Accretions  of  filth,  rubbish,  vegetable,  mineral  and  even 
animal  nature  may  be  so  great  as  to  destroy  the  functions  of  a 
structure  like  a  pipe  or  boiler  tube,  may  set  up  injurious  gal- 
vanic action,  or  may  induce  dangerous  corrosion. 

Submersion  in  fresh  or  salt  water,  sewage  or  other  liquid, 
especially  when  intermittent,  greatly  accelerates  corrosion,  and 
frequently  entirely  destroys  thin  steel. 

Contact  of  superimposed  surfaces  of  steel  or  iron,  as  in 
riveted  joints  or  connections  between  members,  or  contact  of 
steel  surfaces  with  other  substances,  like  timber,  earth,  rubbish, 
decaying  matter  or  miscellaneous  materials,  is  very  injurious 
because  of  the  opportunity  for  the  collection  and  retention  of 
moisture  and  consequent  increased  corrosion.  Contact  of  dif- 
ferent kinds  of  steel  and  of  steel  with  other  metals  is  likely  to 
produce  galvanic  action  with  corrosion  or  electrolysis. 

Vibrations  may  be  caused  by  revolving  or  reciprocating 
machinery  connected  with  the  structure,  like  printing  presses 
or  engines  in  buildings,  or  locomotives  and  trains  on  bridges ; 
or  by  any  regular  rhythmic  action,  like  soldiers  marching;  or 
even  by  natural  forces  like  wind  and  water ;  or  they  may  be  of 
a  secondary  nature,  inducted  from  an  adjacent  structure  in 
contact.    Severe  cases  are  likely  to  be  cumulative,  sometimes 
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attaining  greatly  magnified  amplitude  and  causing  sudden, 
violent  wrecks,  and  oftener  causing  gradual  attrition  and  dis- 
tortion of  wearing  surfaces,  destruction  of  rivets  and  failure 
of  connections. 

Impact  is  often  unavoidable  and  provided  for  in  the  design, 
especially  in  bridges,  which  are  always  subject  to  irregularities 
of  wheels  and  track,  in  hydraulic  and  hydrostatic  conduits  in 
which  the  movement  of  incompressible  fluids  is  liable  to  sudden 
variations,  and  in  cars,  hoisting  apparatus  and  other  moving 
structures.  Impact  stresses  are  much  greater  than  those  from 
the  same  fixed  or  gently  moving  loads,  and  are  likely  to  be  very 
dangerous  to  connections  and  to  members  directly  exposed  to 
such  stresses.  Their  effect  is  inverse  to  the  mass  of  the  struc- 
ture affected.  Opinions  differ  as  to  the  effect  of  multiplied 
impacts  or  continued  vibrations  producing  structural  change 
and  crystallization  in  steel. 

Improper  loads  are  deliberately  applied  loads  for  which 
the  structure  is  not  designed,  like  unusually  heavy  trucks  or 
road  rollers  on  light  country  bridges,  high-speed  or  extremely 
heavy  locomotives  on  railroad  bridges,  dense  crowds  of  people 
on  ordinary  floors,  heavy  machines  or  safes  between  the  beams 
of  floors,  concentrated  loads  on  tunnel  linings  or  steel  conduits, 
bending  loads  on  columns,  eccentric  loads  on  foundations,  etc. — 
all  of  which  may  injure,  cripple  or  destroy  the  structure. 

Improper  adjustments  by  means  of  wedging,  screwing  or 
blocking  certain  portions  of  a  structure  may  cause  entirely  new 
and  dangerous  distribution  and  development  of  stresses,  distort 
the  structure  or  radically  change  its  functions,  as  in  releasing 
or  overloading  truss  members,  jacking  up  supports,  increasing 
camber,  altering  continuous-girder  supports  and  thus  changing 
points  of  contra-flexure,  making  continuous  floor  stringers  de- 
velop arch  action,  or  putting  flexure  into  heavily  stressed  com- 
pression members. 

Failure  of  prescribed  functions  is  due  to  improper  design^ 
carelessness,  neglect  or  poor  maintenance.  Busting,  wedging, 
cutting,  friction,  obstructions  and  other  reasons  may  prevent 
the  proper  movement  in  expansion  joints  and  develop  serious, 
injurious  or  destructive  forces  in  the  structure  itself  or  in  its 
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supports,  sometimes  wrecking  the  former  by  the  destruction  of 
the  latter.  Hinge  bearings  in  arches  may  become  fixed  and 
greatly  modify  prime  stresses.  Especial  care  should  therefore 
be  taken  in  both  construction  and  maintenance  of  all  details 
and  parts  for  which  it  is  essential  to  provide  either  free  move- 
ment or  absolutely  fixed  position. 

Neglect  of  structures  inevitably  causes  their  deterioration 
and  ultimate  destruction,  unless  they  are  of  such  a  nature  that 
they  have  great  excess  strength,  are  perfectly  protected  and  are 
beyond  possibility  of  disturbance  or  changed  conditions,  as  may 
sometimes  be  the  case  in  buried  foundations,  tunnel  linings, 
conduits  or  low-stressed  heavy  structures  solidly  embedded  in 
concrete  or  its  equivalent.  Important  results  of  neglect  are 
corrosion,  worn  joints,  leaks,  rivet  failures,  deflections,  distor- 
tions, displacements,  successive  and  progressive  failures,  cracks 
and  fractures,  all  of  which  throw  constantly  increasing  duties 
on  other  parts  of  the  structure.  Thorough,  systematic,  periodi- 
cal inspection  and  records,  both  of  the  structure  and  of  the 
operations  and  results  of  maintenance  and  repairs,  are  neces- 
sary to  safeguard  against  neglect  and  improper  maintenance. 

Improper  maintenance  consists  in  doing  the  wrong  thing, 
in  omitting  the  right  thing  and  in  doing  the  right  thing  in  the 
wrong  way  or  at  the  wrong  time.  The  maintenance  of  a  struc- 
ture should  be  under  as  careful  and  continuous  expert  engi- 
neering direction  as  its  original  design,  construction  and  erec- 
tion. It  should  comprise  skilled,  periodical  inspection  and 
supervision  of  cleaning,  protection,  repairs  and  minor  renewals, 
and  the  tabulation  and  analysis  of  records  of  the  same. 

The  items  of  improper  maintenance  are  too  numerous  and 
detailed  for  enumeration  here.  Important  ones  are  painting 
over  rust,  loose  paint,  grease,  dirt,  scale  and  on  moist  surface ; 
use  of  poor  paint ;  failure  to  clean  and  paint  in  pockets ;  neglect 
to  repair  defective  rivets  and  tighten  and  lock  nuts ;  permitting 
members  to  be  over-stressed  or  under-stressed;  disregarding 
buckled  members;  permitting  accumulations  of  dirt  and  rub- 
bish ;  permitting  dangerous  corrosion,  distortion,  displacement 
and  vibration  and  impact  from  imperfect  conditions  or  undue 
service;  unsafe  methods  of  important  repairs  and  renewals; 
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reinforcing  weak  members  with  new  materials  of  different 
quality  so  as  to  derange  the  distribution  of  stress,  and  per- 
mitting injured  or  defective  members  or  material  to  remain 

■ 

in  service. 

Settlements  are  likely  to  cause  severe  and  dangerous 
stresses,  and  if  large  enough  may  threaten  the  stability  of  the 
structure  and  impair  or  even  destroy  its  eflSciency.  They  are 
likely  to  be  continuous,  and  sometimes  increasing,  and  should 
receive  immediate  attention. 

Displacements  may  be  sudden,  through  accident,  or 
gradual  from  slow  movememts  or  continued  external  forces. 
They  are  liable  to  injure  the  structure  by  distortion,  to  de- 
velop injurious  stresses,  and  may  interfere  with  the  functions 
of  the  structure.  They  should  be  promptly  investigated  and 
accurately  measured,  recorded,  their  causes  removed,  and  re- 
pairs and  adjustments  made  if  necessary. 

DYNAMIC  FACTOBS. 

Dynamic  factors  are  obvious  and  impressive  for  most 
structures,  especially  for  bridges,  buildings,  ships,  towers, 
aqueducts,  drydocks,  derricks  and  trussed  structures  of  varied 
kinds.  They  are  necessarily  involved  in  any  pretense  of  mathe- 
matical computation  or  technical  design,  and  thus  generally 
receive  more  or  less  rational  attention,  which  is  indispensable, 
since  they  determine  the  essence  of  the  structure ;  and  it  is  often 
designed  with  sole  reference  to  them. 

Live  load  stresses  are  those  due  to  either  static  or  moving 
vertical  loads  imposed  on  the  structure,  and  include  snow  loads. 

Wind  stresses  are  those  produced  by  both  static  and  moving 
wind  pressures  in  any  direction,  even  including  vertical  in 
some  cases. 

Temperature  stresses  are  those  produced  by  the  changes 
of  length  caused  by  expansion  and  contraction  due  to  heat  and 
cold. 

Reaction  stresses  are  those  directly  produced  at  the  point 
of  application  of  loads  and  supports. 

Reversed  stresses  occur  where  the  same  member  is  suc- 
cessively subjected  to  tension  and  compression. 
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Secondary  stresses  are  those  independent  of  the  main  func- 
tion of  the  member,  as  the  flexure  stress  developed  in  a  long 
heavy  horizontal  compression  or  tension  member. 

Bridges  and  viaducts  are  also  subject  to  live-load  centrif- 
ugal stresses  due  to  the  movements  of  trains  on  horizontal 
curves,  and  to  braking  stresses  due  to  the  inertia  of  a  train 
stopped  or  retarded  on  the  structure. 

All  live-load  stresses  are  increased  by  very  rapid  applica- 
tion of  their  loads  and  by  application  with  impact. 

Deliberate  live-load  stresses  and  temperature  stresses  may 
be  accurately  calculated,  but  assumptions  must  be  made  for 
unusual  live  loads  and  wind  loads,  for  increasing  trafSc,  de- 
terioration of  structure,  imperfect  application  of  loads  and  for 
reasonable  and  probable  contingencies  and  variations.  If  these 
are  all  properly  applied  and  analyzed  and  computations  and 
calculations  properly  and  accurately  made,  most  structures  can 
be  so  proportioned  and  detailed  that  if  a  proper  type  of  struc- 
ture is  selected  and  the  different  kinds  of  stresses  kept  within 
proper  intensities  for  the  kind  of  work  performed,  the  character 
of  the  member  and  its  sectional  area  and  connections,  the  indefi- 
nite application  of  these  stresses  should  never  deteriorate  the 
structure. 

PBESEBVATION  OF  STBUCTITBES. 

A  consideration  of  the  factors  which  cause  deterioration 
of  steel  structures  will  show  which  are  the  dangerous  and 
injurious  elements;  if  these  are  eliminated,  counteracted  or 
controlled,  the  longest  possible  '^fe  will  be  attained. 

This  is  largely  attained  b}  excellence  in  design,  material^ 
fabrication,  erection  and  maintenance  and  accuracy  of  assump- 
tion and  computation — all  of  which  have  been  so  far  perfected 
that,  with  the  best  existing  skill  of  specialists  and  first-class 
construction  resources,  unhampered  by  cost  restrictions,  it  is 
possible  to  attain  for  many  classes  of  structures  long,  and  even 
indefinite  life,  although  such  may  not  be  commercially  justified. 
These  results  are,  however,  subject  to  modification  by  climate, 
surroundings,  atmospheric  conditions,  natural  phenomena,  acci- 
dents and  to  varying  degrees  by  unavoidable  deterioration  of 
materials. 
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Bad  design  or  material,  injury  of  metal  by  overstress  of 
any  kind,  and  neglect  of  the  finished  structure,  are  the  most 
serious  faults.  For  existing  structures  the  most  important 
requirements  are  prevention  of  overstressing  and  corrosion. 

Overstressing,  except  from  dead  and  wind  loads  and  tem- 
perature— which,  taken  alone,  are  usually  within  safe  limits — 
generally  can  be  controlled  by  limiting  the  service. 

Corrosion  can  be  prevented  where  it  is  possible  to  maintain 
a  coating  of  good  paint  or  other  protection  against  moisture, 
such  as  a  cement  wash  or  dense  concrete  casing.  The  latter, 
or  its  equivalent,  or  a  non-combustible  shell  enclosing  an  insu- 
lating air  space  is  an  efficient  protection  against  fire  and  is 
indispensable  for  buildings  and  many  other  steel  frameworks. 

Paint  must  be  well  applied,  elastic,  waterproof  and  durable, 
and  must  be  applied  to  the  clean  dry  surface  of  the  metal,  from 
which  rust,  dirt,  grease,  scale,  etc.,  should  be  removed,  if 
necessary,  by  wire  brushing,  acid  bath,  scraping  or  sand  blast 
according  to  the  character  and  condition  of  the  surface.  Gal- 
vanizing, dipping,  baking,  hardening,  and  other  special  proc- 
esses are  also  useful,  under  various  conditions,  to  protect  steel 
from  corrosion.  In  some  cases,  as  at  the  bases  of  the  columns 
of  steel  frame  buildings,  insulation  has  been  provided  to  pre- 
vent the  transmission  of  electric  currents  that  it  was  feared 
would  cause  electrolysis. 

EXPEBIENOE  BEGOBDS  AND  PRACTICE  AKD  OPINIONS  OF 


The  writer  requested  data  on  most  of  the  factors  already 
enumerated,  and  expressions  of  opinion  and  results  of  experi- 
ence from  about  a  hundred  eminent  engineers,  most  of  them 
structural,  bridge  and  railroad  or  construction  specialists;  and 
although  the  time  was  so  short  and  the  labor  involved  consid- 
erable, replies  were  received  from  which  the  following  pages 
are  either  quoted  or  condensed.  They  should,  even  when  in  a 
somewhat  informal  or  casual  shape,  be  very  highly  valued  as 
expressing  the  convictions  formed  from  long  experience,  study 
and  observation,  and  the  crystallization  of  many  perplexingly 
diverse,  incomplete,  and  even  contradictory  facts  to  harmonious 
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conclusions  and  practical,  workable  results,  that  could  never 
be  attained  by  mathematical  analyses  and  equations.  More  of 
such  invaluable  data  would  doubtless  have  been  secured  if  the 
time  had  been  longer  and  if  it  had  not  been  considered  too 
onerous  to  urge  such  laborious  work  and  demand  so  much 
valuable  time  as  they  necessitated  from  less  intimate  friends 
and  from  mere  acquaintances.  Those  who  have  so  ably  and 
generously  contributed  from  their  store  of  hard-gained  informa- 
tion will  doubtless  feel  pleased  if  their  action  inspires  and 
facilitates  a  sustained  investigation  of  the  subject  commensur- 
ate with  its  importance  and  the  scope  indicated  by  the  outline 
here  suggested. 

COEEOSION. 

Mr.  Charles  Evan  Fowler. — ^''The  writer  has  never  known 
of  any  cases,  in  his  thirty  years'  practice,  where  corrosion  has 
gone  on  to  such  an  extent  as  to  render  a  structure  absolutely 
unsafe — ^unless  it  has  been  due  to  the  corrosive  action  of  gases 
from  locomotives  or  otherwise,  or  from  gross  carelessness  in 
allowing  dirt  to  collect  in  pockets,  or  in  allowing  rusting  to 
take  place  where  wooden  fillers  were  used,  or  where  the  bot- 
toms of  columns  were  buried  in  dirt. 

*'The  rusting  of  steel  is  really  a  very  valuable  adjunct  in 
the  preservation  of  steel  structures,  if  stopped  at  the  proper 
time  when  all  the  mill  scale  has  been  loosened.  The  structure 
then  should  be  thoroughly  cleaned  with  sand  blast  and  painted 
immediately  with  some  paint  of  a  red  lead,  litharge,  or  Portland 
cement  base ;  this  method  could  easily  be  observed  around  any 
yard  where  a  stock  of  structural  steel  is  carried,  and  where  the 
scale  rusts  loose  in  the  piles. 

"This  method  has  been  used  to  some  extent  in  English 
railways,  where  the  method  of  the  Manchester,  Shej05eld  and 
Lincolnshire  Railway  is  used,  that  is,  no  part  of  the  structure 
is  to  be  painted  before  erection,  except  such  portions  as  are 
inaccessible  for  painting  afterwards.  After  the  structure  has 
been  erected  and  the  scale  has  disappeared — owing  to  the 
rusting  process — then  the  metal  is  thoroughly  cleaned  and  the 
paint  applied. 
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*'The  most  common  cases  of  corrosion  or  rusting,  to  in  any 
wise  near  a  dangerous  extent,  in  bridges  occur  where  there  are 
pockets  or  places  where  water  can  stand,  or  which  are  inacces- 
sible after  the  structure  is  erected.  All  such  places  should  be, 
as  far  as  possible,  filled  with  concrete,  or  better  still,  be  avoided 
in  the  design.  In  city  bridges,  where  the  floor  comes  up  around 
the  web  members  tightly,  there  is  nearly  always  a  badly  rusted 
ring  formed ;  such  places  should  be  avoided  by  leaving  an  air 
space  and  making  a  curb  around  the  opening.** 

In  the  Proceedings  of  the  Pacific  Northwest  Society  of 
Engineers  for  Dec.  1902  there  is  published  a  paper,  **  Corrosion 
of  Iron  and  Steel",  by  Mr.  Fowler,  then  president  and  chief 
engineer  of  the  Puget  Sound  Bridge  and  Dredging  Co.  It 
states  that  iron  usually  rusts  in  a  uniform  manner,  the  rust 
being  directly  a  part  of  the  metal,  while  steel  rusts  chiefly  be- 
tween the  scale  and  the  body  of  the  metal  proper,  so  that  when 
a  piece  is  picked  up  and  dropped  again  great  flakes,  seemingly 
all  rust,  fall  oflf,  which  in  reality  are  the  scale  rusted  loose.  It 
is  the  writer's  opinion  that  iron  that  has  become  badly  rusted  in 
storage  is  seldom,  if  ever,  entirely  cured  by  any  protective 
coating  that  may  be  added.  On  the  other  hand,  it  is  seemingly 
a  good  thing  that  steel  should  rust,  and  in  rusting  thoroughly 
remove  the  scale,  although  the  rust  directly  upon  the  surface 
of  the  metal  may  be  hard  to  remove  or  kill.  It  is  not,  however, 
necessary  or  desirable  to  store  steel  for  the  purpose  of  removing 
the  scale  in  this  way,  as  most  of  it  flakes  off  during  the  process 
of  manufacture — ^that  is,  while  straightening,  punching,  ream- 
ing, and  riveting — to  such  an  extent,  at  least,  that  it  is  doubtful 
whether  it  is  desirable  to  paint  or  oil  raw  material  before 
fabrication,  as  some  specifixsations  require. 

It  is  usual  in  designing  structures  which  are  subject  to 
excessive  corrosion  to  add  a  certain  percentage  in  the  thickness 
of  the  metal  to  allow  for  deterioration,  this  thickness  being  in 
excess  of  that  necessary  to  carry  the  load;  and  this  certainly 
should  not  be  overlooked  by  engineers  using  metal  where  exces- 
sive deterioration  is  probable. 

Rusting,  corrosion  and  pitting  are  the  great  causes  of  the 
deterioration  of  steel  ships.    Rusting  occurs  most  rapidly  near 
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the  water  line,  where  the  metal  is  subjected  to  the  combined 
action  of  salt  water  and  the  air.  The  pitting  is  usually  the 
result  of  galvanic  action,  sometimes  extending  over  areas  as 
large  as  1%  square  feet.  To  properly  care  for  a  ship's  bottom, 
the  ship  should  be  docked  every  six  months  or  so  and  should 
never  be  allowed  to  go  longer  than  a  year.  It  has  been  stated 
to  the  writer  by  Mr.  Frank  W.  Hibbs,  Naval  Constructor,  U.  S. 
Navy,  that  steel  ships  corrode  faster  than  iron  ships  in  the 
ratio  of  three  to  two,  and  I  presume  this  is  the  result  of  records 
of  the  U.  S.  Navy,  and  of  Mr.  Hibbs'  own  observation.  The 
Chief  Engineer-Surveyor  for  Lloyds,  who  has  had  the  best  of 
chances  for  observations,  states  that  steel  does  not  corrode  any 
faster  than  wrought  iron. 

A  great  quantity  of  metal  has  been  dredged  up  from  the 
harbor  of  Brest,  France.  The  oldest  cast-iron  dredged  up  was 
in  the  form  of  cannon  balls  and  shells,  the  latter  once  filled 
with  powder.  They  dated  from  1652  to  1791,  and  thus  had  been 
immersed  from  100  to  240  years.  These  cast-iron  objects  were 
all  encased  in  a  hard  coating  several  centimeters  thick,  made 
up  of  sulphurets,  sand,  rust  and  calcareous  concretions.  This 
coating  required  a  hammer  and  chisel  to  break  it,  and  came  off 
like  a  mould,  leaving  the  objects  encased  little  altered  in  appear- 
ance and  simply  covered  with  a  viscid,  black  layer,  disagreeable 
to  the  smell.    It  was  a  mixture  of  hydrogen  sulphide  and  silica. 

This  iron  had,  however,  been  subjected  to  very  consider- 
able alteration,  as  revealed  by  its  light  weight.  All  specimens 
had  undergone  to  a  greater  or  less  extent  that  type  of  decom- 
position known  as  the  softening  of  cast  iron;  and  M.  Lidy 
believes  that  the  objects  examined  by  him  prove,  beyond  any 
doubt,  that  such  softening  has  here  taken  place.  Specimens 
could  be  cut  with  a  knife  as  easily  as  the  graphite  in  a  pencil 
and  showed  a  similar  brilliant  black  section,  which  tarnished 
quickly  upon  exposure  to  the  air.  It  broke  easily  and  was 
quickly  reduced  to  powder  in  a  mortar;  it  could  be  readily 
sawed,  and  when  struck  with  a  hammer  a  dull  surface  was 
obtained  covered  with  a  multitude  of  small  brilliant  points. 

Exact  analysis  is  impossible,  owing  to  the  lack  of  homo- 
geneity in  the  material  and  the  fact  that  it  oxidizes  very  rapidly 
on  exposure  to  the  air.    As  a  result  of  analysis,  M.  Lidy  con- 
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eludes  that  this  iron  originally  contained  about  0.933  iron  and 
0.067  foreign  matter ;  of  which  latter,  0.054  was  graphite  and 
0.010  silica.  Comparison,  on  this  basis,  shows  that  the  object 
had  lost  about  69  percent  of  its  original  total  of  iron. 

As  a  general  result  of  his  investigations,  M.  Lidy  concludes 
that,  exposed  to  the  action  of  sea  water,  cast  and  wrought  iron 
are  rapidly  decomposed,  not  only  upon  the  surface,  but  in  the 
interior  of  their  mass.  In  wrought  iron  the  superficial  action 
is  much  the  stronger ;  while  in  cast  iron  it  is  the  internal  action 
which  predominates;  and  this  is  peculiarly  dangerous  because 
the  form  of  the  object  is  not  affected,  while  the  resistance  is 
considerably  diminished.  M.  Lidy  believes  that  the  necessity 
is  shown  for  testing,  at  intervals,  all  cast  iron  exposed  to  the 
sea,  so  as  to  be  certain  of  its  preservation  and  strength  to  sustain 
the  loads  placed  upon  it. 

Mr.  P.  B.  Harris. — "On  steel  fastenings  for  wharf  work,  I 
have  found  that  galvanizing  for  under-water  work  does  not 
greatly  retard  corrosion.  Corrosion  seems  to  be  more  empha- 
sized near  the  surface  of  the  water.  The  entire  destruction  of 
fastenings  of  average  sizes,  however,  consumes  considerable 
time.  It  seems  to  be  well  worth  while,  where  possible,  to  use 
composition  metal,  such  as  extruded  brass,  or  to  as  much  as 
possible  depend  on  tree-nails  and  fitting  of  timber.    Where  the 

» 

fastenings  are  covered  or  well  surrounded,  even  though  below 
tide  level,  incipient  corrosion  seems  to  be  rapid,  but  after  this 
has  taken  place,  very  little  or  no  progress  of  corrosion  appears 
to  occur.  I  have  found  wall  anchor  rods  thirty  years  old  only 
superficially  affected.'* 

Mr.  P.  W.  Hibbs. — ^''Iron  ships  seldom  give  much  trouble  or 
concern,  and  if  it  were  not  for  the  extra  thickness  required  for 
equal  strength  and  the  difficulty  of  obtaining  large  iron  plates, 
with  the  consequent  extra  cost  of  building  and  loss  of  carrying 
capacity,  there  would  be  no  question  of  the  advisability  of 
plating  a  steel  ship's  bottom  with  iron.  I  would  have  no  fear 
for  the  bottom  of  an  iron  ship  if  it  were  to  remain  in  the  water 
for  a  year  or  more ;  in  fact,  I  have  seen  cases  where  iron  vessels 
were  not  docked  for  nearly  two  years  without  any  serious  re- 
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suits ;  but  a  steel  ship  will  invariably  show  serious  corrosion  at 
the  end  of  eight  months,  and  should  never  be  allowed  to  go 
more  than  six  months. 

**As  regards  corrosion,  the  application  of  steel  to  ship 
construction  is  probably  more  severe  than  any  other  structural 
use  to  which  it  is  put ;  not  only  because  it  is  of  necessity  more 
exposed  to  the  action  of  the  elements,  and  particularly  to  the 
very  active  agent,  salt  water,  but  also  because  from  the  very 
nature  of  the  case  many  portions  of  the  hull  are  either  so  con- 
structed as  to  be  inaccessible,  or  are  rendered  so  by  the  service 
of  the  vessel. 

'*The  most  constant  care  is  necessary  for  the  preservation 
of  a  steel  ship ;  and  this  is  not  merely  a  theoretical  idea,  but  a 
practical  fact ;  for  it  may  easily  depend  upon  the  care  which  it 
receives,  in  this  regard,  whether  the  vessel  lasts  for  active 
service  fifteen  years  or  forty. 

**The  parts  of  a  steel  hull  which  are  most  liable  to  deterio- 
ration are  the  bilges,  the  fore  and  after  peaks,  the  waterways, 
ballast  tanks,  shaft  tunnels,  rudder  port,  rudder,  and  around 
the  boiler  fidleys,  hatch  coamings,  scuppers,  and  hawse  pipes; 
and  on  the  bottom,  along  the  water-line,  in  the  entrance  and 
run,  and  in  the  neighborhood  of  sea  connections  and  ash 
chutes. 

**The  bilges  of  the  boiler  and  engine  rooms,  particularly 
the  former,  are  probably  the  most  troublesome.  Here  the  bilge- 
water,  from  which  these  parts  of  the  ship  are  never  free,  com- 
posed of  salt  water  to  begin  with  and  containing  ashes,  coal, 
and  acids  from  decomposing  lubricating  oils — all  washing  about 
with  the  motion  of  the  ship,  and  in  the  presence  of  heat  and 
moist  air — soon  destroys  the  protecting  paint  and  attacks  the 
steel  work.  Moreover,  corrosion  goes  on  the  more  rapidly  as 
it  is  impossible  to  maintain  these  bilges  clean  or  even  dry  while 
the  ship  is  under  way. 

"It  is  customary  in  these  spaces  to  protect  the  steel,  as 
much  as  possible,  with  Portland  cement,  worked  from  two  to 
four  inches  thick ;  and  this  is  perfectly  effective  so  long  as  the 
cement  remains  intact ;  but  the  lower  portions  of  the  bulkheads, 
the  boiler  saddles,  and  ships  without  a  double  bottom,  which 
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cannot  be  thus  protected,  usually  become  very  much  corroded. 
In  ships  with  wing  bilges  (ballast-tank  construction),  this  con- 
dition is  very  much  improved,  because  more  of  the  steel  is 
protected  with  cement,  and  there  is  no  opportunity  for  the 
bilge- water  to  lodge  amidships. 

**The  tops  of  the  ballast  tanks  frequently  become  much 
corroded  in  the  hold  spaces,  on  account  of  being  entirely 
covered  with  tight  wooden  ceiling.  Prom  the  nature  of  things, 
it  is  not  possible  to  raise  this  ceiling  very  often,  and  any  water 
in  this  confined  space  .  .  .  soon  corrodes  the  steel.  The 
peaks  are  usually  filled  with  concrete  to  such  a  height  that 
these  spaces  can  be  cleaned  and  painted,  and,  in  general,  it  is  a 
good  rule  for  the  preservation  of  the  ship  to  fill  up  all  pockets 
or  spaces  that  can  not  readily  be  approached  for  cleansing  and 
painting. 

"As  an  example  of  the  extent  to  which  corrosion  may  go, 
I  will  mention  the  case  of  a  coasting  steamer,  built  without  a 
double  bottom,  which  had  been  in  service  about  twelve  years, 
in  which,  solely  from  lack  of  attention,  the  boiler  saddles,  floor- 
plates  of  the  frames,  keelson  plates,  and  even  the  keel 
plates  in  the  boiler  room,  were  eaten  away  by  the  action  of 
bilge-water  to  such  an  extent  as  to  leave  nothing  but  the  angle- 
bars  in  some  places.  An  average  of  twenty  percent  of  their 
area  was  entirely  gone  through,  and  the  steel  remaining  was  so 
thin  that  it  could  be  bent  with  a  hammer.  The  action  was 
hastened  by  the  heat  from  the  boilers,  and  the  fact  that  the 
bilge  spaces  were  closed  in  tight,  with  little  opportunity  for 
the  circulation  of  air.'' 

Mr.  A.  P.  Bobinson. — ^** Regarding  corrosion  (of  bridges),  I 
may  note  that  I  have  found  it  possible  by  the  use  of  the  high- 
grade  paints  to  obtain  a  life  of  six  to  ten  years  for  the  second 
coat  before  it  needs  repainting,  while  the  body,  or  first  coat, 
is  always  left  covered  and  is  never  influenced  by  the  atmos- 
pheric condition.  When  metal  bridges  are  handled  in  this 
manner  there  is  no  reason  why  the  metal  work  cannot  be  pro- 
tected permanently  from  corrosion." 

Mr.  J.  P.  Snow. — **  Corrosion  is  an  active  agent,  of  course, 
in  putting  steel  bridges  out  of  use.    The  most  active  agent  in 
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producing  corrosion  that  I  have  been  up  against  is  locomotive 
gas.  The  character  of  coal  used  has  a  great  influence  on  the 
energy  of  the  resulting  corrosion.  Coal  or  coke  containing 
sulphur  is  much  more  destructive  than  that  which  is  free  from 
this  element.  The  effect  of  gases  is  much  greater  on  bridge 
steel  than  upon  wrought  iron.'* 

Mr.  J.  A.  L.  Waddell. — *'I  believe  that  it  is  perfectly  feas- 
ible to  take  care  of  metal  from  the  moment  it  is  rolled  until  it 
is  erected  and  painted,  in  such  a  manner  as  to  prevent  any  cor- 
rosion worth  mentioning  setting  in.  Again,  I  believe  it  is  prac- 
ticable, by  proper  care,  to  prevent  a  steel  bridge  from  ever 
rusting.  Again,  I  am  confident  that  a  bridge  properly  protected 
will  last  for  an  indefinite  length  of  time.'* 

Mr.  Aubrey  Weymouth. — **So  far  as  my  personal  experi- 
ence is  concerned,  corrosion  is  the  most  important  thing  to  be 
guarded  against.  I  recall  one  very  bad  case  of  corrosion  in 
grillage  girders  erected  in  a  high  building  down-town  of  twenty 
years  ago.  In  those  days  I  think  the  builders  were  not  so  care- 
ful to  protect  grillage  girders  with  concrete,  and  the  result 
was  that  these  girders,  when  exposed  during  the  construction 
of  an  adjoining  building,  were  found  to  be  badly  corroded. 

''The  second  case  of  corrosion  that  I  recall  is  in  a  steel 
stack  on  a  building  the  height  of  which  we  were  increasing 
several  stories.  It  seems,  however,  that  this  corrosion  from 
the  gases  is  limited  to  the  upper  three  or  four  feet  of  the  stack, 
and  when  this  portion  was  cut  away  the  remainder  was  found 
to  be  in  a  very  good  condition.  It  would  seem  to  be  good  prac- 
tice, therefore,  to  make  the  top  section  of  the  stack  somewhat 
thicker  to  allow  for  deterioration,  although  this  is  not  the 
general  practice." 

Mr.  0.  H.  Ammann. — ''There  is  at  present  no  commercial 
means  of  preventing  the  rusting  of  steel  structures  and  thus 
prolonging  their  lives,  except  by  keeping  the  steel  constantly 
well  painted,  and  if  this  is  done  properly  there  is  no  indication 
why  the  steel  should  not  last  indefinitely.  It  depends  largely 
upon  local  conditions,  particularly  on  the  presence  of  acid 
gases  or  sea  water,  as  to  how  frequently  the  paint  has  to  be 
renewed." 
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Mr.  John  C.  Naegeley. — *'K  the  steel  is  of  proper  quality, 
well  finished  at  the  rolling  mills  and  carefully  treated  at  the 
structural  shops,  particularly  in  the  matter  of  oiling  and  paint- 
ing in  shop  and  yard,  which  is  seriously  neglected  in  some 
shops,  the  conditions  which  cause  corrosion  will  be  to  a  great 
extent  prevented." 

In  a  paper  on  Protection  of  Metal  Structures,  published 
in  the  Proceedings  of  the  Engineers'  Society  of  Western  Penn- 
sylvania for  March,  1915,  Mr.  F.  H.  Fay,  consulting  engineer, 
Boston,  and  formerly  engineer  of  bridges  for  the  city  of  Boston, 
says  that  the  corrosion  of  Boston  bridges  has  been  principally 
due  to  (1)  exposure  to  locomotive  gases;  (2)  exposure  to  sea 
water;  (3)  exposure  to  surface  water  leaking  through  bridge 
floors;  (4)  over-stress  of  the  metal,  by  which  corrosion  has 
been  hastened. 

Concrete  has  proved  to  be  by  far  the  most  satisfactory 
protection  for  metal  structures  over  railroads. 

In  the  badly  corroded  and  rebuilt  Boylston  Street  Bridge 
over  railroad  tracks,  a  cast-iron  fence-post  base  was  found 
almost  intact  while  the  wrought-iron  bracket  supporting  it  was 
almost  destroyed  by  corrosion. 

It  is  probably  possible  to  build  concrete  that  will  be  dur- 
able under  alternate  exposures  to  air  and  salt  water. 

Cushman  and  Gardner  in  **  Corrosion  and  Preservation  of 
Iron  and  Steel'*  state  that  mill  scale  produced  electrical  action 
causing  rust. 

Chilled  or  hardened  steel  and  steel  stressed  above  the 
elastic  limit  are  said  to  have  increased  resistance  to  rust. 

The  ten-story  Tower  Building,  on  Broadway,  New  York, 
although  only  119  feet  high,  was  very  narrow  and  slender  in 
appearan>ce  and  was  one  of  the  first  of  its  class  to  be  erected, 
and  being  conspicuous  was  commonly  called  the  first  sky- 
scraper. All  columns  were  of  cast  iron,  20  inches  square  and 
about  IVo  inches  thick,  and  were  fireproofed  by  an  outer 
cast-iron  shell  %  inch  thick.  The  wrought-iron  floor  beams 
carried  flat  terra-cotta  arches,  which  did  not  protect  the  tops 
and  bottoms  of  the  beam  flanges.  The  beams  were,  in  the  upper 
five  stories,  supported  on  the  exterior  walls;  below  that  level 
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they  were  carried  by  wall  girders,  and  other  girders  supported 
the  brick  walls.  All  field  connections  were  made  with  wrought- 
iron  bolts  and  all  shop  connections  were  riveted.  The  steel 
was  apparently  painted  with  a  metallic  and  linseed-oil  paint. 

Bureau  of  Buildings,  Borough  of  Manhattan,  New  York, 
publishes  in  its  1914  report  several  photographs,  showing  the 
condition  of  the  structure  when  demolished. 

**One  photograph  shows  a  double  exterior  wall  column 
taken  at  the  level  of  the  fourth  story.  The  outer  shell,  especially 
near  the  foot,  was  slightly  covered  with  rust.  Rust  spots  were 
also  beginning  to  form  on  the  surface  of  the  inner  column,  prob- 
ably due  to  moisture  percolating  through  some  loose  joint.  A 
number  of  these  columns  were  examined  and  found  to  be  almost 
devoid  of  rust. 

''Another  photograph  shows  the  lower  portion  of  a  cast- 
iron  column  in  the  basement,  and  to  which  had  been  connected 
the  wind  bracing.  The  formation  of  rust  at  and  around  the 
bolts  can  be  readily  distinguished.  This  may  be  cited  as  the 
worst  case  of  rusting  in  the  Tower  Building,  and  exemplifies 
the  fact  that  corrosion  takes  place  readily  at  connections  where 
two  surfaces  come  in  contact. 

"Another  photograph  shows  the  connecting  angles,  the  sur- 
face of  which  was  entirely  covered  with  rust,  but  not  in  quan- 
tity sufBicient  to  materially  reduce  the  strength  of  the  connec- 
tion. 

**A  steel  column  and  girder  in  the  exterior  wall  of  the 
adjoining  building  (Exchange  Court),  which  was  uncovered 
during  the  demolition,  showed  a  large  rust  scale  about  1-16  inch 
thick  which  had  formed  on  the  underside  of  the  column  plate. 
The  surfaces  of  the  steel  girder  are  also  seen  to  be  badly  pitted 
in  places.  The  severe  corrosion  at  this  point  is  probably  due 
to  defective  flashing  on  the  roof  of  the  Tower  Building,  per- 
mitting water  to  percolate  through  and  enter  the  vacant  space 
between  the  independent  walls. 

"In  a  riveted  column  in  the  wall  of  Exchange  Court  Build- 
ing, almost  the  entire  surface,  rivet  heads  and  all,  was  covered 
with  rust. 

"After  a  most  careful  and  thorough  examination  of  the 
iron  work  in  this  building,  it  is  safe  to  say  that  there  was 
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practically  no  case  of  corrosion  suflSciently  advanced  to  impair 
the  strength  of  the  building.  The  following  conclusions  seem 
warranted  : 

**  Steel  and  wrought  iron  are  more  susceptible  to  corrosion 
than  cast  iron. 

"Exterior  columns  and  girders,  because  of  their  location, 
are  more  apt  to  become  affected  with  rust  than  interior  ones. 

**Rust  forms  readily  at  connections  where  two  surfaces 
come  in  contact. 

**  Beams  resting  on  brick  or  stone  work  usually  corrode 
near  the  ends. 

"If  not  properly  cleaned  of  rust  and  scales,  iron  will  cor- 
rode underneath  the  paint.  The  nature  of  paint  used  is  of  no 
greater  importance  than  the  manner  in  which  it  is  applied. 

"Cement  mortar  appears  to  neutralize  the  action  of  rust. 
When  in  close  contact  with  the  metal,  cement  mortar  forms  the 
best  protection. 

"Paint  with  linseed  oil  as  a  vehicle  saponifies  when  in 
contact  with  cement,  leaving  the  pigment  dry  and  incohesive. 
It  appears  therefore  to  be  of  little  importance  whether  the 
steelwork  is  painted  or  not,  provided  the  metal  is  thoroughly 
encased  in  mortar  or  concrete''. 

The  16-story  steel-cage  Gillender  Building,  New  York,  was 
built  in  1896  and  demolished  in  1910.  The  structural  steel  was 
painted  with  two  or  three  coats  of  metallic  linseed  oil  paint, 
and  the  columns  were  encased  in  brickwork  with  rich  cement 
mortar  fill  that  became  so  hard  it  was  removed  by  pneumatic 
tools. 

The  paint  had  all  disappeared  where  in  contact  with  the 
mortar,  and  wherever  there  was  poor  contact  between  mortar 
and  steel,  rust  had  formed  in  small  quantities.  No  rust  had 
formed  where  there  was  mortar  protection.  The  under  sides 
of  the  beam  flanges  had  commenced  to  rust.  The  worst  cor- 
rosion was  on  columns  at  the  southeast  corner,  where  moisture 
penetrated  the  brickwork. 

Mr.  A.  W.  Carpenter  reported  that  "While  some  of  the 
steelwork  showed  slight  corrosion  and  pitting,  there  was  noth- 
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ing  to  cause  any  special  apprehension  regarding  the  ability  of 
such  buildings  to  endure  for  an  indefinite  term  of  years. 

**A  covering  of  cement  mortar  protects  steel  from  cor- 
rosive influences  better  than  any  form  of  paint  at  present  in  use. 

*'It  is  important  to  paint  the  steel,  both  at  the  mill  and 
after  being  erected  at  the  building,  before  the  cement  covering 
is  applied." 

In  a  discussion  published  in  Vol.  L  of  the  Proceedings 
of  the  American  Society  of  Civil  Engineers,  Mr.  Rudolph 
Miller  described  the  condition  of  the  Pabst  Building,  New 
York.  It  was  a  steel-frame  building  completed  in  1899  and 
demolished  in  1903.  It  had  received  one  shop  coat  of  carbon 
paint  and  some  parts  had  not  been  repainted  in  the  field.  The 
interior  columns  were  fireproofed  with  terra-cotta  enclosing  an 
air  space,  and  were  very  little  rusted.  The  heads  of  rivets  and 
connections  were  the  most  rusted,  but  the  rust  was  hardly 
measurable.  The  wall  columns  were  encased  in  brick  and  were 
only  slightly  rusted.  The  floor  beams  enclosed  in  1 :2 :5  cinder 
concrete  were  remarkably  free  from  rust.  The  building  was 
erected  in  very  wet  weather,  and  the  bricked-in  wall  girders 
were  rusted  on  the  outer  flanges.  The  smoke  stack  was  covered 
with  rust,  although  the  wire  reinforcement  in  its  asbestos  jacket 
was  bright. 

The  records  of  the  Bureau  of  Buildings,  New  York,  state 
that  the  steel-frame  Hoffman  House  and  Albemarle  Hotel  were 
completed  in  December,  1907,  and  demolished  in  July,  1915. 
They  had  brick  walls,  terra-cotta  arch  floors  and  cinder-concrete 
fill,  terra-cotta  jackets  for  interior  columns  and  4-  and  8-inch 
brickwork  around  exterior  columns.  The  structural  steelwork 
was  painted  two  coats  and  '*was  in  most  places  intact  without 
the  slightest  sign  of  corrosion''.  The  worst  case  of  rust  was  of 
columns  in  exposed  outer  wall  where  moisture  collected  in 
open  spaces  between  face  bricks  and  brick  backing.  The 
worst  rusting  was  at  and  near  connections,  but  was  not  bad 
enough  to  impair  the  strength. 

Sheet  piles  driven  in  very  wet  ground  around  the  founda- 
tions of  the  Hoffman  House  were  found  unrusted  when  removed 
eight  years  later. 
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The  records  of  the  Bureau  of  Buildings,  New  York,  de- 
scribe cast-iron  columns  enclosed  in  brickwork  and  supporting 
coal  bunkers  above  the  boilers  in  a  boiler  house  on  55th 
Street,  which  after  25  years*  service  were  found  to  be  badly 
rusted  to  a  maximum  depth  of  %  inch  for  a  distance  of  4  feet 
above  the  bases.  This  was  considered  due  to  the  penetration 
of  steam  through  the  porous  brickwork,  as  the  exposed  upper 
portions  of  the  columns  which  were  painted  were  not  rusted. 

A  paper  presented  by  Mr.  Clifford  Older  to  the  Illinois 
Society  of  Engineers  and  Surveyors  in  1914  states  that  in  Illi- 
nois serious  damage  from  corrosion  results  from  neglect  to  paint 
highway  steel  bridges  after  their  acceptance.  This  is  aggra- 
vated by  the  use  of  salt  to  thaw  the  snow  and  ice  and  by  the 
appreciable  amount  of  acid  contained  in  the  soil  in  many 
places,  which  accelerates  the  corrosion  wherever  dirt  lodges  in 
contact  with  the  steel  and  causes  the  complete  destruction  of 
14-inch  plates  in  ten  or  twelve  years.  The  initial  coat  of  paint 
affords  protection  for  only  two  or  three  years.  In  five  years 
of  service  the  horizontal  flanges  of  4  x  6  x  i^-inch  girder  lower- 
chord  angles  which  support  wooden  floor  beams  were  entirely 
destroyed  by  corrosion. 

Frequently  the  formation  of  rust  between  the  cover  plates 
and  flanges  of  compression  members,  swelling  to  about  double 
the  original  volume  of  the  metal,  develops  sufiicient  force  to 
open  cracks  ^4  i^^ch  thick  and  buckle  the  cover  plates  between 
rivets. 

A  large  proportion  of  the  rivets  in  the  ribs  of  a  234-ft. 
wrought-iron  arch  span,  built  in  1869  across  the  Pox  River  at 
Ottawa,  Illinois,  were  destroyed  by  corrosion,  which  expanded 
the  riveted  joints  so  as  to  break  the  rivet  shanks  by  tension  or 
pull  off  their  heads,  although  the  bridge  had  been  kept  reason- 
ably well  painted. 

A  120-ft.  plate  girder  span  in  Boston  was  kept  in  service 
until  the  web  plates  were  full  of  large  and  small  holes  and  the 
remaining  metal  was  so  much  softened  that  much  of  it  could 
be  knocked  out  with  a  small  hammer. 

The  U.  S.  Lightship  71,  which  was  built  in  1897,  was 
anchored  off  Cape  Hatteras,  and  after  11  years  was  found  to 
have  had  8400  4-inch  bolts  destroyed  by  electrolysis. 
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ELECTROLYSIS. 

Ittr.  Q.  A.  Orrok. — **I  have  only  a  few  examples  of  the 
effect  of  electrolysis  in  mind,  as  most  of  the  electrolytical 
actions  which  have  been  reported  are  in  my  opinion  not  electro- 
lytical, but  simply  chemical.  As  to  the  chemical  action  of 
water,  moisture  and  other  things  on  steel,  of  course,  we  have 
many  examples.  To  put  it  into  few  words,  I  have  never  had 
any  cases  of  serious  steel  corrosion  which  could  not  be  traced  to 
ordinary  simple  chemical  reasons  and  prevented  by  the  proper 
precautions  against  moisture''. 

Mr.  0.  H.  Ammann. — ^''Electrolytic  corrosion  of  steel  is  an 
established  fact ;  it  is  particularly  active  where  steel  is  in  con- 
tact with  water  or  humid  air.  The  corrosion  always  takes 
place  at  the  anode.  This  action  can  however  be  prevented  by 
keeping  the  steel  well  painted.  Certain  paints  are  claimed  to 
be  especially  adapted  for  protection  against  electrolytic  cor- 
rosion, but  there  is  as  yet  not  sufl5cient  proof  available''. 

Ittr.  0.  E.  Fowler. — ^''Electrolysis,  while  not  an  ordinary 
form  of  corrosion,  should  be  mentioned  briefly,  as  it  is  of  great 
interest  to  city  engineers  in  particular.  Where  the  return  cir- 
cuit of  an  electric  railway  is  made  through  the  rails,  consider- 
able current  leaks  out  where  the  bonding  is  poor". 

"Mt,  J.  A.  L.  Waddell. — ^"I  am  not  sufficiently  conversant 
with  this  matter  to  give  information  of  much  value.  Certainly 
every  precaution  should  be  taken  to  protect  metal-work  on 
bridges  from  electrolysis". 

Mr.  A.  W.  Buel. — ^"As  confirming  the  theory  of  electrolysis 
as  caused  by  the  magnesia  content  of  steel,  I  might  refer  to  the 
fact  that  old  wrought-iron  bridges  built  thirty  or  forty  years 
ago  in  Ocean  County,  New  Jersey,  were  still  in  fairly  good 
condition  after  steel  bridges  of  much  more  recent  date  had 
nearly  rusted  away.  You  may  also  look  up  the  remarkable 
preservation  of  the  wrought-iron  links  of  the  Newburyport, 
Mass.,  suspension  bridge,  built  in  1810". 

Mr.  P.  K.  Harris. — ^"  There  have  been  some  discussions  on 
the  theoretical  phase  of  corrosion  in  the  Naval  Institute,  the 
latest  and  most  accepted  being  that  it  is  due  to  electrolytic 
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action,  depending  upon  the  difference  of  potentials  in  various 
parts  of  the  plate  or  structural  work,  perhaps  traceable  to  in- 
herent differential  stressed  condition  of  the  metal,  brought 
about  in  process  of  rolling  or  fabrication,  electrical  interchange 
occurring  through  the  salt  water  as  a  medium,  the  impurities 
in  the  iron  or  steel  figuring  largely  in  the  corrosive  tendency  of 
the  material". 

An  article  published  in  the  Engineering  Record  of  January 
8,  1910,  says  that  the  track  spikes  in  a  railroad  bridge  pene- 
trated through  the  ties  about  to  the  surfaces  of  the  stringer 
flanges,  eventually  making  contact  in  many  places  and  causing 
a  heavy  leakage  of  electricity,  sufficient  to  char  the  wood  and 
make  holes,  some  of  them  extending  entirely  through  the 
flanges.  One  of  them  had  a  diameter  of  2  inches  and  a  long 
steel  stalactite  depending  from  it.  There  were  many  shorter 
stalactites  and  many  of  the  spikes  had  their  lower  parts  eaten 
off.  Computations  showed  that  the  injury  to  the  stringers 
reduced  the  safe  loads  from  50  tons  to  43  tons.  A  careful  exami- 
nation of  the  bridge  two  years  before  this  trouble  was  dis- 
covered disclosed  no  indications  of  deterioration. 

ALTERNATE  WETTING  AND  DRYING. 

Mr.  J.  P.  Snow. — **I  have  had  considerable  experience  with 
steel  and  iron-work  submerged  in  brackish  sea  water.  This 
went  under  water  twice  a  day  with  each  tide.  It  was  exposed 
to  the  air  somewhat  longer  than  it  was  submerged.  In  this 
situation  there  was  but  little  difference  in  durability  between 
iron  and  steel.  Neither  corroded  so  rapidly  as  steel  exposed 
to  engine  gases". 

Mr.  Jonathan  Jones. — ' '  I  have  seen  galvanized  steel  sheet- 
ing rot  out  in  a  very  few  years  where  a  bad  detail  around  a 
window  kept  water  lying  on  it  after  a  rain,  whereas  those  por- 
tions which  were  quickly  drained  showed  little  deterioration 
in  the  same  time". 

Mr.  J.  A.  L.  Waddell. — ^''Alternate  wetting  and  drying 
deteriorates  metal  most  rapidly.  From  what  I  can  learn,  steel 
constantly  submerged  in  salt  water  may  deteriorate  more  or 
less  rapidly,  depending  upon  the  temperature  of  the  water ;  but 
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that  constantly  submerged  in  fresh  water  is  attacked  very 
slowly,  if  at  all. ' ' 

PREPARING  STEEL  SURFACE  FOR  PROTECTION. 

In  order  to  insure  proper  adhesion  and  efficiency  of  the 
protecting  film,  it  is  necessary  to  have  the  surface  of  iron  or 
steel  perfectly  dry  and  clean  and  free  from  rust  or  scale.  Paint- 
ing, galvanizing,  dipping,  etc.,  therefore,  should  be,  and  usually 
are,  preceded  by  washing,  brushing,  scraping,  pickling  or  sand 
blasting  the  metal  and  sometimes  by  heating  it. 

Professor  0.  D.  Marx.— *' Between  1905  and  1907  the  Pacific 
Improvement  Co.  laid  a  new  22-inch  steel  main  at  Monterey, 
California.  Mr.  Thomas  B.  Hunter  was  engineer  in  charge  and 
I  acted  as  consulting  engineer.  The  specifications  as  drawn 
up  contained  the  following  clause : 

All  plates  and  rivets  must  be  free  from  rust,  and  be  kept  under 
cover  from  the  time  of  manufacture  of  the  plates  until  the  completed 
pipe  is  dipped.  In  case  of  accidental  rusting  during  transportation,  or 
manufacture  of  the  plates,  or  manufacture  of  the  pipe,  the  rust  must  be 
at  once  removed  by  brushing  with  stiff  brushes  and  scrubbing  with  dilute 
acid,  following  by  mopping  or  brushing  with  saturated  solution  of  soda, 
or  suitable  alkali  to  remove  the  acid.  The  alkali  must  then  be  thor- 
oughly washed  off  and  the  plate  or  pipe  thoroughly  dried. 

**The  method  prescribed  for  cleaning  off  rust  was  tried. 
The  cleaning  with  wire  brushes  is  not  satisfactory,  as  it  will 
not  take  out  all  the  rust  from  ** pitted"  spots,  and  in  the  main, 
takes  off  only  the  surface  of  the  rust.  In  other  cases,  the  rusty 
steel  was  swabbed  with  dilute  muriatic  acid,  and  afterwards 
neutralized  with  slaked  lime  solution.  In  spite  of  all  precau- 
tions of  washing  off  the  lime  and  then  drying,  the  rusting  took 
place  faster  after  the  treatment  than  before,  and  even  some  of 
the  original  rust  remained  in  places  when  exceptionally  thick. 
The  method  of  dipping  in  a  pickling  vat  was  not  tried  because 
of  lack  of  facilities. 

*'It  was  afterwards  found  that  dilute  sulphuric  acid  would 
dissolve  the  rust  very  satisfactorily. 

**At  the  time  of  the  great  fire  of  April  18,  1906,  all  the 
steel  necessary  to  finish  the  contract  was  on  hand.  The  piles 
of  steel,  a  carload  or  more  in  a  pile,  evidently  did  not  beat 
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through,  though  the  top  sheets  and  the  edges  of  the  projecting 
sheets  were  burnt  and  warped.  No  water  whatever  was  thrown 
on  the  shop  and  contents  at  any  stage  of  the  fire. 

'*  However,  the  piles  remained  without  protection  from 
the  rains  for  several  months,  pending  reconstruction  of  the 
works,  and  were  badly  damaged  by  rust.  The  firm  purchased 
a  sand-blast  outfit  at  the  request  of  the  inspector,  and  about 
3000  sheets  were  cleaned  perfectly  by  this  means.  A  few  notes 
on  this  method  may  not  be  amiss. 

**When  kept  indoors  after  cleaning,  provided  an  efficient 
water  trap  is  used  with  the  machine,  steel  cleaned  by  sand- 
blast method  will  not  become  seriously  rusted  for  from  one  to 
four  weeks  or  more,  depending  upon  the  humidity. 

**Air  pressure  of  40  lbs.  per  sq.  in.  was  found  by  experience 
to  be  the  most  efiicient  for  steel,  all  things  considered.  The 
machine  was  a  16-inch  Buckeye.  It  was  originally  a  single- 
nozzle  machine,  using  a  large  sand  hose,  1^  inch.  By  having 
a  Y  pipe  made,  it  was  arranged  for  a  double  nozzle,  and  ordi- 
nary %-inch  garden  hose  was  used,  with  home-made  nozzle  tips 
and  holders. 

**The  light  hose  is  more  easily  manipulated  than  the  large 
stiflf  hose.  The  nozzle  tips  gave  much  trouble.  Case-hardened 
steel,  cast  iron,  semi-steel,  rubber,  white  iron  and  hardened 
tool  steel  were  used,  the  latter  giving  the  best  satisfaction. 
The  opening  through  these  tips  was  ^  inch. 

* '  The  machine  used  about  100  cu.  ft.  of  free  air  per  minute 
at  40  lbs.  pressure.  The  capacity  of  the  sand  tank  was  3  cu.  ft. 
but  should  be  greater,  as  too  many  stops  are  necessary  for 
filling.  The  sand  should  be  dry,  free  from  dirt  and  slivers,  and 
should  be  sized  through  a  10-mesh  screen.  It  should  be  hard 
quartz  if  possible. 

**Some  means  of  catching  the  sand  should  be  provided,  as 
it  can  be  used  several  times  over  before  it  becomes  too  finely 
pulverized.  Beach  sand  is  hard  enough,  but  the  grains  are  too 
light  to  strike  with  force  enough  to  be  efficient.  Sand  from  the 
Presidio  Beach,  San  Francisco,  proved  to  be  the  best  on  the  city 
market,  as  it  is  coarse  and  suflSciently  hard  to  produce  good 
results. 


LIFE  OF  IRON  AND  STEEL  STRUCTURES  423 

*'Two  men,  each  using  a  sand  hose,  averaged  31  sheets 
cleaned  on  both  sides  per  day,  at  a  cost  of  labor  of  25  cts.  per 
sheet,  working  by  piece  work. 

**It  is  of  great  importance  that  an  efficient  water  trap  be 
placed  in  the  air  pipe  supplying  the  machine.  If  a  delay  is 
expected  before  the  steel  is  dipped  in  the  protecting  coating, 
it  is  well  to  oil  or  grease  the  bright  surfaces  left  by  the 
sand-blast.  This  is  easily  done  with  an  oily  rag ;  but  if  possible, 
however,  it  should  be  avoided,  as  it  makes  subsequent  handling 
in  the  shop  very  unpleasant  and  also  often  causes  trouble  by 
slipping  in  the  curving  rolls'*. 

Mr.  A.  W.  Buel. — **I  believe  in  the  sand  blast  under  cer- 
tain circumstances,  but  it  is  absolutely  essential  that  the  first 
coat  of  paint  be  applied  immediately  before  the  clean  surface 
has  lost  its  brightness.  My  experience  with  wire  brushing  is 
that  it  is  almost  impossible  to  get  it  done  thoroughly,  and  if  it 
were  done  thoroughly,  it  would  be  very  expensive". 

Mr.  J.  A.  L.  Waddell. — ^**If  not  applied  too  vigorously, 
sand  blast  is  all  right  for  cleaning  metal  work.  Acid  bath  also 
may  be  useful  in  cleaning,  but  all  acid  should  be  removed  by 
washing  with  water.  Wire  brushing,  if  applied  thoroughly, 
is  beneficial  in  cleaning  metal,  and  I  do  not  believe  that  the 
brushing  has  any  material  tendency  to  wear  oflf  any  of  the 
metallic  surface". 

Bfr.  0.  E.  Fowler. — '  *  The  lack  of  thorough  cleaning  of  steel 
in  the  shop  before  painting  is  a  very  fruitful  cause  for  the 
beginning  of  corrosion,  and  the  lack  of  thorough  cleaning  of 
structures  when  they  are  being  repainted  is  also  another  very 
fruitful  cause  of  trouble.  The  writer  has  in  mind  one  bridge, 
where,  after  only  four  years  of  service,  it  has  rusted  so  as  to 
necessitate  very  drastic  treatment  in  repainting — due  to  the 
fact  that  it  was  repainted  over  the  old  paint  without  having 
been  properly  cleaned". 

In  47  replies  to  a  circular  issued  by  the  American  Railway 
Engineering  Association  asking  particulars  about  the  use  of  the 
sand  blast  for  cleaning  iron  and  steel  preparatory  to  painting 
it,  one  railroad  had  used  it  extensively  and  liked  it ;  seventeen 
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railroads  approved  its  use ;  three  disapproved  its  use ;  ten  con- 
sidered it  too  expensive ;  one  objected  because  it  leaves  a  rough 
surface ;  and  one  disapproved  because  in  unskilled  hands  it  cuts 
the  metal. 

Mr.  A.  D.  Plinn's  notes  on  pickling  large  steel  pipes  at  the 
works  of  the  East  Jersey  Pipe  Co.  state  that  48-inch  pipes,  30 
feet  long,  are  dipped  15  to  20  minutes  in  wooden  tanks  contain- 
ing 3  to  7%  of  66  degrees  Baume  sulphuric  acid  at  180  degrees 
temperature,  then  washed  two  or  three  minutes  in  a  water  tank, 
heated  in  an  oven  and  dipped  in  Sarco.  These  notes  also  de- 
scribe the  method  of  pickling  steel  plates  in  the  U.  S.  Navy 
Yard,  Brooklyn,  where  plates  are  pickled  24  hours  in  wooden 
tanks  <!ontaining  a  solution  of  230  gallons  of  muriatic  acid  to 
2618  gallons  of  water,  at  120  degrees  Pah.  They  are  then 
washed  20  minutes  in  lime  water  and  stored  until  used,  when 
the  rust  is  brushed  off.  About  one  half  of  the  rust  can  be 
removed  and  costs  about  %  cent  per  square  foot.  The  pickled 
surfaces  rusted  uniformly,  while  unpickled  angles  riveted  to 
them  were  very  rough  with  small  rust  pits. 

PAINTING  AND  PAINTS. 

The  United  States  ship  canal  at  Panama  is  commanded 
by  46  pairs  of  hollow  steel  lock  gates  which  are  much  the 
largest  and  most  important  ever  constructed.  They  are  65 
feet  wide,  up  to  82  feet  high,  have  a  total  weight  of  58,582  tons, 
and  cost  more  than  $7,000,000.  They  are  intended  as  much  as 
possible  for  perpetual,  uninterrupted  service  and  no  cost  or 
pains  were  spared  in  the  design,  construction  or  methods  of 
protection  to  secure  for  them  the  most  complete  preservation 
against  corrosion  and  the  longest  possible  life. 

The  gates  were  designed  and  constructed  under  the  direc- 
tion of  Mr.  Henry  Goldmark,  who  was  eminently  qualified 
for  the  very  responsible  work  by  his  previous  experience  in  the 
design  of  large  lock  gates  and  by  many  years  of  practice  as  a 
bridge  and  structural  engineer.  The  provisions  adopted  to  pre- 
vent corrosion  of  steel  under  exceptionally  severe  conditions 
were  intended  to  be  the  most  efficient  that  could  be  devised, 
with  the  information  and  facilities  available  at  this  time  to  the 
unlimited  resources  of  the  government,   and  are  clearlj^  de- 
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scribed  by  Mr.  Qoldmark  in  the  following  statement  written  for 
this  paper : 

**The  protection  of  metallic  lockgates  from  corrosion  is  a 
matter  of  much  importance,  as  the  replacing  of  the  gates  is 
difficult  and  expensive.  The  problems  encountered  are  more 
nearly  those  met  with  in  ships  than  in  bridges  or  similar  struct- 
ural work.  Part  or  all  of  the  exterior  surfaces  of  the  gates  are 
immersed,  either  permanently  or  for  a  part  of  the  time,  in  salt 
or  fresh  water. 

**In  gates  with  flotation  chambers,  the  conditions  in  the 
interior  are  similar  to  those  in  the  double  bottoms  and  other 
small  compartments  in  vessels. 

**The  entire  outside  of  gates  is  accessible  only  when  the 
locks  are  unwatered.  There  is  no  special  difficulty  in  main- 
taining or  renewing  the  exterior  paint,  but  the  interference 
with  the  use  of  the  locks  is  of  course  undesirable  and,  hence, 
even  for  the  outside  surfaces  it  is  important  to  secure  a  coat 
which  will  last  as  long  as  possible  without  renewal.  However, 
as  stated  by  Naval  Constructor  Williams,  U.  S.  Navy  (Transac- 
tions American  Society  Naval  Engineers,  May,  W12),  *'One 
practically  never  hears  of  a  steel  ship  that  has  a  hole  in  its  bot- 
tom plating  due  to  corrosion  from  the  outside".  Similarly,  with 
ordinary  care  and  inspection,  the  exterior  surfaces  of  gates  do 
last  almost  indefinitely,  some  gates  over  forty  or  fifty  years 
old  remaining  today  in  perfect  condition. 

**0n  the  other  hand  the  interior  surfaces  of  the  gates  are 
very  difficult  of  access  and  in  many  locations  the  atmosphere, 
being  hot  and  humid,  is  very  severe  on  any  coating  that  may  be 
applied.  It  is  difficult  to  get  men  to  do  careful  work  in  these 
confined  spaces  and  the  work  of  supervision  and  inspection  is 
also  likely  to  be  slighted. 

"As  a  matter  of  fact,  no  one  paint  has  proved  entirely 
satisfactory  on  the  interior  of  lock  gates.  Various  carbon 
paints,  bituminous  coatings  as  well  as  ordinary  red  lead,  graph- 
ite and  other  paints  have  been  used  with  varying  success. 

'*Much  depends,  of  course,  on  the  character  of  the  water, 
the  prevailing  temperature,  etc.;  but  even  under  the  most 
favorable  circumstances,  frequent  repainting  has  as  a  rule  been 
necessary. 
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In  Panama  the  conditions  were  seen  from  the  beginning 
to  be  unfavorable.  The  temperature  of  the  air  as  well  as  the 
water  is  always  high,  the  former  rarely  dropping  below  70** 
and  the  latter  below  80**.  Skilled  labor  is  expensive,  so  that 
repainting  will  always  cost  more  than  in  the  temperate  zones. 
The  locks  are  to  be  operated  throughout  the  year,  so  that  re- 
painting would  interfere  seriously  with  traffic,  although  the 
twin  system  of  locks  would  reduce  this  trouble  somewhat. 

'*It  was  thought  justifiable,  even  at  greatly  increased  cost, 
to  select  a  coating  which  promised  to  have  the  longest  possible 
life. 

**The  writer's  attention  was  directed  to  the  so-called  Bitu- 
mastic  Enamels  which  have  been  used  for  many  years  for  cer- 
tain parts  in  the  interior  of  ships,  which  are  exposed  to  espec- 
ially unfavorable  conditions.  These  coatings  are  proprietary 
compounds,  the  exact  composition  of  which  has  not  been  made 
public,  although  the  chemical  composition  shows  that  they  are 
coal-tar  products,  usually  with  some  asphaltic  mixture.  They 
are  applied  in  situ  when  in  a  hot  molten  condition  by  experts. 
It  is  required  that  the  metal  surfaces  be  thoroughly  cleaned. 
The  first  coat,  the  so-called  bitumastic  solution,  is  applied  cold. 
The  enamel  cannot  be  applied  successfully  over  red  lead  or 
other  paints. 

**In  view  of  the  excellent  results  obtained  with  this  coat- 
ing in  the  United  States'  and  other  navies,  also  in  merchant 
ships  and  in  certain  dredges  at  work  on  the  Panama  Canal, 
the  entire  interior  of  the  lock  gates  was  covered  with  bitumastic 
enamel.  The  contractors  guarantee  under  bond  to  keep  the 
interior  in  good  condition  for  five  years. 

**This  material  was  not  specified  for  the  outside  surfaces, 
as  it  had  never  been  used,  previously,  except  in  interior  com- 
partments. On  the  exterior  surfaces  it  was  intended  to  follow 
common  practice  and  two  heavy  coats  of  red-lead  paint,  covered 
by  a  third  coat,  the  nature  of  which  was  left  open  for  further 
consideration,  were  specified. 

**The  conditions  which  were  found  to  prevail  after  the 
locks  were  put  into  operation  were  in  some  respects  more 
severe,  and  in  others  less  so,  than  had  been  expected.    The  vege- 
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tation  which  was  submerged  in  forming  Gatun  Lake  produced 
large  quantities  of  sulphurous  tri-oxide  (SOg)  and  carbonic 
di-oxide  (CO2).  The  red-lead  paints  with  a  finishing  coat  of 
graphite  paint  which  had  been  put  on  the  gates  first  erected 
suffered  severely  after  being  immersed  only  two  months  or  so. 
It  was  therefore  decided  to  make  an  extended  trial  of  several 
different  types  of  paint.  In  the  Gatun  Locks  all  gates  except 
those  in  salt  water  were  given  two  coats  of  red-lead  paint 
covered  by  two  coats  of  a  graphite  paint,  containing  about  50% 
of  red  lead,  while  the  lower  guard  gates  and  lower  gates  re- 
ceived a  coat  of  U.  S.  N.  anti-corrosive  paint,  over  the  red  lead, 
covered  by  a  final  coat  of  anti-fouling  paint.  In  Pedro  Miguel 
Locks  several  coats  of  a  well  known  brand  of  damp-proof  paint 
were  used;  and  at  Miraflores,  ''Inertol*',  a  bituminuous  paint, 
applied  cold  was  employed,  except  for  the  lower  gates  and 
lower  guard  gates,  which  were  treated  like  those  at  Gatun. 
Experience  up  to  the  present  time  shows  that  none  of  these 
paints  can  be  counted  upon  to  give  satisfactory  protection 
below  the  low-water  line  in  the  water  of  Gatun  Lake.  It  is 
understood  that  steps  have  already  been  taken  for  substituting 
bitumastic  enamel  at  Gatun,  as  this  compound  has  so  far  proved 
a  perfect  protection,  both  to  the  inside  and  outside  of  the  gates. 
Its  high  price  is,  of  course,  a  serious  objection,  but  under  the 
conditions  prevailing,  its  adoption  seems  to  be  entirely  jus- 
tified. 

'*At  the  structural  shop  where  the  lock  gates  were  fab- 
ricated great  pains  were  taken  to  have  the  surface  of  the  steel 
thoroughly  clean  and  free  from  rust  when  painted.  To  this 
end  special  pickling  and  washing  tanks  were  provided  in  which 
a  large  quantity  of  the  separate  plates  and  angles  were 
treated  as  soon  as  convenient  before  fabrication,  and  an  ex- 
tensive sand-blasting  plant  was  installed  by  which  riveted 
portions  of  the  gates  were  thoroughly  cleaned  at  the  latest 
practical  moment  before  painting." 

Mr.  P.  K.  Harris. — ^''In  the  work  that  has  come  under  my 
observation,  either  outside  or  in  connection  with  my  regular 
duties  in  the  Corps  of  Civil  Engineers  of  the  Navy,  I  have  no 
information  or  observation  of  value  to  give  to  you  on  structural 
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steel  used  in  building  construction,  other  than  perhaps  com- 
ment on  our  standard  specification  for  painting,  which  until 
recently  called  for  removal  of  mill  scale  by  wire-brushing,  a 
shop  coat  of  red  lead,  and  two  protective  coats  in  the  field  of 
white  lead  and  pigment  or  graphite  paint. 

**In  recent  years,  in  instances,  the  shop  coat  has  been 
changed,  permitting  the  use  of  silica  or  cement  paint  of  inert 
character.  Recently,  at  the  New  York  Yard,  structural  steel 
of  the  coaling  plant,  which  had  not  been  repainted  in  more  than 
two  years,  showed  rust  marks.  This  plant  was  repainted  with 
one  coat  of  such  paint,  the  paint  used  being  **Toxement",  a 
proprietary  paint  manufactured  by  Toch  Brothers,  of  New 
York,  the  second  coat  being  the  same  company's  R.  I.  W.  49. 
Similar  paint  was  used  on  the  heavy  cranes  of  the  Yard. 

**The  Bureau  of  Yards  and  Docks  at  Washington  has  had 
some  experience  in  the  protection  of  structural  steel  wireless 
towers.  In  many  instances  these  are  located  in  tropical  cli- 
mates, although  they  have  not  been  in  existence  long  enough 
to  give  much  data  of  value.  The  wireless  station  at  San  Juan, 
Porto  Rico,  came  under  my  jurisdiction  as  Public  Works  Officer 
at  New  York.  The  painting  was  done  with  a  shop  coat  of  red 
lead  and  a  finishing  coat  of  standard  torpedo-boat  green,  and 
within  a  year  after  completion  the  work  showed  rusting  and 
pitting. 

**My  observations  in  Cuba  and  in  other  tropical  locations 
indicate  that  the  temperature  and  humidity  serve  to  greatly 
accelerate  corrosion  of  steel  and  iron,  which  made  it  extremely 
difficult  to  find  a  satisfactory  protective  coating.  Light  tools, 
such  as  iron  shovels,  were  entirely  destroyed  within  two  years. 
Spiral-riveted  dredge  pipe,  originally  coated  with  one  coat  of 
asphalt  varnish,  pitted  and  corroded  through  within  two  years. 
Corrugated  galvanized  iron,  in  use  for  buildings,  would  last 
longer,  but  its  life  is  considerably  less  than  in  the  United 
States. 

'*In  steel  walls  immersed  in  water,  especially  sea  water, 
cases  coming  under  my  immediate  observation  and  supervision 
are  dry  dock  caissons  or  gates.  The  gate  of  Dry  Dock  No.  4 
at  the  New  York  Yard  was  painted  with  red  lead.    Within  one 


LIFE  OP  IRON  AND  STEEL  STRUCTURES  429 

year  after  its  arrival  and  use  in  the  dock,  the  exterior  surfaces 
showed  general  corrosion,  spotting  and  pitting  through  the 
protective  painting. 

**The  caisson  was  docked,  old  paint-work  chipped  and 
wire-brushed  and  the  caisson  given  one  coat  of  **Toxeinent" 
and  two  coats  of  R.  I.  W.  49.  After  two  years  the  surfaces  were 
in  fair  condition,  showing  some  corrosion.  There  is  some  acid 
present  in  the  East  River  water.  Caissons  of  the  other  three 
docks  show  slight  corrosion  and  require  repainting  about  every 
two  years.  Exterior  corrosion  has  never  been  advanced  enough 
to  seriously  aflfect  the  life  of  the  structure.  Interior  compart- 
ments of  caissons,  which  are  constantly  being  flooded  and 
pumped  out  to  raise  and  lower  the  caissons  when  using  the  dry 
docks,  show  corrosion.  Some  of  the  compartments  have  been 
coated  with  '"ballast  tank  coating",  a  thick  crude  oil,  which 
is  satisfactory  when  new  but  requires  renewal  annually. 

*'The  best  method  of  protection  is  by  coating  the  interior 
with  bitumastic  compound.  The  composition  of  this  material 
is  of  importance  but  is  only  secondary  to  the  proper  application 
of  it.  To  apply  this  material  successfully,  steel  plates  must  be 
cleaned  by  a  covering  of  liquid  preparation.  This  is  followed 
with  the  bitumastic,  which  must  be  Heated  to  apply  it.  The 
material  must  be  applied  when  the  walls  are  both  clean  and 
dry.  Ventilation  of  the  interior  structure  is  necessary  for  the 
health  and  comfort  of  the  men  working  in  the  compartments 
and  also  for  the  purpose  of  preventing  condensation  and 
sweating. 

*'The  cost  of  this  covering  ranges  from  six  to  seven  dollars 
per  ton  of  structural  steel  involved.  It  is  in  general  use  for 
protecting  interior  compartments  of  ships.  There  are  substi- 
tutes on  the  market,  but  no  satisfactory  ones  that  I  know  of. 
The  interior  compartments  of  the  floating  dry  dock  ** Dewey" 
have  been  covered  with  this  preparation.  The  floating  dry 
dock  at  Erie  Basin,  South  Brooklyn,  with  steel  wing  walls, 
has  the  interior  walls  coated  with  such  compound,  in  which 
particular  case  it  was  a  failure.  The  corrosion  in  the  interior 
of  this  dock  after  about  seven  or  eight  years  of  use  was  very 
advanced.    In  the  particular  instance,  I  believe  the  failure  was 
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due  to  doing  the  work  improperly — that  is,  using  the  dock  and 
wetting  the  walls  before  completing  the  coating. 

'*In  steel  ship-building  generally,  the  steel  plates,  as  you 
are  aware,  are  first  pickled,  which  consists  in  immersing  the 
plates  in  a  bath  of  dilute  acid  and  then  washing  these  off  to 
remove  the  acid.  The  purpose  of  the  pickling  is  to  remove  aU 
mill  scale.  Interiors  of  hulls  are  painted  with  red  lead  and 
with  white  lead  or  zinc  or  given  a  coat  of  bitumastic  compound, 
or  in  some  cases  some  type  of  ** ballast  tank  coating*'  of  crude 
oil  is  used. 

**  Exterior  of  steel  hulls  is  supposed  to  be  painted,  if  pos- 
sible, semi-annually,  the  painting  being  for  two  purposes: 
first,  prervention  of  corrosion;  second,  prevention  of  fouling — 
that  is,  adherence  of  marine  growth  in  the  bottom.  Gen- 
erally two  coats  of  paint  are  used :  first,  an  anti-corrosive  paint, 
and  over  this  an  anti-fouling  paint.  The  anti-fouling  paint 
used  in  the  naval  service  deteriorates  rapidly  when  exposed  to 
the  atmosphere,  and  it  is  only  put  on  shortly  before  a  hull  is 
placed  in  the  water.  Extensive  experiments  have  been  made 
with  a  view  to  securing  satisfactory  paints.  Various  types  of 
anti-corrosive  and  anti-fouling  paints  for  ships'  bottoms  are 
on  the  market,  the  most  satisfactory  apparently  being  of  Euro- 
pean manufacture''. 

Mr.  Louis  J.  Affelden. — ^**  There  is  nothing  unusual  about 
the  durability  and  preservation  of  steel  in  barges.  If  they  are 
properly  protected  by  paint,  both  inside  and  out,  the  metal  will 
be  preserved  just  as  well  as  in  any  other  steel  structure.  I 
would  not  attempt  to  state  what  this  covering  should  be,  al- 
though the  specification  for  paint  usually  requires  red  lead  and 
linseed  oil". 

Mr.  J.  A.  L.  Waddell. — **  Asphalt  makes  a  very  good  pro- 
tection, as  does  also  graphite  if  properly  applied". 

Mr.  0.  H.  Anunann. — ''There  are  many  equally  good  paints 
on  the  market,  but  their  efiiciency  depends  very  largely  upon 
the  manner  of  application.  Unfortunately,  incompetent  labor 
is  rather  the  rule  than  the  exception.  It  is  very  important  that 
the  steel  be  thoroughly  clean,  free  from  dust  and  absolutely 
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dry,  4;onditions  which  are  not  always  observed;  conscientious 
supervision  is  necessary  to  insure  this". 

Mr,  A.  W,  Buel. — ''My  experience  with  asphalt  and  graph- 
ite paints  has  not  been  as  satisfactory  as  with  red  lead  and 
oxide  of  iron.  A  few  years  ago  it  was  impossible  to  get  red 
lead  more  than  about  68  percent  pure.  Now  we  get  a  red  lead 
98  percent  pure.  This  makes  a  wonderful  diflference,  because 
the  old  red  lead  contained  thirty  or  more  percent  of  litharge, 
which  combined  with  the  oil  to  form  a  soap.  The  new  ''Dutch 
Boy"  red  lead  runs  over  98  percent  pure,  is  the  finest  known 
pigment  except  perhaps  a  lamp  black,  and  does  not  contain 
suflScient  litharge  to  chemically  change  the  oil.  My  belief  is 
this  is  the  best  paint  up  to  date". 

Mr.  H.  D.  Bush. — "Pipe  which  has  been  dipped  in  asphalt 
lasts  a  long  time  in  the  ground.  The  Allegheny  City  60-inch 
(^-inch  plate)  riveted  pipe  was  coated  with  Dr.  Sabins'  baked 
enamel,  which  was  apparently  a  perfect  protection.  I  noticed, 
however,  that  after  this  pipe  had  been  tested  in  the  field,  pipe 
being  filled  with  water  under  pressure,  that  when  the  water 
was  let  out  there  were  thousands  of  little  pin  holes  in  this  coat- 
ing, which  very  quickly  showed  minute  signs  of  rust". 

Mr.  A.  F.  Robinson. — "As  to  preservative  coatings  in  the 
ordinary  sense,  the  investigations  and  reports  of  Committee 
D-1,  on  Preservative  Coatings  for  Structural  Materials,  of  the 
American  Society  for  Testing  Materials,  are  believed  to  em- 
body the  most  complete  and  authoritative  information  on  this 
subject". 

The  Proceedings  of  the  American  Railway  Engineering 
Association  for  1915  describe  paint  tests  of  steel  plates  and  on 
successive  panels  of  a  bridge  over  the  Susquehanna  River  at 
Havre  de  Grace,  which  were  commenced  in  1906  and  com- 
pleted in  1914.  The  conclusions  presented  are:  (1),  six  or 
eight  years'  protection  may  be  obtained  from  commercial  paints 
when  properly  applied  in  three  field  coats  to  carefully  cleaned 
bridge  surfaces  (possibly  excepting  floor  systems)  and  sub- 
jected to  ordinary  weather  and  train  service  conditions;  (2) 
that  (with  a  few  exceptions)  the  serviceability  of  the  coatings 
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increased  with  their  thickness;  (3)  that  test  plate  results  give 
a  valuable  indication  of  service  conditions. 

The  Angus  Smith  process,  extensively  used  for  the  pro- 
tection of  water  pipes  from  corrosion,  consists  essentially  of 
baking  the  pipes  coated  with  linseed  oil  and  afterwards  immers- 
ing them  in  tanks  of  hot  coal-tar  pitch. 

That  bituminous  painting  and  dipping  are  useful  pre- 
ventives of  rust  when  light  is  excluded  from  the  surfaces 
covered  with  it. 

In  an  article  on  ''Powerful  Influence  of  Basic  Pigments 
in  Protecting  Metals  from  Corrosion",  published  in  the  Engi- 
neering Record,  July  26,  1913,  Mr.  Henry  A.  Gardner,  Assist- 
ant Director,  Institute  of  Industrial  Research,  Washington,  D. 
C,  says  that  paint  82  to  88%  red  lead  and  18  to  12%  litharge 
with  less  than  0.5%  total  impurities,  is  highly  inhibitive  and 
more  acceptable  than  any  other  for  general  painting  purposes. 

Ordinary  Portland  cement  and  furnace  slags  have  been 
used  with  some  success  as  pigments  for  metal  paints.  The 
development  of  basic  lime  compounds  which  takes  place  when 
moisture  comes  in  contact  with  such  pigments,  if  in  sufficient 
concentration,  protects  metal  from  corrosion. 

By-product  tars  from  coke  ovens,  gas  ovens  and  other 
sources  make  very  good  paints  for  metals  exposed  to  acid  fumes 
within  buildings,  but  do  not  have  the  property  of  withstanding 
exterior  exposure. 

Iron  oxide  of  good  quality  gives  very  fair  results  on  metal 
surfaces.  Black  precipitate  of  oxide  of  iron  is,  on  account  of 
its  highly  basic  nature,  a  pigment  of  great  value  in  the  manu- 
facture of  metal  paints.  In  fineness  and  hiding  power  it  is 
superior  to  all  other  forms  of  iron  oxides. 

Advanced  practice  for  the  preservation  from  corrosion  of 
the  largest  bridge  in  the  world  is  illustrated  by  the  following 
extracts  from  the  specifications  for  painting  the  1800-foot  span 
of  the  Quebec  bridge,  Mr.  C.  N.  Monsarrat,  chief  engineer. 

The  paint  shall  be  made  of  pigment,  thoroughly  mixed,  in  boiled 
linseed  oil,  without  spirits  of  turpentine.  The  oil  shall  be  pure  and  elear 
linseed  oil,  boiled  with  lead  or  manganese  to  a  maximum  specific  gravity 
0.939.  The  pigment  shall  be  pure  red  lead  with  addition  of  lampblack  not 
to  exceed  4  ounces  of  lampblack  to  30  pounds  of  red  lead  for  the  shop  paint. 
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No  dryer  will  be  added  to  the  paint  unless  authorized  by  the  engrineer, 
and  shall  in  no  case  be  more  than  3  percent,  with  the  exception  of  the  paint 
used  on  materials  before  riveting.  Dryer  shall  be  made  of  linseed  oil  boiled 
with  lead  or  manganese  dissolved  in  spirits  of  turpentine. 

All  rolled  metal  work  shall  be  kept  under  cover  as  far  as  practicable 
from  the  time  it  is  rolled  until  it  is  painted  and  no  material  which  has  been 
punched  or  planed  shall  thereafter  be  exposed  to  the  weather  until  it  has 
been  painted.  All  material  arriving  from  the  mills  shall  be  unloaded  without 
delay  and  protected  from  rust  by  being  stored  under  cover  or  by  the  appli- 
cation of  a  coat  of  pure  boiled  linseed  oil. 

Before  painting  at  the  shop,  all  material  shall  be  thoroughly  cleaned 
of  scale,  rust,  grease,  dirt,  chips  and  borings  with  steel  scrapers  and 
brushes  or  by  other  efficient  method.  Benzine  shall  also  be  used  whenever 
required  by  the  inspector  for  this  purpose. 

The  paint  shall  contain  as  much  pigment  as  possible,  be  kept  well  mixed 
before  and  during  painting,  and  applied  with  brushes,  and  be  well  worked 
into  all  joints  and  surfaces.  Wherever  the  paint  runs  or  streaks,  a  fresh 
coat  shall  be  applied.  In  riveted  work  the  surfaces  coming  in  contact  shall 
each  be  painted  before  being  bolted  together  and  the  paint  must  be  dry 
before  assembling.  After  the  pieces  are  finished  in  the  shop  they  shall  be 
given  one  good  coat  of  paint. 

Machine  finished  surfaces,  except  faced  ends  of  members  which  shall  be 
painted,  shall  be  coated  with  white  lead  and  tallow  before  leaving  the  shops. 
All  the  painting  before  shipment  specified  above  shall  be  done  under  cover 
and  with  metal  dry  and  free  from  frost.  The  pieces  must  remain  under 
cover  until  the  paint  is  perfectly  dry. 

After  the  steel  is  erected,  it  shall  be  thoroughly  cleaned  and  any  parts 
where  the  paint  has  been  scratched  off  or  removed,  shall  be  painted  with 
red  lead.    The  whole  work  shall  then  be  given  two  additional  coats. 


F.  W.  HibbB. — **In  the  first  place,  I  should  like  to  express 
my  decided  conviction  that  galvanizing  is  a  thoroughly  effective 
method  of  preventing  corrosion.  In  ship-work  it  is  the  rule 
that  all  deck  fittings  that  are  not  made  of  composition  should 
be  galvanized.  Good  galvanizing  does  not  peel  off;  where  the 
work  is  thoroughly  and  carefully  done,  there  is  an  actual  com- 
bination of  the  zinc  and  the  iron  or  steel;  the  zinc  cannot  be 
removed  alone,  and  the  line  of  junction  cannot  be  located. 
Peeling  of  the  zinc  occurs  only  when  the  iron  surface  is  not 
absolutely  clean,  or  when  the  piece  to  be  galvanized,  being  of 
too  massive  proportions,  is  not  heated  through  before  or  during 
the  process,  or  when  the  zinc,  being  too  cold,  is  deposited  in  too 
heavy  a  coat. 

**As  an  example  of  the  eflSciency  of  galvanizing,  I  will 
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mention  two  torpedo  boats,  one  of  which  was  plated  over  her 
bottom  with  galvanized  steel  plates,  the  other  with  black  steel. 
The  first  boat  was  built  about  three  years  before  the  second, 
and  was  docked  about  every  six  months ;  the  bottom  was  always 
found  to  be  in  excellent  condition,  there  being  no  rusting  or 
corrosion  except  at  the  points  of  the  rivets. 

*'The  second  was  seriously  corroded  from  the  start;  in 
fact  she  was  docked  as  often  as  five  times  in  one  year  for  this 
reason.  The  case  was  of  much  more  serious  importance  than 
in  a  larger  vessel :  in  the  first  place,  on  account  of  the  thinness 
of  the  plates,  and  in  the  second  place,  because  there  was  the 
greatest  difficulty  in  getting  the  paint  to  adhere  in  a  sufficient 
body  to  protect  the  steel.  It  flaked  off  in  large  patches,  due 
probably  to  vibration,  internal  heat,  and  the  speed  of  the  boat ; 
and  when  it  did  not  flake,  the  rust  came  through  the  paint. 
After  numerous  applications  of  paint,  and  repeated  experi- 
ments, a  sufficient  body  was  formed  to  protect  the  steel  fairly 
well ;  but  it  never  did  so  well  as  the  galvanized  bottom. 

**  There  can  be  no  question  of  the  efficacy  of  galvanizing 
the  bottom  of  a  large  ship ;  but  the  expense  is  prohibitive,  and 
with  good  attention,  there  is  usually  a  sufficient  thickness  of 
metal  to  withstand  the  corrosion  that  ordinarily  takes  place, 
although  it  is  frequently  necessary  to  renew  large  portions  of  a 
ship's  bottom  plating  on  account  of  weakness  due  to  corrosion*'. 

Mr.  0.  E.  Fowler. — '*Were  the  writer  in  the  position  of 
some  of  the  engineers  connected  with  our  great  railroad  sys- 
tems he  would  undoubtedly  favor  galvanizing  the  overhead 
braces  of  bridges  which  are  eaten  away  so  rapidly,  keeping 
them  thoroughly  painted  as  well". 

Mr.  F.  B.  Harris. — **0n  steel  fastenings  for  wharf  work, 
I  have  found  that  galvanizing  for  under-water  work  does  not 
greatly  retard  corrosion". 

Mr.  A.  W,  Buel. — **The  only  work  I  have  been  connected 
with  that  was  galvanized  was  for  wireless  telegraph  towers, 
but  we  have  given  up  galvanizing  even  them.  I  think  that 
probably  the  reason  that  it  was  not  successful  was  that  the 
work  was  not  carried  out  according  to  specifications,  owing 
to  the  failure  of  the  shop  management  to  pay  sufficient  atten- 
tion to  details". 
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OTHER  PRESERVATIVE  PROCESSES. 

Sherardizing  consists  of  the  formation  of  a  zinc  coating 
by  heating  the  steel  in  a  drum  with  powdered  zinc  or  zinc 
vapor. 

The  Lohman  Process  for  preventing  corrosion  of  steel  is 
claimed  to  weld  a  thin  layer  of  zinc,  lead,  tin,  antimony  or 
other  non-corrosible  metal  to  the  surface  of  the  cleaned  and 
sterilized  surface  of  the  steel.  When  applied  to  smoke  jacks 
in  round  houses  and  when  subjected  to  salt  water  action  it  is 
claimed  that  there  were  no  signs  of  under-surface  deteriora- 
tion and  that  the  Lohmanized  steel  lasted  three  or  four  times 
longer  than  galvanized  material  and  then  showed  no  signs  of 
deterioration. 

Mr.  0.  E.  Fowler. — '  *  The  Barfl&ng  Process  consists  in  form- 
ing on  the  surface  of  the  metal  a  skin  of  magnetic  oxide  of  iron, 
which  does  not  further  oxidize.  The  metal  is  heated  to  ap- 
proximately one  thousand  degrees  Fahrenheit,  and  while  at 
this  heat,  superheated  steam  at  the  same  temperature  is  ad- 
mitted to  the  retort  and  the  magnetic  oxide  at  once  begins  to 
form  on  the  surface.  When  the  heat  in  the  retort  sets  free  the 
hydrogen  in  the  steam,  then  the  oxygen  unites  with  the  iron  to 
form  magnetic  oxide. 

*'From  a  few  hours  to  as  high  as  twenty-five  are  required 
to  complete  the  process — the  thickness  being  from  a  hundreth 
to  a  tenth  of  an  inch.  There  are  various  other  processes  to 
reach  the  same  result:  one  of  which  is  the  Bertrand  Process, 
which  consists  in  coating  the  metal  with  a  thin  film  of  bronze 
and  then  heating  the  metal  up  to  one  thousand  degrees  Fahren- 
heit, the  film  of  the  metal  which  was  deposited  disappearing 
and  the  magnetic  oxide  forming  on  the  surface. 

"For  small  pieces,  rods,  or  irregular  shaped  pieces  of 
metal,  this  process  is  undoubtedly  preferable  for  many  uses  to 
galvanizing*'. 

Mr.  Oeorge  P.  Liica,s. — ''Concerning  the  subject  of  cor- 
rosion of  steel  and  iron  in  subway  structures,  I  beg  to  say  that 
no  cases  of  corrosion  have  been  brought  to  my  attention  to 
date.  We  have  examined  a  great  deal  of  steel  that  has  been 
imbedded  in  concrete  and  then  exposed  in  opening  of  structures 
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for  connections,  etc.,  but  have  found  steel,  when  imbedded  in 
concrete,  in  excellent  condition;  in  fact  so  far  as  we  could  de- 
termine, in  the  same  condition  in  which  it  was  placed.  We 
have  never  had  any  complaints  regarding  corrosion  of  steel 
and  iron  called  to  our  attention  by  the  Interborough  in  its 
repair  or  re-construction  work  in  connection  with  the  subway'*. 

Mr.  F.  B.  Harris. — ^"On  steel  used  for  reinforcing  concrete 
my  observations,  which  in  most  cases  were  only  general,  have 
been  that,  under  usual  conditions,  with  a  rich  homogeneous 
mix,  there  is  no  corrosion  or  deterioration  within  the  period 
observed.  With  the  reinforced  concrete  submerged  in  salt 
water  the  same  statement  applies,  except  in  such  instances 
where  the  concrete  deteriorated  and  disintegrated  to  such  an 
extent  as  to  expose  the  steel.  On  reinforced  concrete  slabs 
covering  conduits  or  subways,  where  such  subways  carried 
steam  pipes,  the  resulting  high  temperature,  in  spite  of  insula- 
tion, brought  about  the  entire  disintegration  of  the  concrete, 
exposing  the  steel  reinforcement  to  damp  earth,  the  water 
causing  its  corrosion  and  destruction  in  a  few  years". 

Mr.  A.  W.  Buel. — *'As  to  cinder  concrete,  most  of  the  ex- 
periments show  that  there  is  a  great  deal  of  danger  from  cor- 
rosion due  to  the  sulphur  contained  in  the  cinders  or  ashes. 

**The  trouble  with  the  pure  cement  covering  is  the  dif- 
ficulty in  keeping  it  sufficiently  wet  to  obtain  perfect  hydra- 
tion, unless  it  is  used  in  the  shape  of  a  mortar  of  concrete  not 
less  than  l^/^  inches  thick.  I  think  that  there  would  be  no 
better  protection  than  a  cement  or  mortar  covering  from  1^/^ 
to  several  inches  thick,  with  wire  fabric  imbedded  therein". 

Mr.  F.  C.  Osbom. — **  Referring  to  my  own  experience,  1 
happened  to  be  in  Hamilton,  Ohio,  at  the  time  of  the  taking 
down  of  the  old  suspension  bridge.  This  was,  I  think,  about 
1898.  I  remember  noticing  the  anchorage  bars  which  were 
embedded  solidly  in  concrete.  I  think  I  was  told  that  the 
bridge  had  been  put  up  about  1830,  but,  as  the  concrete  was 
removed,  the  anchorage  bars  showed  up  with  the  paint  appar- 
ently as  fresh  as  when  it  was  put  on.  There  was  apparently 
no  depreciation  whatever". 

Mr.  Jonathan  Jones. — **0n  recently  breaking  up  some 
balusters  and  hand  rail,  about  eight  years  old  and  exposed  to 
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all  weathers,  in  which  slightly  rusted  steel  rods  were  covered 
with  not  less  than  three  inches  of  granolithic  concrete,  I  found 
there  had  been  no  progression  in  the  rusting. 

**For  some  years  past  the  City  of  Philadelphia  has  en- 
cased its  steel  girder  bridges  over  railroads  in  concrete  of  not 
less  than  three  inches  thickness.  Under  favorable  conditions 
and  with  proper  maintenance,  a  painted  steel  bridge  can  be 
counted  on  for  forty  years  of  life.  The  absence  of  signs  of  de- 
terioration to  date  in  the  concrete-protected  bridges  indicates 
a  much  greater  expectation  of  life,  with  a  freedom  from  ex- 
pense for  maintenance.  Some  approximate  calculations  indi- 
cate that  in  spite  of  the  great  initial  cost,  the  concrete-protected 
bridge  is  cheaper  after  about  sixty  years.  It  has,  moreover, 
greater  margin  for  future  increase  of  wheel  loads  and  density 
of  traffic''. 

BIr.  F.  W.  Hibbs. — ''Ballast  tanks  should  always  be  coated 
with  cement  wash  on  the  bare  steel.  Although  the  cement  will 
sometimes  flake  oflf,  it  gives  better  protection  than  any  paint. 
This  is  even  more  true  of  fresh-water  tanks,  as  fresh  water,  and 
particularly  distilled  water,  softens  and  permeates  paint  more 
than  salt  water. 

''Where  mixed  cement  or  concrete  is  used,  it  should  be 
applied  to  the  bare  steel  without  paint;  and  it  is  also  advan- 
tageous to  apply  a  coat  of  cement  wash  first". 

Mr.  J,  A.  L.  Waddell. — "If  pure  cement  covering  can  be 
made  to  stick,  it  ought  to  be  very  effective. 

"As  far  as  I  know,  stone  concrete  protection  is  most  ef- 
fective. It  is  better  not  to  have  the  metal  painted,  but  it 
should  not  be  rusty. 

"I  believe  cinder  concrete  in  contact  to  be  bad.  The  only 
excuse  for  using  cinder  concrete  is  that  it  is  lighter  than  stone 
concrete.  That  means  that  it  is  porous,  and  will  let  the  water 
in,  consequently,  the  steel  that  it  covers  would  not  be 
protected". 

Mr.  A.  D.  Flinn. — "Water  tanks  on  board  United  States' 
ships  at  Newport  News  were  protected  by  two  coats  of  cement 
wash  that  resisted  considerable  blows  and  was  found  in  good 
condition  after  three  years'  service". 
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In  a  plate  girder  bridge  carrying  the  main  line  tracks  of 
the  Erie  Railroad  across  the  Erie  &  Jersey  Railroad  at  Guy- 
mard,  N.  Y.,  the  main  girders  are  entirely  enclosed  in  con- 
crete continuous  with  the  solid  floor  concrete  which  fills  all 
the  spaces  between  the  floor  beams.  The  girders  are  supported 
at  one  end,  on  steel  columns  embedded  in  a  continuous  con- 
crete pier  wall. 

DESIGN. 

Mr.  J.  P.  Snow. — **Many  bridges  show  distress  under  ser- 
vice from  wear  or  crushing  when  metal  rests  on  metal.  Deck 
plate  girders  fail  sometimes  by  the  -cutting  of  rivets  and  rivet 
holes  in  the  top  flanges,  due  to  insufficient  contact  bearing  of 
rivets  on  the  web.  This  action  frequently  develops  in  floor 
beams  which  rest  on  lower  chords  in  the  old-fashioned  way.  It 
is  analogous  to  the  working  of  members  on  pins  which  fre- 
quently happens  in  bridges  of  somewhat  poor  design.  The 
remedy  is,  of  course,  ample  metal.  I  have  strengthened  many 
cases  of  weakness  of  this  sort. 

**I  have  been  acquainted  with  many  cases  of  very  bad 
intersections  in  riveted  connections  and  of  excessive  computed 
bending  moments  on  pins;  but  have  never  observed  any  dis- 
tress from  secondary  strains  in  the  former  case  or  trouble 
from  weakness  of  pins  in  the  latter.  Loop-welded  eyes  some- 
times fail  gradually  by  splitting  or  parting  of  the  weld,  and 
the  webs  of  floor  beams  split  and  tear  if  weak  in  shearing 
strength  at  the  ends.  Supports  for  stringers  on  masonry,  built 
up  of  plates  and  angles,  frequently  suffer  from  the  crushing 
and  crumpling  of  the  bearing  angles.  This  action  is  accele- 
rated by  the  corrosion  induced  by  the  dirt,  etc.,  which  gen- 
erally accumulate  around  bearings  on  masonry.  The  ham- 
mering effect  of  the  trains  is  much  greater  if  the  reaction  is 
rigid  like  a  bearing  on  masonry  than  if  it  is  part  of  the  elastic 
framework. 

*'In  the  case  of  deck  plate  girders  spaced  so  as  to  be  nearly 
under  the  rails,  the  pounding  effect  of  the  wheels  frequently 
bends  down  the  girder  flanges  when  the  ties  are  somewhat 
softened  by  decay.  A  much  better  bridge  results  from  setting 
the  girders  wider  apart  and  using  floor  beams  with  rolled 
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beams  for  stringers  under  the  rails,  the  ends  of  ties  resting 
on  the  girders.  This  floor  constitutes  an  admirable  transverse 
bracing  and  also  makes  part  of  the  top  lateral  bracing.  No 
bottom  laterals  are  needed". 

Bfr.  Aubrey  Weymouth. — ''No  doubt  the  design  has  much 
to  do  with  the  life  of  a  structure  subject  to  vibration.  I  have 
recently  examined  a  structure  the  strength  of  which  was 
greatly  decreased  by  the  failure  to  properly  brace  the  girders 
laterally.  However,  I  think  this  matter  is  given  more  intelli- 
gent consideration  now  than  it  received  twenty  years  ago". 

Mr.  A.  W.  Buel. — ^"I  had  one  or  two  examples  several 
years  ago  of  viaduct  structures  on  curved  alignment,  which 
had  practically  nothing  to  resist  the  centrifugal  force  and  wind 
except  the  track  itself,  but  which  had  stood  up  all  right  for  a 
long  time". 

Mr.  J.  A.  L.  Waddell. — ^**If  the  designer  be  a  true  bridge 
expert  in.  every  sense  of  the  word,  his  designs  are  not  likely 
to  be  imperfect  in  «ny  important  particular,  because  today  we 
know  so  much  more  about  the  science  of  design  than  we  did  a 
quarter  of  a  century  ago.  The  effect  of  imperfect  design  in 
existing  structures  should  always  receive  serious  considera- 
tion, and  the  more  imperfect  the  design,  the  greater  should  be 
the  reduction  in  the  excess  allowance  in  the  working  stress 
above  that  specified  for  new  structures". 

BRIDGE  STRESSES. 

Mr.  A.  W.  Buel. — ''My  observation  is  that  the  present 
tendency  is  to  so  design  structures  as  to  limit  secondary 
stresses  to  the  minimum.  (See  Report  of  Committee  No.  15, 
A.  R.  E.  Association  on  Impact)". 

Mr.  J.  A.  L,  Waddell. — ^"In  my  opinion,  the  old-fashioned 
methods  of  taking  care  of  reverse  stresses  were  more  than  suf- 
ficient, in  fact,  they  were  extravagant  of  material,  and  my 
present  practice  is  to  reduce  their  assumed  effectiveness,  and 
I  make  a  distinction  between  reversion  during  the  passage  of 
a  single  loading  and  reversion  caused  by  different  loadings, 
on  the  theory  that,  in  the  latter  case,  the  metal  will  have  timo 
to  readjust  itself  before  the  reversion  occurs. 
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**  Secondary  stresses  in  trusses  should  be  figured,  and  if 
they  are  excessive,  their  effects  should  be  met  by  inserting 
initial  stresses  of  the  opposite  kind;  but  in  most  cases  they 
are  so  small  as  to  make  it  perfectly  proper  to  ignore  them. 

'*I  do  not  see  that  camber  stresses  enter  the  problem. 

"Initial  stresses  in  structures  should  not  be  great  enough 
to  do  any  damage". 

Mr,  0.  H.  Ammann. — ''Probably  no  influence  is  so  detri- 
mental to  a  bridge,  and  therefore  shortens  its  life^  as  reversed 
stresses  occurring  under  live  load  and  not  properly  taken  care 
of  in  working  out  the  details.  While  the  effect  of  reversal  on 
the  members  themselves  is  probably  not  more  harmful  than 
the  fatigue,  it  is  this  effect  on  the  connections  which  is  most 
detrimental,  riveted  connections  being  loosened,  and  in  pin 
connections  the  members  work  themselves  into  the  pins.  The 
connection  should  therefore  be  made  amply  strong.  The 
bearing  pressure  on  the  pins  is,  as  a  rule,  assumed  too  high. 

**  Secondary  stresses  should  be  carefully  investigated  in 
any  structure  of  unusual  design  so  as  to  avoid  excessive  bend- 
ing stresses  which  might  decrease  the  life  of  the  structure, 
particularly  if  such  stresses  are  caused  by  the  live  load;  but 
unless  such  stresses  are  excessive,  no  extra  provision  need  be 
made,  as  the  usual  margin  of  safety  fully  covers  these  stresses". 

OVERLOADING  BRIDGES. 

Mr.  A.  W.  Buel. — '*As  to  conditions  of  structures  after 
long  service,  I  once  examined  some  wrought-iron  lattice 
bridges,  built  many  years  previously  by  A.  Lassig,  which  had 
been  for  some  time  under  loads  producing  from  twenty  to 
twenty-two  thousand  pounds  per  square  inch  forty  times  a 
day,  and  which  were  in  very  good  condition  without  any  loss 
of  rivets.  I  have  also  found  pin-connected  spans  in  which  the 
computed  fibre  stress  in  the  pins  was  over  a  hundred  thousand 
pounds  to  the  square  inch,  without  any  very  noticeable  evi- 
dence of  overstress.  Of  course  the  explanation  is  that  the 
assumptions  of  the  computations  were  more  severe  than  actu- 
ally existed,  and  that  the  common  theory  is  not  very  close  to 
the  actual  results  in  such  cases". 


LIFE  OP  IRON  AND  STEEL  STRUCTURES  441 

Mr.  0.  E.  Fowler. — ''When  the  writer  was  bridge  engineer 
of  the  Hocking  Valley  Railroad,  he  had  occasion  to  examine 
some  sixty  or  more  bridges  for  overloading,  and  developed  a 
formula  similar  to  the  Launhardt  formula  for  rational  unit 
stress.  Where  it  had  been  customary  to  allow  as  high  as 
20,000  pounds  per  square  inch  on  certain  members,  this  formula 
cut  down  the  maximum  unit  stress  to  from  fourteen  to  eighteen 
thousand  pounds.  This  formula  was  carefully  discussed  in 
Vol.  XLI  of  the  Transactions  of  the  American  Society  of  Civil 
Engineers,  page  203,  and  had  the  form  of 

where  E  is  the  elastic  limit  and  B  the  stress  in  the  member''. 

Mr.  J.  A.  L.  Waddell. — **In  considering  old  bridges  that 
are  overloaded,  I  generally  assume  that  if  the  overload  by  the 
actual  live  loads,  with  proper  allowances  for  impact,  over- 
stresses  the  material  50%,  the  bridge  should  probably  be  re- 
moved ;  but  I  make  an  exception  of  well-built  plate  girders  by 
raising  the  limit  to  60%.  In  case  of  very  badly  designed  and 
loose-jointed  structures,  I  would  make  the  limit  lower  than 
50%. 

''Rapid  loading  is  properly  taken  care  of  under  the  head 
of  impact,  and  needs  no  further  consideration". 

Prof.  Edgar  Marburg  considers  that  Cooper 's  E.  60  loading 
will  be  ample  provision  for  designing  railroad  bridges. 

IMPACT  AND  VIBRATION. 

Mr.  J.  A.  L.  Waddell. — "Impact  can  be  injurious  to  old 
bridges  only  by  stressing  the  metal  beyond  proper  limits. 

"Bridge  engineers  today  increase  the  live-load  stresses  by 
certain  percentage  to  cover  the  greatest  possible  effects  of  im- 
pact, hence  modern  structures  are  not  injured  thereby. 

"In  a  modern,  well  designed  bridge  which  is  rigid  through- 
out, the  injurious  effects  of  vibration  are  practically  nil,  but  in 
pin-connected  structures  designed  and  built  many  years  ago, 
the  vibration  causes  a  cutting  of  pins  in  eyes,  and,  therefore, 
shortens  the  life  of  a  bridge'*. 
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Mr.  0.  H.  Ammann. — ''There  is  no  question  that  the  im- 
pact due  to  rapidly  moving  live  loads  has  a  considerable 
influence  upon  the  life  of  a  bridge  of  short  span,  and  must, 
therefore,  be  provided  for.  The  way  in  which  provision  is 
made  varies  greatly.  Impact  formulas  are  generally  not  used 
in  Europe,  but  instead  smaller  permissible  unit  stresses  are 
used  for  shorter  spans,  while  in  this  country  impact  formulas 
are  the  rule.  Although  extensive  experiments  have  been  made 
to  determine  the  effect  of  impact,  such  as  those  conducted  a 
few  years  ago  by  the  American  Railway  Engineering  Associa- 
tion (see  Bulletin  125,  1910),  the  results  are  yet  far  from  being 
conclusive. 

''Impact  in  steel  buildings  may  in  general  be  disregarded 
as  a  factor  in  the  life  of  the  structure  *'. 

A  large  number  of  heavy  printing  presses  transmitted  vi- 
brations 190  feet  to  a  six-story  building  49  feet  wide  with 
steel  beams  supported  on  brick  side  walls  and  interior  columns 
and  girders. 

FATIGUE. 

Mr.  J.  A.  L.  Waddell. — "In  my  opinion  this  factor  is  based 
upon  a  misconception,  for  I  am  firmly  of  the  belief  that  there 
can  be  no  deterioration  of  metal  from  fatigue  unless  the  elastic 
limit  be  exceeded.  The  eflPect  of  impact,  of  course,  should  be 
duly  included.  As  a  properly  designed  bridge  never  has  any 
of  its  metal  stressed  to  anything  like  the  elastic  limit,  the 
whole  bugbear  of  fatigue  of  metal  may  be  relegated  into 
oblivion". 

Mr.  0.  H.  Ammann. — "Fatigue  of  steel  may  be  disregarded 
as  a  factor  in  the  life  of  steel  structures  such  as  buildings  and 
bridges.  The  fatigue  tests  made  by  Wohler,  in  Germany,  from 
the  results  of  which  certain  formulas  for  safe  unit  stresses 
have  been  deduced,  were  made  under  conditions  which  are 
applicable  to  rapidly  moving  machine  parts  but  not  to  steel 
structures.    Those  formulas  have  been  mostly  abandoned". 

CRYSTALLIZATION. 

That  iron  and  steel  are  often  found  after  severe  service 
with  a  damaged  crystalline  structure,  is  undoubted,  but  it  is 
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many  times  a  moot  question  whether  this  condition  was  devel- 
oped in  service,  or  during  the  original  manufacture  of  the 
metal. 

Bfr.  J.  A.  L.  Waddell.— * '  I  believe  that  if  the  metal  is  not 
stressed  up  to  the  elastic  limit,  it  will  not  crystallize.  Of 
course,  it  may  be  crystallized  in  the  rolling,  but  the  tests  made 
on  it  should  determine  that,  and  any  crystallized  metal  should 
be  rejected". 

Mr.  A.  W.  Buel. — ''Crystallization  was  a  very  important 
matter  in  wrought  iron,  particularly  in  large  squares,  but  I 
have  not  had  any  trouble  with  it  in  structural  steel.  I  used 
to  have  a  great  deal  of  trouble  with  crystallization  in  the  piston 
rods  of  steam  hammers  when  I  was  shop  superintendent,  and 
found  that  they  had  a  limited  life.  We  got  better  service  with 
high  steel  and  also  with  cold-rolled  steel  than  we  did  with  low- 
carbon  steel.  I  do  not  know  that  this  has  been  very  thoroughly 
investigated  as  regards  structures". 

Prof.  Edgar  Marburg. — ' '  In  your  reference  to  tests  of  steel 
and  iron  after  long  service,  permit  me  to  take  the  liberty  of 
cautioning  you  against  saying  anything  that  may  tend  to  per- 
petuate the  wholly  erroneous  impression  that  such  a  thing  as 
the  cold  crystallization  of  iron  and  steel  under  service  condi- 
tions exists. 

**Only  within  a  year  such  erroneous  editorial  reference 
was  made  in  the  Engineering  Record  to  eye-bars  that  had  been 
recently  removed  from  the  315-foot  span  of  the  Fraser  River 
cantilever  bridge  built  in  1885,  which  were  reported  to  have 
shown  such  deterioration.  At  my  suggestion,  the  matter  was 
further  investigated  by  the  editor,  and  some  weeks  later  edi- 
torial acknowledgement  of  the  error  was  made.  I  would  sug- 
gest the  desirability  of  availing  yourself  of  this  opportunity 
to  come  out  strongly  in  objection  to  the  so-called  theory  of 
cold  crystallization,  in  support  of  which,  in  so  far  as  I  am 
aware,  no  scintilla  of  evidence  exists  *'. 

Mr.  0.  E.  Fowler. — ^** There  has  never  come  to  the  writer's 
attention  an  authenticated  case  of  crystallization,  although  it 
may  possibly  take  place  in  railway  bridges  where  they  cairy 
heavy  loads,  and  where  the  members  are  subject  to  many  repe- 
titions of  stress". 
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Mr.  A.  W.  Carpenter. — *'In  connection  with  crystallization, 
I  would  state  that  some  was  noted  in  the  bending  tests  of  the 
floor-beam  hangers  noted  above,  but  much  more  marked  crys- 
tallization was  noted  in  the  heads  of  eye-bars  on  some  of  the  old 
West  Shore  Railroad  bridges  built  in  1883  and  removed  in  1905 
to  provide  for  heavier  loads.  These  bridges  were  of  iron.  Some 
of  the  eye-bar  heads  broke  in  removing  the  bars,  showing  com- 
pletely crystallized  structure.    Very  few  such  cases  occurred". 

An  editorial  note  in  the  Engineering  Record  of  December 
13,  1913,  states  that  after  27  years'  service  a  deck  cantilever 
bridge  of  330  feet  span  did  not  show  considerable  deflection 
under  the  increasing  live  loads,  but  was  replaced  and  "the 
tension  members  found  so  badly  crystallized  that  in  the  opinion 
of  the  engineer  in  charge  of  the  work  it  was  a  wonder  that  the 
bridge  stood  up". 

Such  a  painfully  indefinite  statement,  without  any  specific 
information,  or  any  details  or  information  concerning  kind  or 
quality  of  materials,  type  of  truss,  character  of  members,  unit 
loads,  or  strength  of  material  possesses  no  value  nor  significance 
other  than  a  creditable  record  for  a  structure  designed  and 
fabricated  under  the  disadvantages  and  imperfect  art  of  long 
ago. 

LOCOMOTIVE  BLAST  AND  GAS. 

Mr.  J.  A.  L.  Waddell. — '*  Locomotive  blasts  certainly  are 
exceedingly  injurious  to  metal,  especially  when  the  locomotive 
passes  beneath  the  bridge  and  the  smoke  is  held  against  the 
steel  by  the  floor.  The  very  best  protection  is  required  in  such 
cases,  and  that  protection,  I  think,  is  covering  with  a  layer  of 
concrete  or  grouting.  The  effect  of  locomotive  fumes  on  over- 
head places  can  be  taken  care  of  all  right  by  careful  painting. 

**  Careful  painting  will  prevent  any  bad  effects  from  at- 
mospheric action. 

**If  the  air  in  the  neighborhood  of  the  structure  is  con- 
stantly contaminated,  the  best  course  to  take  is  to  renew  the 
paint  often". 

Mr.  Edward  B.  Guthrie. — "What  I  have  to  say  is  limited 
to  bridges  over  railroad  tracks  and  to  the  protection  of  the 
floor  system  and  lower  chords.     In  so  far  as  the  structures 
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erected  by  this  Commission  are  concerned,  we  have  had  nothing 
to  do  with  the  maintenance  thereof,  and  therefore  I  can  only 
give  you  ideas  as  to  results  based  on  casual  inspection  and 
general  information  concerning  same  after  we  have  built 
them. 

**The  first  four  structures  were  not  protected  and  the 
clearance  in  some  cases  was  but  sixteen  feet,  in  consequence 
of  which  two  of  them  have  been  practically  rebuilt,  so  far  as 
floor  system  is  concerned,  and  the  others  will  have  to  undergo 
extensive  repairs,  if  not  reconstruction,  though  there  may  be 
salvage  in  the  through  trusses  of  the  latter. 

'*From  1897  to  1900  a  pine  ceiling  protection  was  used,  but 
this  proved  ineflPective  mainly  because  the  parts  thereof  could 
not  be  held  in  place  by  reason  of  corrosion  of  the  nails.  From 
1900  to  1907  we  tried  protection  by  means  of  concrete  on  the 
floor  beams  and  lower  chords,  but  the  low  clearance  gave  op- 
portunity for  the  blasts  to  cut  oflf  this  protection  and  then  the 
gases  caused  corrosion.  From  1907  to  the  present  time  we 
have  used  concrete  with  asbestos  wood,  concrete  with  creosoted 
wood,  and  structural  steel  encased  in  concrete,  which,  so  far, 
have  given  fair  results  but  can  be  improved  in  some  minor 
details,  particularly  the  merthod  of  securing  asbestos  or  creo- 
soted wood  to  the  concrete. 

'*We  are  preparing  plans  for  a  bridge  with  the  floor  sys- 
tem encased  in  concrete,  with  creosoted  wood  secured  to  the 
concrete  by  expansion  bolts  and  the  wood  secured  by  copper 
nails. 

**I  believe  something  on  the  latter  lines,  or  cast-iron  plates 
as  have  been  used  elsewhere,  will  eventually  be  successful  in 
protecting  these  bridges,  and  particularly  where  the  clearances 
are  slight.  In  a  general  way,  I  believe  that  with  all  such  struc- 
tures, no  matter  what  the  protection  may  have  been,  the  results 
would  have  been  better  if  greater  care  were  taken  in  main- 
taining them  and  looking  after  them  from  year  to  year". 

Mr.  J.  P.  Snow. — **An  interesting  instance  of  the  corroding 
influence  of  locomotive  gases  occurs  in  railroad  cuts,  especially 
ledge  cuts,  where  the  banks  are  nearly  vertical.  If  these  banks 
are  10  feet  or  more  in  height  there  will  be  a  distinct  difference 
observable  in  the  rusting  of  tie  plates  and  spikes,  rail  braces, 
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etc.,  within  the  limits  of  the  cut  and  on  the  fill  outside  the  cut. 
The  banks  retain  the  gas  enough  to  cause  this  difference". 

Mr.  A.  W.  Carpenter. — **In  connection  with  the  life  of 
steel  and  iron  highway  bridges  located  over  steam  railway 
tracks  in  unfavorable  locations,  herewith  is  a  partial  record 
of  the  dates  of  construction  and  of  renewal,  in  whole  or  in 
part,  due  to  corrosion,  for  a  number  of  actual  cases. 

"Some  typical  cases  of  overhead  liighway  bridges  located  over  yard 

tracks,  renewed  in  whole  or  part  on  account  of  corrosion  of  the  parts 

below  the  floor.  v ■« 

Years  in 

Case          Material                                      Year  Year  Service 

Built  Renewed*  Before 

Renewal.* 

No.  1     Wrought   Iron   1886  1906-8  20-22 

No.  2     Wrought   Iron   1889  1911              22 

No.  3    Wrought   Iron   1892  1909             17 

No.  4     Steel  1895  1906-B         11-13 

No.  5    Steel  1902  1911               9 

No.  6     Steel  1897  1915t           18t*' 

Mr.  J.  E.  Worcester. — ^'^  There  have  been  a  number  of  in- 
stances in  this  vicinity  of  bridges  over  railroad  tracks  which 
have  been  practically  destroyed  by  smoke,  etc.  I  have  no 
doubt  that  you  are  personally  acquainted  with  all  of  these 
instances,  and  that  I  can  add  little  to  your  information.  To 
obviate  the  trouble,  the  city  of  Boston  has,  in  some  cases,  pro- 
tected steel-work  with  concrete,  using  heavy  channel  irons 
underneath  floor-beams  to  protect  the  bottom  flanges  where 
they  were  afraid  the  concrete  would  not  stick.  The  city  of 
Cambridge  has  economized  on  this  channel-iron  guard  by  using 
wooden  planks  under  the  floor-beam  flanges.  These  seem  to 
serve  the  purpose  and  to  last  very  well'*. 

Mr.  A.  W.  Buel. — **For  protection  from  direct  blasts  of 
locomotives  when  nearer  than  five  or  six  feet,  I  believe  that 
nothing  has  proved  satisfactory  except  cast-iron  shields,  or 
other  similar  devices''. 

Mr.  Oeorge  H.  Tinker. — ''After  28  years'  service,  the 
wrought-iron  bottom-chord  bars  17  feet  above  the  rail  in  the 

•  Renewal  of  corroded  parts,  such  as  stringers  and  floor  beams  and 
reinforcing  of  other  parts  to  make  up  for  weakening  due  to  corrosion. 
t  Closed  to  traffic  on  account  of  corrosion. 
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roof  of  a  train  shed  had  their  sectional  area  reduced  about  70 
percent  by  locomotive  blast.  After  30  years'  service  the 
wrought-iron  rods  in  a  round-house  roof  were  reduced  30  per- 
cent, and  some  of  them  showed  crystallization.  In  Chicago, 
floor  beams  exposed  to  locomotive  blasts  lost  %  inch  of  metal 
in  two  years. 

**The  Cottage  Farm  bridge  over  the  tracks  of  the  Boston 
&  Albany  Railroad,  Boston,  had  a  clearance  of  15  feet  above 
the  rails.  The  bottom  flanges  of  the  floor  beams  were  enclosed 
in  lead  plates  on  which  were  seated  the  skewbacks  of  terra- 
cotta floor-arch  tiles.  After  10  years'  service,  the  locomotive 
blast  destroyed  the  tiles  and  cut  into  the  lead  plates  so  much 
that  both  had  to  be  renewed". 

Overhead  bridges  with  massive  concrete  protection  from 
locomotive  gases  are  illustrated  by  a  short-span  skew  structure 
carrying  four  tracks  of  the  Lake  Shore  &  Michigan  Southern 
Railway,  near  Vermillion,  Ohio.  The  floor  consists  of  15-in.  I- 
beams  12  in.  apart,  imbedded  in  a  solid  concrete  slab  20  in. 
thick  and  supported  on  intermediate  I-beam  girders  and  steel 
columns  inclosed  in  a  solid,  thin  transverse  pier  of  reinforced 
concrete.  The  upper  surface  of  the  floor  is  waterproofed  and 
drained  through  numerous  vertical  scupper  pipes,  and  the 
imder  surface  is  protected  from  locomotive  blasts  by  cast-iron 
plates  one  inch  thick  and  30  in.  wide,  over  the  track  centers. 

All  the  steel  work  of  the  631-ft.  plate  girder  viaduct  of 
the  Chicago,  Rock  Island  &  Pacific  Railway  across  the  Chicago 
&  Western  Indiana  Railroad  tracks  at  Seventy-ninth  Street, 
Chicago,  has  been  incased  in  concrete  applied  with  a  cement 
gun  to  protect  it  from  locomotive  gases.  The  1 :3  concrete  1% 
in.  thick  was  applied  to  galvanized  wire  mesh  and  was  rein- 
forced by  %-in.  rods  in  the  horizontal  slabs  connecting  the 
floor-beams'  lower  flanges. 

The  highway  bridge  over  the  New  York  Central  &  Hudson 
River  Railroad  tracks  at  Genessee  Street,  Utica,  has  three  pony 
lattice  girders  with  their  bottom  chords  protected  from  loco- 
motive smoke  by  being  imbedded  in  concrete  with  hollow  spaces 
between  the  chord  webs,  and  with  wire  reinforcement  and  an- 
chorage outside  the  chords.     This  concrete  is  made  continuous 
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with  the  concrete  enclosing  the  floor  beams.  The  concrete  pro- 
tecting the  bottom  flanges  of  the  chord  and  floor-beam  angles 
is  shielded  by  wooden  troughs  secured  to  it  by  oak  plugs. 

The  Genessee  Street  highway  bridge  over  15  tracks  of  the 
New  York  Central  &  Hudson  River  Railroad  in  Utica  has  a 
reinforced  concrete  slab  floor  on  plate-girder  floor  beams,  which 
with  the  lower  chords  of  the  riveted  pony  trusses  are  entirely 
enclosed  in  solid  concrete  protection  against  locomotive  gases. 
The  weight  of  the  concrete  is  materially  reduced  by  the  inser- 
tion of  permanent  hollow  sheet-metal  cores.  The  bottom-flange 
concrete  of  the  lower  chords  and  floor  beams  is  protected  by 
wooden  trough  coverings  secured  to  it  with  oak  plugs. 

A  146-ft.  wrought-iron  through-truss  highway  span  built 
in  1878  carries  Calvert  Street,  Baltimore,  over  the  tracks  of 
the  Pennsylvania  Railroad  having  a  trafiSc  of  500  locomotives 
daily.  The  paved  buckle-plate  floor  75  ft.  wide  is  26  feet  above 
base  of  rail  and  is  carried  on  I-beam  stringers  and  plate- 
girder  floor  beams  3  ft.  deep.  The  steel  was  much  damaged 
by  locomotive  gases,  and  paint  would  not  endure  more  than 
one  season.  In  1914  the  floor  beams  were  thoroughly  cleaned 
by  chemicals  and  sand  blast  and  the  surface  protected  by  con- 
crete applied  with  a  cement  gun  at  a  contract  price  of  $1.25 
per  square  ft. 

EFFECT  OF  SALT  AND  ACIDS. 

Mr.  J.  B.  Snow. — **  Brine  drippings  from  beef  cars  con- 
stitute another  serious  enemy  to  bridge  metal  and  track  fittings 
of  all  kinds''. 

Mr.  A.  F.  Robinson. — ^**As  to  the  action  of  salt  or  brine 
drippings  from  meat  trains,  we  constantly  had  trouble  from 
this  source  as  long  as  we  used  open  deck  bridges.  The  use 
of  ballast  deck  bridges  has  almost  entirely  done  away  with 
this  trouble.  The  same  might  be  said  concerning  special  acids 
and  liquids". 

Mr.  A.  W.  Buel. — **  Regarding  the  action  of  salt,  I  am  in- 
formed that  the  Lehigh  Valley  Railway  has  used  with  success 
American  Ingot  Metal  Flakes  on  solid-floor  bridges  to  protect 
the  same  from  drip  from  refrigerator  cars". 
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BIr.  Jonathan  Jones. — ''Last  year  the  Philadelphia  and 
Reading  Railway  Company  removed  their  truss  bridge  over 
Spring  Garden  Street,  Philadelphia.  This  had  a  wr ought-iron 
trough  floor,  painted  and  partly  filled  with  coal-tar  concrete. 
The  up-troughs  and  part  of  the  trough  sides  were  in  contact 
with  the  ballast.  After  some  20  years  of  service  the  wrought 
iron,  including  the  rivet  heads,  was  practically  without  evir 
dence  of  deterioration". 

Mr.  J,  A.  L.  Waddell. — ^**Salt  drippings  on  steel  certainly 
injure  the  metal,  and  the  latter  should  be  protected  against 
them  in  the  best  possible  way.  Some  railroad  companies  cover 
the  floor  with  boards  that  serve  as  troughs  to  catch  these  drip- 
pings from  refrigerator  cars  and  lead  them  oflf  of  the  structure 
without  touching  the  metal  work. 

**I  do  not  see  how  acids  and  liquids  can  well  reach  the 
metal-work  except  when  contained  in  the  air.  Conditions  that 
would  allow  of  acids  and  liquids  reaching  the  metal  should  be 
prohibited". 

RIVETING. 

"Mr.  A.  W.  Buel. — *'As  to  shop  work,  and  particularly  riv- 
eting, almost  all  of  the  shops  are  now  doing  such  excellent  work 
that  we  have  very  little  trouble.  I  have  experienced  no  trouble 
in  maintenance  where  the  rivets  and  connections  were  properly 
designed  so  as  to  avoid  eccentricities,  tension  on  heads,  etc. 
Where  impact  or  rapidity  of  loading  is  great,  as  in  stringer 
connections,  the  unit  stresses  for  rivets  should  be  at  least  20 
to  40  percent  below  the  ordinary  unit,  or  an  excess  of  rivets 
should  be  used". 

Mr.  0.  H.  Ammann. — **  Undoubtedly  imperfect  riveting 
shortens  the  life  of  a  bridge.  While  the  riveting  in  a  firstr 
class  bridge  shop  is  generally  satisfactory,  the  field  riveting 
is  often  imperfect  on  account  of  the  necessity  of  using  hand 
tools  and  often  an  inferior  class  of  labor.  The  best  remedy  is 
competent  and  thorough  inspection". 

Mr.  A.  F.  Bobinson. — **We  have  had  very  little  trouble 
from  burned  rivets  and  rivets  tearing,  as  our  rivets  are  taken 
out  long  before  anything  of  this  kind  could  occur". 


450  LIFE  OP  IRON  AND  STEEL  STRUCTURES 

"Mr,  J.  A.  L.  Waddell. — *' Imperfect  riveting  should  not  be 
allowed.  If  there  be  much  of  it  in  a  structure,  some  of  the 
rivets  will  eventually  work  loose,  and  if  they  are  not  replaced 
and  otherwise  taken  care  of,  injury  will  result. 

'*No  burned  rivets  should  be  allowed. 

''In  most  cases  loose  rivets  should  be  removed  as  soon  as 
discovered,  but  in  exceptional  cases  the  removal  may  do  more 
harm  than  good  by  the  tendency  to  loosen  neighboring  rivets. 

''Failure  of  rivets  shows  bad  overstress  and  great  damage 
to  structure". 

LIFE  OP  BRIDGES. 

Perhaps  the  most  wonderful  example  of  the  long  life  pos- 
sible for  iron  or  steel  is  that  of  the  famous  Delhi  pillar,  a  solid 
iron  shaft  12  inches  in  diameter  and  24  feet  long  which  has 
been  standing  for  about  1600  years. 

The  wrought-iron  bridge  of  the  Pere  Marquette  Railroad 
over  the  Manistee  River  was  subjected  for  25  years  to  con- 
stantly increasing  loads  considerably  larger  than  it  was  de- 
signed for,  but  an  examination  showed  that  all  the  bolted  field 
connections,  except  those  of  the  lateral  bracing,  were  still  in 
excellent  condition.  Two  test  pieces  cut  from  members  in  ser- 
vice gave  a  minimum  elastic  limit  of  41,230  lb.,  ultimate 
strength  of  56,500  lb.,  elongation  of  12%  in  2  in.,  and  reduction 
of  area  of  12.2%. 

Prof.  Edgar  Marburg. — "It  may,  I  think,  be  safely  affirmed 
that  the  life  of  an  iron  or  steel  structure  will  be  indefinitely 
prolonged  (1)  if  it  is  properly  designed,  (2)  if  the  safe  load 
limits  be  not  exceeded,  and  (3)  if  it  is  eflfectively  protected 
against  corrosion,  it  being,  of  course,  understood  that  extraor- 
dinary contingencies  that  may  wreck  a  structure  are  left  out 
of  account". 

Mr.  0.  E.  Fowler. — "The  writer  is  strong  in  his  belief  that 
steel  structures  properly  protected  and  not  loaded  beyond 
what  they  were  designated  for  should  last  indefinitely,  as  is 
exemplified  by  the  cast-iron  structures  in  England  and  on  the 
Continent  which  have  been  in  use  for  upwards  of  one  hun- 
dred years;  however,  this  life  for  bridges  will  not  be  realized 
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in  this  country  in  county  and  city  bridges  until  some  more 
efficient  method  of  supervision  is  found. 

**The  wearing  out  of  iron  and  steel  structures  under  load 
very  seldom  takes  place,  as  they  are  usually  taken  down  when 
they  become  too  light  to  carry  the  increased  loads,  and  are 
then  available  for  re-erection  at  some  other  location  where  a 
light  loading  is  all  that  the  structure  will  have  to  carry. 

**Over  twenty-five  years  ago  the  writer  took  down  an 
old  railroad  bridge  which  was  too  light  for  the  traffic,  and 
tests  were  made  of  a  large  number  of  the  pieces  to  ascertain  the 
condition  of  the  material — all  of  whiych  showed  up  good,  except 
one  top  lateral,  which  was  practically  all  crystallizing  at  the 
fracture.  As  this  member,  however,  had  no  loading  that  could 
be  any  cause  for  crystallization,  it  undoubtedly  was  in  that 
shape  when  it  went  into  the  structure." 

Mr.  H.  D.  Bush. — ^**We  took  down  altogether  12  Miramichi 
Bridge  spans  of  old  Phoenix  construction,  with  closed  Phoenix 
columns.  These  spans  had  been  up  for  30  or  more  years  over  a 
tidal  river  where  there  was  a  great  deal  of  fog.  Notwithstand- 
ing the  fact  that  these  closed  columns  had  been  condemned  by 
engineers  because  they  could  not  be  re-painted  in  the  field,  we 
found  every  one  of  these  columns  to  be  in  perfect  condition  on 
the  inside.  If  these  spans  had  not  been  subjected  to  a  much 
heavier  traffic  than  that  for  which  they  were  designed,  they 
would  apparently  have  been  good,  with  occasional  painting, 
for  at  least  100  years. 

**The  same  kinds  of  spans  as  were  formerly  used  on  the  line 
of  the  Pennsylvania  Railroad  between  Baltimore  and  Philadel- 
phia, over  the  Susquehanna  River  at  Havre  de  Grace,  are  now  in 
use  in  a  highway  bridge,  and  if  properly  cared  for  they  will  very 
likely  continue  in  that  use  for  another  50  years." 

Mr.  A.  F.  Bobinson. — ^**For  some  eighteen  years  past  we 
have  been  replacing  old  bridges  that  were  anywhere  from 
fifteen  to  thirty-five  years  old.  So  long  as  a  bridge  behaves 
itself  properly  under  service,  I  do  not  trouble  about  replacing 
it  unless  the  unit  stresses  are  above  20,000  lb.  net, — ^this  to 
apply  to  the  tension  chords  and  the  diagonals  and  floor  system. 

**We  have  taken  out  a  good  many  bridges  long  before 
the  live-  and  dead-load  unit  stresses  reached  20,000  lb.    As  an 
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example,  one  bridge  made  up  of  six  150-foot  deck-truss  spans 
and  located  at  the  foot  of  a  grade  in  both  directions,  where  the 
track  level  was  some  70  feet  above  water  and  where  we  could 
not  maintain  falsework,  had  to  be  replaced  notwithstanding 
the  fact  that  the  unit  stresses  were  scarcely  above  16,000  lb. 
net.  When  I  found  that  we  could  not  make  the  spans  hold  their 
adjustment  more  than  two  months,  or  three  at  the  outside,  we 
arranged  for  replacing. 

**In  general,  our  bridges  have  more  frequently  been  re- 
placed because  of  faulty  details  or  light  floor  system  than  they 
have  for  high  unit  stresses  in  the  main  members.  As  a  rule, 
we  have  replaced  our  old  spans  when  the  unit  stresses  were 
anywhere  from  50  to  90  percent  above  those  for  which  the 
structure  was  designed.'' 

Mr.  George  H.  Tinker.— *' The  first  bridges  on  the  N.  T.  C. 
&  W.  S.  R.  R.  were  built  about  1882  and  were  of  wrought  iron. 
Renewal  began  in  1898  and  continued  to  1905.  The  reason  for 
renewal  was  the  continued  increase  in  live  load.  The  first 
bridges  were  built  for  66-ton  locomotives,  the  later  for  136-ton, 
practically  Cooper's  E.  40.  All  bridges  built  since  1910  have 
been  for  E.  60.  Several  of  the  structures  removed  were  in 
good  condition  and  were  sold  to  electric  roads  for  re-erection. 

'*Some  of  those  last  renewed,  at  the  time  136-ton  locomo- 
tives were  in  use,  were  badly  overloaded  and  showed  excessive 
wear  in  details  such  as  floor-beams,  bearings,  pin  bearings,  floor- 
beam  hangers.  Some  skew  spans  showed  the  eflEect  of  unequal 
deflection  by  breaking  of  sway  rods  in  the  panels  at  ends  of 
short  spans.  Deck  structures  were  corroded  by  brine  drippings 
from  refrigerator  cars.  My  experience  indicates  that  iron 
and  steel  structures  deteriorate  rapidly  when  exposed  to 
extreme  corrosive  influences,  such  as  brine  and  acid  fumes. 
When  overloaded  the  poorly  designed  details  fail.  I  know  of 
no  well  designed  structure  which  has  failed  under  the  normal 
conditions  for  which  it  was  designed." 

Mr.  0.  F.  Loweth.— **The  Chicago,  Milwaukee  &  St.  Paul 
Railway  has  a  great  many  branch  lines  of  short  length  over 
which  the  traffic  is  light  and  arbitrary  where  it  is  not  neces- 
sary to  employ  heavy  power  or  run  at  high  speed.  This  makes 
it  possible  to  retain  in  service  bridges,  which,  for  main  lines 
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or  even  second-class  lines  would  have  been  replaced  long  ago, 
by  taking  them  out  of  service  on  the  heavier  lines  and  relocat- 
ing them  on  lines  where  the  traffic  is  relatively  unimportant. 

**We  have  also  been  able  to  take  a  great  many  spans  out 
and  use  them  for  overhead  highway  bridges  with  little,  or  in 
some  cases,  no  change. 

**  There  are  several  factors  determining  the  life  of  bridges, 
of  which  deterioration  is  perhaps  the  least  important.  I  should 
say  that  the  strength,  as  aflfected  by  the  rapid  and  continued 
increase  of  rolling  loads  was  the  most  cogent  cause.  Another 
and  not  inconsiderable  factor  is  due  to  other  improvements, 
such  as,  changes  in  alignment  or  revisions  of  grade,  or  chang- 
ing from  single  to  double  track,  all  of  which  involve  a  chang- 
ing of  structures  which  may  be  otherwise  all  right.  Some  of 
the  bridges  included  in  the  lists  attached  were  in  every  respect 
satisfactory,  but  because  of  a  change  in  alignment  or  grade, 
or  the  addition  of  second  track,  had  to  be  removed. 

*' Another  element  affecting  the  life  of  steel  bridges,  as 
well  as  other  structures,  is  the  change  in  standards  of  construc- 
tion. In  some  States  they  have  clearance  laws  which  are  ex- 
treme and  which  prevent  the  re-use  of  old  spans  because  of 
insufficient  clearance.  On  some  of  our  more  important  divisions 
we  aim  to  resort  to  ballast  floor  construction  wherever  pos- 
sible and  this  prevents  the  re-use  of  old  spans  which  otherwise 
would  be  quite  satisfactory.  In  a  general  way  the  above  applies 
to  other  kinds  of  structures  than  bridges.  The  accompanying 
records  show  the  life  of  our  iron  and  steel  bridges  built  pre- 
vious to  the  year  1890.  They  cover,  first,  railroad  bridges  still 
in  their  original  location ;  second,  railroad  spans  taken  out  and 
re-used  at  other  locations  for  railroad  traffic,  usually  on  sec- 
ondary lines  without  change,  or  by  doubling  up  in  the  case  of 
deck  girder  spans  on  more  important  lines;  third,  railroad 
spans  taken  out  and  used  in  overhead  highway  bridges ;  fourth, 
railroad  spans  removed  and  scrapped. 

"There  are  comparatively  very  few  old  iron  and  steel 
spans.  The  oldest  metal  spans  we  have  a  record  of  were  de- 
livered in  1873  at  Bridges  S-302  and  S-338  and  scrapped  in  1907 
after  thirty-four  years  of  service.  The  best  record  of  a  bridge 
still  in  service  is  thirty-nine  years — built  in  1876,  used  in  its 
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first  location  twenty-six  years  and  on  a  secondary  line,  thirteen 
years.  The  probabilities  are  that  some  of  these  spans  will  be 
good  enough  to  round  out  at  least  fifty  years  of  existence.  The 
most  important  old  bridge  still  in  service  is  1-874  over  the 
Missouri  River  at  Kansas  City.  This  bridge,  built  in  1887,  is 
now  being  strengthened  to  carry  engines  as  heavy  as  our  LI 
and  L2  power. 

**Not  a  great  many  spans  have  been  scrapt,  and  those 
that  have  been  usually  consist  of  extremely  long  spans  taken 
from  important  bridges,  or  are  draw  spans  which  are  hard  to 
work  off  in  other  locations.  We  are  using  many  girders  from 
old  girder  spans  30  ft.  to  60  ft.  in  length  for  use  in  overhead 
highway  spans,  where  a  great  deal  of  extra  life  should  be 
obtainable  after  being  used  as  railroad  structures.  There  are 
a  few  overhead  bridges,  carrying  highway  trafl5c,  built  before 
1890,  still  in  service  in  their  original  locations.  The  most 
important  one  is  Sangamon  St.  viaduct  in  Chicago,  built  1881, 
thus  having  been  in  service  34  years  and  still  being  in  pretty 
fair  shape. 

**No  important  span  carrying  railroad  trafiic  has  had  to 
be  removed  because  of  deterioration,  the  use  of  heavier  power 
accounting  for  most  removals ;  and  line  changes,  for  practically 
all  the  remainder.  Highway  spans  over  our  tracks,  however, 
have  had  to  be  removed  largely  because  of  weakness  due  to 
deteriorated  metal.  Such  cases  are  represented  by  the  Sixth 
Street  and  First  Avenue  viaducts  in  Milwaukee,  Wisconsin, 
and  Milwaukee  Avenue  and  Des  Plaines  Street  viaducts  in 
Chicago.  The  metal  in  all  these  bridges  suffered  much  from 
the  blasts  from  locomotives,  and  also  became  rusted  enough 
through  other  causes  to  be  affected  in  strength. 

**We  have  had  a  few  short  railroad  spans  of  less  than  15 
feet  in  length  which  had  to  be  removed  because  of  corrosion 
due  to  salt  water  drippings  from  refrigerator  cars,  and  in  one 
case  had  a  60-ft.  through  girder  span  of  old  design  with 
stringers  eaten  so  badly  by  brine  as  to  require  wooden  stringers 
and  eventually  the  replacement  of  the  entire  span,  although 
this  was  not  due  entirely  to  the  stringers.  This  corroding  due 
to  brine  from  refrigerator  cars  is  much  more  rapid  than  cor- 
rosion due  to  rust,  and  on  some  lines  is  a  matter  of  importance 
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in  the  life  of  the  steel  structures,  particularly  affecting  stringers 
of  bridges  under  the  low  rail  on  curves.  Consideration  is  being 
given  by  the  Master  Car  Builders  to  prevent  brine  leaking  or 
dropping  out,  as  it  seriously  affects  track  spikes  and  fittings, 
as  well  as  bridges. 

''Blast  from  locomotives  very  materially  shortens  the  life 
of  steel  structures,  particularly  where  the  clearance  is  limited. 
At  Halsted  Street  viaduct,  Chicago,  where  the  actual  clear 
height  above  top  of  rail  is  less  than  16  feet,  we  have  an  example 
of  rapid  deterioration.  This  viaduct  was  built  in  1893,  and 
the  span  over  our  tracks  is  now  in  such  shape  that  it  will 
probably  have  to  be  renewed  in  1917,  after  24  years  of  service. 
Since  the  bridge  has  been  in  service,  practically  all  the  I-beam 
stringers  under  roadways  and  sidewalks  which  are  situated 
directly  over  the  tracks  have  been  renewed  twice.  The  road- 
way stringers  were  last  renewed  two  years  ago.  Sidewalk 
stringers  are  now  eaten  so  badly  that  they  are  being  replaced 
with  wooden  stringers.  Beside  these  repairs,  many  of  the 
floor-beam  hangers  have  had  to  be  replaced  and  several  of  the 
truss  diagonals  have  had  to  be  strengthened  where  eaten 
entirely  through.  Bottom  chords  are  much  reduced  in  section, 
but  no  repairs  have  yet  been  made.  The  deterioration  is 
excessive  here  because  switch  engines  stand  for  various  periods 
of  time  directly  under  the  span,  and  any  paint  is  entirely 
removed  by  the  locomotive  blast,  even  before  it  has  time  to 
set." 

Mr.  A.  W.  Carpenter. — ^**The  New  York  Central  Company 
has  many  cases  of  wrought-iron  bridges  in  railroad  service 
approximating  fifty  years.  These  are  usually,  or  perhaps  ex- 
clusively, riveted  deck  lattice  or  plate  girders  originally  carry- 
ing a  portion  of  one  track  load  and  subsequently  'doubled  up.' 
One  case  that  I  have  in  mind  is  that  of  a  deck  lattice-girder 
bridge  originally  carrying  two  tracks  on  three  lines  of  M  29 
girders,  all  of  the  same  section,  built  in  1865.  The  three  lines 
of  girders  were  cut  apart  and  grouped  under  one  track  at  a 
later  date  and  finally  removed  a  year  or  two  ago.  These 
girders  carried  all  the  trafl5c  on  an  important  branch  line. 
After  final  removal,  sample  pieces  were  cut  from  certain  mem- 
bers, which  we  considered  carried  high  stresses,  and  tensile 
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tests  were  made  from  these  samples,  the  result  of  which  I  can 
furnish  you  if  desired.  The  material  was  found  to  be  very 
good. 

*'Two  years  ago  we  took  down  a  large  bridge,  consisting  of 
several  spans  with  deck  and  through  trusses  and  plate  girders, 
built  in  1876  to  carry  double  track  and  subsequently  remodeled 
for  use  as  a  single-track  bridge  in  order  to  reduce  the  stresses. 
This  also  was  on  an  important  branch  line.  The  material  was 
wrought  iron.  Some  time  before  the  final  reconstruction, 
some  of  the  floor-beam  hangers,  consisting  of  loop-rods  of 
round  sections,  were  removed  and  subjected  to  full-sized 
tensile  and  bending  tests,  the  result  of  which  can  be  furnished 
if  desired.  After  the  removal  of  the  bridge,  full-sized  tests 
were  made  on  some  of  the  eye-bars. 

**Some  years  ago  in  providing  instructions  for  estimating 
the  cost  of  maintaining  and  renewing  bridge  structures,  I 
prepared  the  data  shown  below,  which  are  based  partly  on  records 
of  cost  and  service  and  partly  on  judgment  (or  lack  of  the 
same)." 

Data  for  Estimating  Maintenance  Costs  of  Structures : 

Benewals  of  New  Steel  Stractnres. 

Bailway  bridges  over  highways  and  streams^ — conditions  favor- 
able to  ndn-corrosion 40  years. 

Bailway  bridges  over  steam  railway  tracks,  or  in  yards,  or  in 
deleterious  atmospheres — conditions  favorable  to  corrosion 25  years. 

Highway  bridges  over  tracks  or  steam  railways  in  yard  limits 
or  other  unfavorable  locations — ^metal  protected  by  paint  only 20  years. 

Same  as  3,  metal  protected  by  wooden  sheathing,  or  highway 
bridges  over  steam  railway  tracks  at  high  speed  points  and  pro- 
tected by  paint  only 30  years. 

Highway  bridges  over  steam  railway  tracks,  metal  protected  by 
concrete,  or  highway  bridges  over  streams,  highways  or  other 
favorable  locations  40  years. 

Compute  renewals  on  basis  of  4%  interest  compounded  annually,  figur- 
ing capital  required  for  renewal  in  periods  given.  In  figuring  costs  of 
renewal,  the  old  steel  in  structures  may  be  credited  at  one-fifth  the  value  of 
new  steel  fabricated,  but  not  erected. 


;ri<lge  No. 

B  50 
B  54 
B  140 

B  166 
B  210 
B  244 

B  256 


B  260 


B  310 


1— 68-ft. 
1— 24-ft. 
8— 76-ft. 

1—60- ft. 
1— 30-ft. 
1— 68-ft. 

1— 105-ft 
1— 60-ft. 
1— 75-ft. 
3— 105-ft 
1— 205-ft 
1— 105-ft 
1— 123-ft 


B  girder 
deck  g^ird 
B  girder 

B  girder  t 
deck  girdi 
B  girder  | 

.  thru  tru4 
A  girder 
A  girder 
.  thru  tru 
.  thni  tru 
.  thru  tru 
.  thru   tru 


2— 105-ft.  thru   tn 
1— 135-ft.  B  girdei 
5 — 105-ft.  thru  tn 

1—1 30-ft.  thru  tru 
1— 135-ft.  B  girdei 
1— 102-ft.  thru  trul 
l--130-ft.  thru  tn 


B  314 

B  334 

B  352 

B  380 

C  220 

C  574 

E  310 

E  624 

F  22 

F  144 

F  182 

I  486 

I  874 


L  306 
L  310 

L  336 
Z  100 

Z  454 

Omaha  Jt. 
''fljfe  No.   15 
u  «t.  Paul 
U-nneapol's 
•itr^rn  Viaduct 


4 — 103-ft.  thru  tn 
1— 60-ft.  B  girder 
1— 50-ft.  B  girder 
2— 30-ft.  B  girder 
1 — 116-ft.  counter 


1— 62-ft.  A  girder 
330-ft.  iron  trestle 

35 -ft.  I-Beam  spani 
58-ft.  iron  trestle 
1— 40-ft.  B  girder 

2— 104-ft.  thru  tnij 
3 — 41-ft.  deck  gird 


1— 60-ft.  C  4  gird< 
3 — 403-ft.  thru  tru 
1— 162-ft.  deck  tru 
1200-ft.  iron  trestW 

65-ft.  iron  trestle    I 
70-ft.  iron  trestle    prat 

379-ft.  iron  trestle 
6 — 84- ft.  deck  gir( 

1 — 60-ft.  deck  gir< 

6—1 50-ft.  thru  tn 

1— 269-ft.  lattice  tisideral 

l_150-ft.  lattice 

2— 150-ft.  thru  tn 

n34-ft.  deck  treat 


TO  1890. 

AKS. 

Bridge  No,  Remarks 

U   464    it  1903.  To  M  502—1908.     Cut  to  230  ft.     Change  to  thru 
•rapt  1910 

Z    112   it  1893.  To  G  448—1897 

it  1893.  To  T  752—1898 

at  1907.  To  I  818,  O.H.  highway— 1908 

Z   312    it  1905.  To  K  1050—1905.     Cut  to  150-ft.  span 

jt  1905.  To  K  1270—1905 

at  1905.  To  M  522—1905 

Jt  1905.  To  Q  212—1906.    Cut  to  145-ft.  span 

Jt  1905.  To  Q  1444—1906 

Z    440   at  1914 

Z    496 

at  1905.  To  Galewood,  1907 

dt  1905.  To  FF  324—1909.    Cut  to  289  ft. 

ut  1905.  To  U  874—1908 

ut  1905.  To  B  428—1910 

Z   796^ t  1907.  To  B  282—1911.     4  girders  for  twin  deck  span 

Z   800  ut  1911.  To  R  26—1911.     2  girders  for  twin  deck  span 

Z  1154  at  1910.  To  Q  192—1911 

at  1910.  To  M  188—1911 

at  1910.  To  AA  902—1910 

Z  1608   ut  1901.  To  F  532—1902 

r.     .Q  ut  1904.  To  G  368—1904 

*^  ut  1914.  Use  O.H.  highway,  1915 

B     52  ut  1905.  To  K  1076 — 1905.     1  span  only.     2nd  span  for  O.H.  highway 


^     44  ut  1906.  To  Z  896V2— 1908 

ut  1914.  To  O  264^8—1914 

^     52  ut  1905.  1  span  to  L  I8OV2— 1908 

ut  1910.  To  C  242V2— 1914.     2nd  span  for  railroad  bridge 

^   434  at   1907.  To  E  94014—1907 

\     20  ut   1902.  To  H  33414—1907 

^   804  ut  1912.  To  C  7614—1915 

2   212  ut   1911.  To  Dutch  Cr.— 1911.     Over  creek  opposite  C  466 

°   284   It   1908.  Bloomingdale  Road— 1914 


.890. 


Bridge    No. 


Remarks 


262 


Out  1907.     To  F  932—1909 


6 


B       lO 


B 
B 


B 
B 


16 
18 


20 
22 

26 


Out  1910.     To  Q  190—1911.    4  girders  made  into  2  deck  spans 
Out  1910.     To  D  88—1911.    1  girder  used  in  triple  girder  span 


Out  1910. 

Out  1910. 

Out  1910. 

Out  1910. 


To  P  318 — 1911.    3  girders  made  into  one  triple  girder  span 
To  D  88 — 1911.    2  girders  used  in  twin  deck  span 
To  D  88 — 1911.    1  girder  used  in  triple  girder  span 
To  B  400 — 1911.    1  complete  span  used 


Out  1906.     To  8  678—1910 


Out  1909. 

Out  1909. 

Out  1907 

Out  1905. 


To  K  1616—1910.    2  complete  spans 

To  I  352 — 1912.    4  girders  for  1  twin  deck  span 


To  Q  96—1905 


Out  loru      Ta  tt  7A0 — ^Q^\A 


Bridge  No. 

A  314 
C  250 


P  18 
JO 
K  1124 

LO 
L  4 
Q  192 

8  302 
8  338 
U  728 

B4 

A  3161^ 

L  332 


173-ft. 

1—243- 
1— 56-f 
1— 66-f 
1— 68-f 

3—122- 
257-ft. 
1— 96-f 

1—310- 
1—359- 
1—136- 

1— 36-f 
1— *9  i 
1— 96-f 

1—218- 
1—207 

3— 60-f 
and 
and 


Milwaukee  At. 
Viaduct 


1— 93-f 
1—7  If 
1— 61-f 
3— 58-f 


over  Mississippi  River 


Desplaines  St. 
Viaduct 


B  0 
B  2 

B  12 
E  2 


500-ft. 
300-ft. 


32-ft  t  rh  1912 
1— 70-f 


2-ft.  deck  girder  spans 


sps. 
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Painting. 

For  bridges  of  classes  Nos.  1,  4  (covering  bridges  protected 
by  wooden  sheathing  only)  and  5  (except  portions  protected  by 
concrete),  as  given  above,  estimate  cleaning  and  painting  one  coat 
every  4  years  at  cost  per  ton  of $1.00 

For  highway  bridges  the  cost  of  removing  the  floor  covering 
to  paint  parts  beneath  must  be  considered. 

For  bridges  of  class  No.  4  (except  bridges  protected  by  wooden 
sheathing),  estimate  cleaning  and  painting  once  in  3  years,  one 
coat,  at  a  cost  per  ton  of $1.50 

For  bridges  of  classes  Nos.  2  and  3,  estimate  cleaning  and 
painting  one  coat  every  two  years,  at  a  cost  per  ton  of — 

For  class  No.  2 $1.00 

For  class  No.  3 $1.50 

Compute,  on  basis  of  5%  simple  interest,  capital  to  provide  painting 
as  per  above. 

In  a  paper  presented  to  the  New  York  Railroad  Club, 
May  21,  1915,  Mr.  Gustav  Lindenthal  stated  that  100-pound 
rails  should,  on  curves  and  tangents,  probably  have  an  average 
life  of  100,000,000  tons,  that  a  wheel  tonnage  of  375,000,000  is 
reported  for  exceptionally  good  100-pound  rails  lasting  12  years 
with  prevailing  passenger  traflBc  on  the  New  York  Central 
Railroad. 

In  a  discussion  of  this  paper,  Mr.  James  O.  Osgood,  Chief 
Engineer,  Jersey  Central  Railroad,  stated  that  on  sharp  curves 
under  a  very  heavy  tonnage  of  long  coal  trains,  90-pound  rails 
lasted  from  6  to  18  months. 

The  life  of  structures  may  be  materially  prolonged  by 
partial  rebuilding  or  extensive  replacement  or  reinforcement. 
The  single-track  wrought-iron  viaduct  of  the  Chicago  &  West 
Michigan  Railway  across  the  Manistee  River  consisted  chiefly 
of  about  60-,  30-,  and  45-ft.  deck  plate  girder  spans  on  75-ft. 
towers.  It  was  built  in  1888  for  Cooper's  E-25  loading,  and  in 
1913  was  reinforced  to  carry  E-50  loads  by  transforming  the 
spans  into  Warren  girders  by  the  addition  of  lower  chords 
and  web  members  and  utilizing  the  old  girders  for  top  chords, 
the  towers  being  strengthened  by  the  addition  of  new  batter 
posts  with  adjustable  pier  bearings  in  the  transverse  planes 
of  the  old  tower  bents.  The  new  steel  weighed  455  tons  and 
cost  $43,900. 
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Mr.  Gteorge  A.  Orrok. — ^''In  nine  cases  out  of  ten  the  steel 
structure  will  be  superseded  by  another  before  it  has  been 
seriously  weakened  by  corrosion,  electrolysis  or  other  physical 
factors." 

Mr.  H.  B.  Leonard. — '^I  know  of  no  well-designed  struc- 
ture dying  from  other  than  neglect  and  overload." 

BRIDGE  ACCIDENTS. 

Buildings,  towers  and  other  steel  frameworks  are  much 
more  subject  to  serious  accidents  that  may  reduce  or  terminate 
their  life  than  are  other  steel  and  iron  structures,  and  of  these, 
bridges  are  much  the  most  endangered,  both  on  account  of 
their  elaborate  construction  and  because  of  the  severe  and 
often  unexpected  service  conditions. 

Much  the  largest  proportion  of  bridge  accidents  are  due 
to  derailments  of  trains,  and  to  floods  destroying  their  sub- 
structures or  even  directly  injuring  the  superstructures.  The 
danger  from  floods  may  be  materially  reduced  by  sufficient 
preliminary  investigations  of  the  river's  regimen,  and  the 
provision  of  sufficient  waterway,  clearance  and  proper  founda- 
tions. Danger  from  derailment  can  also  be  minimized  by  special 
care  in  the  maintenance  of  track  and  grades,  by  operating 
restrictions,  by  the  design  of  floor  systems  adequate  to  resist 
derailments  without  necessarily  being  destroyed,  and  by  the 
provision  in  some  cases  of  massive  protection  girders  which 
have  been  furnished  on  some  important  spans  to  receive  the 
impact  of  possible  derailed  cars  and  protect  the  truss  members 
from  injury. 

There  is  occasional  serious  accidental  damage  to  bridges 
during  erecting,  which  is  generally  inexcusable  except  when 
due  to  violent  storm,  flood,  or  ice  movement,  and  even  then  may 
sometimes  be  avoided  by  proper  anticipation  of  probable 
conditions. 

The  most  terrible  of  erection  disasters  was  the  total  sudden 
destruction  of  the  great  Quebec  Bridge  a  few  years  ago,  when 
a  completed  anchor  span  and  nearly  half  of  the  1800-foot 
channel  span  collapsed,  causing  the  instant  death  of  about  75 
workmen  and  the  total  loss  of  the  structure.  The  accident 
was  due  to  the  failure  of  a  compression  bottom-chord  member 
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under  a  static  erection  stress  less  than  the  computed  working 
stress  of  the  finished  structure,  and  was  still  more  deplorable 
in  that  this  vital  member  had  ample  steel,  of  good  quality,  to 
safely  endure  this  stress  had  its  potential  strength  been  fully 
developed,  and  because  it  was  shown  in  the  investigation  that 
the  same  member  had  been  reported  in  a  crippled  condition 
days  before  the  disaster. 

The  110-ft.  pin-connected  through  single-track  Pratt  truss 
span  of  the  Wabash  B.  R.  bridge  over  the  Wabash  River  at 
Attica,  Ind.,  was  wrecked  April  5,  1914  by  a  slow-moving 
express  train.  It  was  built  in  1892  at  the  Pencoyd  bridge  shops 
and  the  materials  and  workmanship  were  good.  A  few  hours 
previous  to  the  collapse  the  end  post  of  the  span  had  been 
struck  by  a  derailed  freight  car  and  badly  broken  and  dis- 
placed, so  that  it  completely  failed  under  the  stress  from  a 
421,000-lb.  locomotive,  which  would  normally  have  developed  a 
unit  compression  of  only  about  7700  lb.  in  this  member.  Nearly 
all  compression  members  failed  near  pin  connections  and  nearly 
all  tension  members  remained  eflfective.  The  collapse  of  this 
span  caused  the  failure  of  the  adjacent  154-ft.  span. 

A  very  light  riveted  pony-truss  highway  bridge,  only  39-ft. 
span,  across  the  Hayes  drainage  ditch,  in  Tuscola  Township, 
Douglas  Co.,  HI.,  failed  in  1914  under  the  static  load  of  an 
18-ton  motor  tractor  which  tipped  up  the  loose  floor  planks, 
badly  twisted  the  I-beam  and  channel  stringer  webs  and  bent 
the  members  of  one  truss.  The  load  developed  computed  unit 
stresses  of  49,000  lb.  in  the  stringers. 

A  53-ft.  deck  girder  span  of  the  Cincinnati,  Bluffton  & 
Chicago  R.  R.  across  the  Wabash  River  at  Bluflfton,  Ind.,  col- 
lapsed under  a  train  May  22,  1914,  without  having  shown  signs 
of  previous  weakness.  The  ends  of  the  girder  rested  on  piles 
supposed  to  be  driven  to  bed  rock.  It  was  believed  that  the 
earth  had  been  washed  away  from  around  the  piles,  allowing 
them  to  collapse. 

Mr.  P.  0.  Osbom. — ^''A  suburban  electric  railway  bridge 
at  Tinkers  Creek,  Ohio,  failed  some  years  ago  for  two  reasons. 
It  was  designed,  as  I  recall  it,  for  a  suburban  electric-railway 
car,  but  the  railroad  company  began  to  use  it  for  hauling  fully 
loaded  steam-railway  cars.     In  addition  to  this  overload,  it 
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was  found  that  in  a  Sub-Pratt  truss  two  members  of  the  same 
len^h,  but  of  different  dimensions,  happened  to  be  transposed, 
the  light  member  being  placed  where  the  heavier  one  should 
have  been  used,  and  vice  versa. 

'*The  Tay  bridge  failure,  as  I  remember,  was  caused  by  an 
unusually  severe  wind  storm/' 

The  Pratt  highway  bridge,  Kansas  City,  has  two  concrete 
and  asphalt  roadways  and  a  30-ft.  wooden-deck  electric-railway 
floor  in  the  center.  About  530  ft.  of  the  creosoted  decking  was 
burned  in  June,  1914,  by  a  13-hour  fire,  which  expanded  the 
viaduct  members  so  much  that  the  5x3V^x%-in.  stiffener  angles 
at  the  expansion  joints  were  sheared  at  the  roots  in  eight  places, 
many  rivets  were  sheared  and  90%  of  the  20-in.  I-beam  stringers 
were  buckled.  The  stringers  were  straightened  in  the  field  and 
the  deck  replaced  by  a  reinforced  concrete  floor. 

During  the  construction  of  the  Manhattan  Bridge,  New 
York,  the  roadway  wood  caught  fire  and  the  heat  caused  the 
stringers  to  buckle  so  badly  that  some  of  them  had  to  be  re- 
placed. 

During  the  construction  of  the  1600-foot  suspended  span 
of  the  Williamsburg  Bridge,  New  York,  the  hot  fire  caused  by 
burning  timber  and  oil  on  the  scaffold  on  top  of  the  New  York 
tower  caused  the  destruction  of  the  falsework  suspension  span, 
and  injured  the  permanent  main  cables  so  much  that  many 
wires  in  them  had  to  be  replaced.  Some  of  the  riveted  members 
were  also  seriously  injured." 

COMPARATIVE  LIFE  OF  IRON  AND  STEEL. 

Mr.  Jonathan  Jones. — ''In  connection  with  the  question  of 
sheeting  for  mill  buildings,  it  is  well  known  that  wrought  iron, 
costing  possibly  one  cent  a  pound  more  than  steel,  is  a  wise 
investment  because  of  the  considerably  longer  life." 

Mr.  John  Carlin. — *'I  examined  some  %-inch  iron  plates 
that  were  in  a  very  good  condition  after  being  used  for  50  years 
in  tanks  in  a  white-lead  plant.  Some  of  them  have  since  been 
used  for  5  years  in  a  smoke  stack." 

Mr.  Jonathan  Jones. — ''There  are  two  bridges  on  Broad 
Street,  Philadelphia,  oyer  the  Reading  Railway,  one  built  in 
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1870  and  the  other  in  1893;  the  former,  built  of  wrought  iron, 
is  to  date  giving  better  service  and  requiring  less  attention  than 
the  latter,  built  of  steel,  which  has  required  partial  renewal/' 

Mr.  J.  B.  Worcester. — ^**The  great  difference  in  permanence 
between  steel  and  iron  is  illustrated  in  a  bridge  over  the  Merri^ 
mac  River  at  Tyngsboro,  Mass.,  where  the  old  wrought-irou 
portions,  which  are  fully  forty  years  old,  are  in  a  better  state 
of  preservation  than  certain  additions  of  steel  which  were 
attached  probably  twenty  years  later.  The  wrought-iron 
structures,  after  they  begin  to  rust,  seem  to  be  protected  by  the 
rust  coating,  so  that  corrosion  does  not  proceed  very  rapidly 
underneath ;  whereas,  steel  seems  to  go  from  bad  to  worse  after 
the  corrosion  begins.'' 

Mr.  J.  P.  Snow. — ^''I  once  had  a  remarkable  exhibition  of 
this  difference  in  some  signal  bridges  which  were  built  at  the 
time  when  wrought  iron  was  going  out  and  steel  coming  in,  in 
the  fabrication  of  bridges.  Stock  material  was  allowed  to  be 
used  in  these  signal  bridges,  with  the  result  that  most  of  the 
gusset  plates  were  iron  while  the  angles  riveted  to  them  were 
steel.  Some  years  after  they  were  erected,  one  was  removed; 
and  while  many  horizontal  angles  in  the  lower  bracing  were 
wasted  to  lacework,  the  plates  were  unharmed.  I  tested  many 
of  these  pieces  by  nicking  and  breaking  and  invariably  found 
the  sound  part  iron  and  the  wasted  parts  steel." 

Mr.  J.  P.  Roe. — **  Light  sections  of  sheet  iron  last  five 
times  as  long  as  the  same  sections  of  steel." 

Farmers'  Bulletin  239,  TJ.  S.  Department  of  Agriculture, 
states  that  mild-steel  wire  rusts  about  three  times  as  fast  as 
iron  wire,  and  that  it  rusts  in  proportion  to  the  manganese 
contained  in  it. 

MISCELLANEOUS. 

Mr.  A.  W.  Buel. — ''If  I  were  asked  to  say  what  I  consider 
the  most  important  feature  affecting  the  life  of  steel  structures, 
I  would  say  that  it  would  be  found  in  the  matter  of  shop  and 
field  inspection.  In  field  inspection  I  mean  particularly  the 
inspection  of  erection,  because  much  punishment  is  suffered  by 
careless  erection.    This  is  intensified  by  bad  fits  and  lack  6t 
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clearance  due  to  lax  shop  inspection.  These  points,  together 
with  lack  of  attention  to  details  of  shop  work,  proper  cleaning 
before  painting,  etc.,  are  in  my  opinion  most  important/' 

Mr.  J.  R.  Worcester. — *'As  I  think  over  the  old  structures 
within  my  knowledge,  I  am  forcibly  struck  with  the  importance 
of  environment.  I  have  known  at  least  one  highway  bridge — 
located  only  a  few  feet  above  extreme  high-water,  over  a  tidal 
estuary  exposed  to  a  free  sweep  of  water  some  miles  in  extent — 
which  became  so  corroded  as  to  be  dangerous  in  about  ten  years. 

'*0n  the  other  hand,  there  are  bridges  in  service  today 
over  rivers  in  Massachuse.tts  which  were  built  about  forty  years 
ago,  and  which  show  no  appreciable  deterioration  from  rust. 
Of  course,  there  is  this  other  element  which  comes  into  play  to 
account  for  this  difference,  and  that  is  that  the  older  bridges 
are  of  wrought  iron ;  while  the  one  which  I  have  referred  to  as 
lasting  only  about  ten  years,  was  probably  of  steel.'' 

Mr.  J.  A.  L.  Waddell. — **  Failure  of  expansion  devices  is 
quite  common  in  old  bridges  and  should  be  avoided  in  new 
designs,  mainly  by  using  segmental  rollers. 

''Regular  inspection  and  systematic  maintenance  are  neces- 
sities, and  the  better  they  are  attended  to,  the  longer  will  be 
the  life  of  the  bridge. 

**I  do  not  believe  that  you  will  ever  find  any  material 
deterioration  of  the  strength  of  metal  from  actual  use  unless 
the  structure  has  been  loaded  continuously  up  to  near  the  break- 
ing point. 

'*In  modern  bridges  there  are  no  adjustments  allowed,  but 
in  old  structures,  with  adjustable  members,  there  is  danger 
from  overtightening  the  counters  and  other  screw  members." 

Mr.  0.  H.  Ammann. — ''Present  mill  processes  so  far  as  they 
affect  the  uniformity  of  the  material,  and  therefore  the  life 
of  a  structure,  are  far  from  being  perfect.  Probably  the  worst 
feature  is  the  present  practice  of  casting  the  ingots  in  such 
a  way  as  to  cause  piping  and  segregation,  and  very  often  not 
suflScient  discard  is  made  from  the  ingots  so  cast.  The  improve- 
ments suggested  by  Mr.  6.  Lindenthal  in  this  direction  for  the 
manufacture  of  rails  (see  his  paper  on  "Quality  of  Good  Steel 
Rails'',  New  York  Railroad  Club  meeting  of  May  21,  1915) 
apply  to  a  large  extent  also  to  structural  steel. 
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"It  is  difficult  to  say  just  how  far  the  fabrication  processes 
influence  the  life  of  a  structure.  Undoubtedly  the  improved 
methods  of  fabrication,  such  as  reaming  and  drilling,  instead 
of  punching  to  full  size,  reaming  of  holes  to  full  size  after 
assembling  of  connecting  parts,  assembling  of  trusses  in  the 
shop  for  reaming  connections,  improved  methods  and  tools  for 
riveting,  will  tend  to  increase  the  life  of  bridges  and  other 
structures. 

''Loose  pins  are  certainly  detrimental  to  a  structure,  par- 
ticularly, as  already  remarked,  if  the  members  are  subject  to 
stress  reversal ;  since  the  member,  in  constantly  working  on  the 
pin,  gradually  cuts  into  the  pin,  thereby  increasing  the  looseness 
of  the  connection. 

**  Failure  of  expansion  devices  may  affect  the  life  of  a 
structure  by  introducing  certain  additional  stresses.  Not  too 
much  stress  can  be  laid  upon  the  necessity  of  making  such 
devices  free  from  friction.  Expansion  rollers  are  still  very  often 
made  too  small  in  diameter." 

Appreciation  and  thanks  for  valuable  data  furnished  for 
this  paper,  are  heartily  given  to  F.  R.  Harris,  Civil  Engineer, 
U.  S.  Navy;  Jonathan  Jones,  Engineer  of  Bridges,  City  of 
Philadelphia;  O.  H.  Ammann,  Assistant  Chief  Engineer,  New 
York  Connecting  B.  R. ;  A.  W.  Buel,  Consulting  Engineer ;  C.  F. 
Loweth,  Chief  Engineer,  Chicago,  Milwaukee  &  St.  Paul  R.  R. ; 
John  Carlin ;  Professor  Edgar  Marburg,  University  of  Pennsyl- 
vania; H.  R.  Leonard,  Engineer  of  Bridges  and  Buildings, 
Pennsylvania  R.  R. ;  A.  F.  Robinson,  Bridge  Engineer,  Atchison, 
Topeka  &  Santa  Fe  R.  R.  System;  J.  P.  Snow,  Consulting 
Engineer ;  J.  R.  Worcester,  Consulting  Engineer ;  F.  C.  Osbom, 
Consulting  Engineer;  A.  W.  Carpenter,  formerly  Bridge 
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According  to  the  original  request  of  the  ''Committee  on 
Papers"  of  the  International  Engineering  Congress,  this  com- 
munication should  have  covered  the  use  of  alloy  steels  in  all 
kinds  of  engineering  work ;  but  the  author  being  of  the  opinion 
that  no  engineer  should  address  such  an  important  assemblage 
as  this  except  upon  matters  whereon  he  is  an  authority,  and  as 
more  than  thirty  out  of  the  forty  years  of  his  practice  have  been 
devoted  to  the  specialty  of  bridge  engineering,  he  requested  the 
Committee  to  permit  him  to  confine  his  remarks  to  the  use  of 
alloy  steels  in  bridgework ;  and  the  request  was  granted. 

The  metals  used  at  all  generally  in  that  branch  of  construc- 
tion, enumerated  in  the  order  of  their  chronological  precedence, 
are  as  follows : 


Cast  Iron, 
Wrought  Iron, 
Medium  Steel, 
Manganese  Steel, 
Nickel  Steel. 


A  century  or  more  ago  metal  bridges  were  built  entirely  of 
cast  iron,  usually  in  the  form  of  arches ;  then  wrought  iron,  em- 
ployed either  alone  or  in  combination  with  timber,  came  into 
vogue ;  then  some  thirty  years  ago  medium  steel  began  to  be  used 
instead  of  wrought  iron,  requiring  six  or  seven  years  to  supplant 
it  entirely;  and  it  was  only  a  dozen  years  since  that  the  alloy, 
nickel  steel,  began  to  be  talked  of  seriously  for  bridge  building. 
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Before  the  days  of  medium  steel,  though,  a  few  large  bridges 
were  constructed  of  special  steels,  notably,  in  America,  the  Eads 
Bridge  of  St.  Louis,  Mo.,  and  the  Chicago  and  Alton  Railway 
bridge  at  Glasgow,  Mo.  The  latter  was  of  Hay  Steel;  and  al- 
though the  author  worked  for  a  short  time  in  a  subordinate 
capacity  on  the  structure,  he  has  forgotten  the  composition  and 
the  characteristics  of  the  metal,  except,  perhaps,  that  it  was 
rather  high  in  carbon.  Be  this  as  it  may,  the  matter  is  of  no 
special  importance;  because  that  make  of  steel,  as  far  as  the 
author  knows,  was  never  again  used  in  any  important  bridge. 

The  term  ''manganese  steel"  for  bridge  work  is  somewhat 
in  the  nature  of  a  misnomer;  for  all  bridge  steel  has  to  contain 
a  certain  amount  of  manganese  (generally  from  0.5  to  0.8  per 
cent)  in  order  to  make  it  workable  in  the  mills  and  otherwise 
satisfactory ;  but  when  a  bridge  engineer  uses  the  term,  he  means 
a  steel  very  high  in  manganese,  and,  consequently,  exceptionally 
hard.  Such  a  steel  or  alloy  is  employed  for  rail-locks  and  for 
those  parts  of  the  operating  machinery  of  movable  spans  where 
great  resistance  to  both  abrasion  and  shock  is  the  principal 
desideratum. 

Chrome  steel,  an  alloy  of  chromium  with  steel,  the  author 
has  heard  of  as  being  used  for  this  purpose,  but  not  at  all  gen- 
erally on  account  of  its  high  price. 

Chrome-nickel  steel  has  also  been  employed  somewhat  for 
special  castings  in  bridge  machinery,  but  its  principal  use  is  for 
the  manufacture  of  aeroplanes,  automobiles,  transmission  lines, 
and  gearing. 

In  most  cases  it  is  necessary  to  submit  these  various  alloys 
to  heat  treatment  in  order  to  increase  materially  their  hardness, 
elastic  limit,  and  ultimate  strength.  The  price  for  castings  or 
forgings  of  such  alloys  generally  varies  from  8  to  12  cents  per 
pound,  according  to  the  amount  of  shop-tooling  required.  Such 
prices,  of  course,  are  prohibitory  for  bridge-work,  excepting  only 
for  small  but  important  parts  of  operating  machinery  and  for 
details  requiring  great  resistance  to  abrasion. 

Some  manufacturers  claim  to  be  able  to  produce  alloy  steeU 
having  elastic  limits  as  high  as  250,000  lbs.  per  square  inch ;  but 
it  is  impracticable  to  shop-tool  them  when  the  elastic  limit  ex- 
ceeds 150,000  lbs.  or  when  the  ultimate  strength  is  greater  than 
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200,000  lbs.  Such  metal  might  possibly  be  required  for  bridge 
pins  and  their  bearings  in  order  to  meet  certain  extreme  condi- 
tions; but  the  probability  of  such  requirement  is  exceedingly 
remote.  Moreover,  bridge  engineers,  as  a  rule,  are  loath  to  con- 
centrate great  stresses  on  members  of  very  small  cross-section 
because  of  the  proportionately  great  effect  thereon  of  any  un- 
discovered small  cracks  or  flaws  which  may  exist  in  the  metal. 

While  nickel  steel  was  talked  of  for  bridge  work  in  both 
Europe  and  America  prior  to  1902,  it  was  not  employed  there- 
for. In  that  year  and  in  1903  the  well  known  consulting  en- 
gineer and  bridge  specialist,  Mr.  Qustav  Lindenthal,  started 
some  experiments  upon  the  use  of  nickel  steel  for  the  eye-bars 
of  the  BlackwelPs  Island  Bridge  at  New  York  City,  reporting 
favorably  thereon.  Later,  after  trying  hard  to  avoid  its  em- 
ployment, the  city  authorities  decided  to  adopt  the  alloy  for  the 
said  eye-bars ;  and  the  bridge  was  constructed  accordingly.  This 
was  the  first  actual  use  of  nickel  steel  in  bridgework. 

In  1903,  before  the  city  authorities  just  mentioned  came  to 
their  decision,  the  author  inaugurated  an  exhaustive  series  of  ex- 
periments and  investigations  upon  the  subject  of  the  suitability 
of  nickel  steel  for  bridge  building  in  general  and  its  economics 
therein.  In  spite  of  many  trials  and  tribulations,  and  in  the 
face  of  strong  opposition  and  great  discouragement,  he  suc- 
ceeded, after  more  than  three  years,  in  completing  most  of  the 
work  which,  at  the  beginning  of  his  undertaking,  he  had  laid 
out  to  do ;  and  it  required  some  three  months  more  to  digest  the 
results  and  to  prepare  a  report  for  his  principals,  who  were  the 
International  Nickel  Company.  That  corporation  financed  the 
entire  undertaking,  spending  altogether  upon  it  nearly  $50,000. 
As  soon  as  the  report  was  completed,  the  author  devoted 
several  months  to  the  preparation  of  a  monograph  upon  the  sub- 
ject, and  presented  it  to  the  American  Society  of  Civil  En- 
gineers. After  taking  considerable  time  for  deliberation,  the 
Publication  Committee  of  that  Society  rejected  the  paper  with- 
out giving  any  reason  therefor.  Fellow  members  of  the  Society 
especially  interested  in  bridgework  urged  a  reconsideration  of 
the  matter,  which  caused  the  Committee  to  reverse  its  original 
decision,  provided  that  the  author  would  agree  to  cut  down 
materially  the  volume  of  the  original  memoir.    The  reduction  was 
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accomplished  by  omitting  some  of  the  records  of  tests  and  all 
the  diagrams  and  text  relating  to  the  economic  study  of  bridges 
built  wholly  of  nickel  steel,  retaining  only  those  concerning 
structures  built  of  mixed  nickel  steel  and  carbon  steel.  The 
original  (rejected)  memoir  containing  all  records  and  diagrams 
is  on  file  in  the  Society's  library,  where  it  can  be  consulted  by 
anyone  interested  in  this  subject.  The  paper  in  due  time  ap- 
peared in  the  Society's  ** Proceedings"  and  was  discussed  by 
thirty  or  more  engineers,  both  American  and  European;  and 
finally  it  was  published  with  the  discussions  in  the  1909 
** Transactions"  of  the  American  Society  of  Civil  Engineers. 
Later  the  memoir  was  awarded  the  Norman  medal,  as  being  the 
best  paper  presented  in  that  year. 

The  entire  investigation  proved  (at  least  to  the  author's  sat- 
isfaction, as  well  as  to  that  of  a  large  majority  of  the  engineers 
who  entered  into  the  discussion)  that  nickel  steel  is  in  every  way 
a  suitable  metal  for  the  manufacture  of  bridge  superstructures, 
being  just  as  reliable  as  carbon  steel  and  from  50  to  70  per  cent 
stronger.  The  correctness  of  this  statement  is  proved  by  the  fact 
that  the  alloy  was  used  later  not  only  in  the  Blackwell's  Island 
Bridge,  before  referred  to,  but  also  in  the  Manhattan  Suspension 
Bridge  at  New  York  and  in  the  Free  Bridge  at  St.  Louis.  The 
last  mentioned  structure  was  designed  and  engineered  by  Henry 
W.  Hodge,  Esq.,  one  of  America's  most  noted  bridge  specialists. 
Again,  the  new  Quebec  bridge,  which  will  contain  the  longest 
span  in  the  world,  viz.,  1,800  feet,  is  to  be  partially  constructed  of 
nickel  steel. 

The  author  found  by  his  experiments  and  investigations  that 
it  is  perfectly  feasible  to  produce  conmiercially  an  eminently 
satisfactory  nickel  steel  for  bridgework,  having  a  minimum  elastic 
limit  of  60,000  lbs.  per  square  inch,  a  minimum  ultimate  tensile 
strength  exceeding  100,000  lbs.  per  square  inch,  and  an  elonga- 
tion in  eight  inches  of  fifteen  (15)  per  cent.  The  actual  extra 
cost  per  pound  for  this  metal,  delivered  at  bridge  site,  as  com- 
pared with  ordinary  carbon  bridge-steel,  he  figured  should  not 
be  more  than  1.5  cents. 

Unfortunately,  however,  the  steel  makers  and  bridge  manu> 
facturers,  being  opposed,  naturally,  for  pecuniary  reasons  to  fun- 
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damental  innovations  in  their  business,  have  not  responded  to  the 
call  of  the  bridge  engineers  for  a  nickel  steel  of  great  strength  at 
a  moderate  price,  preferring  to  continue  without  interruption  the 
production  and  manufacture  into  bridges  of  the  cheaper  carbon 
steel  to  which  they  are  accustomed.  For  years  they  have  refused 
to  guarantee  for  nickel  steel  an  elastic  limit  of  more  than  50,000- 
pounds  per  square  inch,  and  they  have  asked  therefor  an  excesa 
pound  price  of  from  1.5  to  2.0  cents.  Mr.  Hodge  paid  1.65  cents, 
per  pound  extra  for  his  nickel  steel  in  the  St.  Louis  bridge ;  and 
the  price  named  for  the  alloy  in  the  new  Quebec  bridge  was  so 
high  that  it  was  found  economical  to  use  it  only  for  the  truss 
members  of  the  suspended  span  and  the  cantilever  arms.  It  is 
true  that  by  adopting  carbon  steel  instead  of  nickel  steel  for  the 
anchor  arms  of  a  cantilever  bridge,  the  weight  of  those  arms  is. 
increased,  and,  in  consequence,  the  stresses  on  the  anchorage 
metal  and  the  uplifts  on  the  anchor  piers  are  reduced,  but  these 
results  could  probably  be  obtained  more  economically  in  some 
other  manner — for  instance,  by  adopting  a  ballasted  floor  for  the 
tracks  on  the  anchor  arms  only. 

In  the  case  of  his  proposed  bridge  across  the  Entrance  Chan- 
nel to  the  Harbor  of  Havana,  Cuba,  the  author,  by  great  effort,, 
succeeded  in  persuading  the  Carnegie  Steel  Company  and  the 
American  Bridge  Company  to  agree  to  furnish  him  with  nickel 
steel  having  an  elastic  limit  of  55,000  lbs. ;  but  the  extra  pound 
price  demanded  for  the  manufactured  metal  was  2.5  cents.  With 
these  figures  it  was  an  exact  stand-off  between  nickel  steel  and 
carbon  steel  for  both  the  suspended  span  and  the  main  structure 
as  a  whole ;  but  as  the  said  suspended  span  will  have  to  be  built 
on  barges,  floated  to  site,  and  raised  by  wire  ropes  to  final  posi- 
tion, the  author  concluded  to  adopt  the  alloy  for  that  portion  of 
the  superstructure.  He  found  also  that  it  would  involve  a  trifling 
economy  to  use  it  in  the  cantilever  arms,  but  not  in  the  anchor 
arms ;  hence  he  has  decided  to  follow  the  same  course  as  the  de- 
signers of  the  new  Quebec  bridge  did  in  relation  to  their  great 
structure. 

The  compositions  of  the  various  classes  of  nickel  steel  for 
bridge  work  recommended  by  the  author,  in  view  of  the  results 
of  his  experiments,  were  as  given  in  the  following  table : 
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Percentages 
Ingredients  Bivet  Steel      Plate-and-Shape  Steel    Eye-bar  Steel 

Nickel   3.50  (3.25  to  3.75)  3.50  (3.25  to  3.75)  4.25  (4.0    to  4.5  ) 

Carbon  0.15  (0.12  to  0.18)  0.38  (0.34  to  0.42)  0.45  (0.4    to  0.5  ) 

Phosphorus  0.03  Max.                 0.03  Max.  0.03  Max. 

Sulphur   0.04  Max.                 0.04  Max.  0.04  Max. 

Silicon  0.04  Max.                 0.04  Max.  0.04  Max. 

Manganese  . 0.60  (0.55  to  0.65)  0.70  (0.65  to  0.75)  0.80  (0.75  to  0.85) 

The  rivet  steel  specified  is  as  high  in  carbon  as  it  is  prac- 
ticable to  go,  in  view  of  the  fact  that  rivets  must  not  be  too  hard 
to  cut  out  when  badly  driven. 

The  carbon  percentage  in  the  plate-and-shape  steel  is  as  high 
as  will  permit  of  the  metal  being  worked  satisfactorily  in  the 
shops. 

The  percentage  of  nickel  in  both  the  rivet  steel  and  the  plate- 
and-shape  steel  is  as  high  as  considerations  of  both  economy  and 
workability  allow. 

As  the  phosphorus,  sulphur,  and  silicon  are  in  the  nature  of 
impurities,  their  percentages  are  kept  as  low  as  is  consistent  with 
economy  in  smelting;  because  it  is  expensive  to  reduce  the  said 
impurities  below  the  figures  shown — in  fact,  even  these  have 
raised  objections  among  some  steel  makers. 

In  eye-bar  steel  it  is  permissible  to  make  the  metal  harder 
than  in  plate-and-shape  steel,  because  the  shop-tooling  on  eye- 
bars  is  small  in  amount  and  of  simple  character;  hence  the  per- 
centages of  both  nickel  and  carbon,  adopted  above  therefor,  are 
quite  high.  The  extreme  limit  specified  for  the  nickel,  viz.,  4.5 
per  cent,  causes  the  alloy  to  approach  the  brittle  zone,  which  be- 
gins at  some  as  yet  undetermined  figure  between  4.25  and  5.00 
per  cent  and  ends  at  20  per  cent.  This  brittle  zone  was  discovered 
by  three  English  metallurgists,  Messrs.  Carpenter,  Hadfield,  and 
Longmuir,  and  was  described  by  them  in  November,  1905,  in  a 
paper  read  before  the  Institute  of  Mechanical  Engineers  of  Eng- 
land. It  is  claimed,  however,  by  some  American  experimenters 
that  the  use  of  more  than  five  (5)  per  cent  of  nickel  does  not, 
of  necessity,  make  the  steel  brittle ;  hence  it  is  likely  that  the  per- 
centage of  carbon  has  some  influence  on  the  brittle  zone  of  alloy 
steels  containing  more  than  the  said  five  (5)  per  cent  of  nickel. 
Be  this  as  it  may,  though,  an  engineer  should  test  carefully  for 
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brittleneas  his  eye-bar  steel,  if  he  employs  in  its  manufacture 
nickel  in  any  greater  percentage  than  4.25. 

As  shown  in  the  preceding  table,  the  amount  of  manganese 
in  nickel  steel  is  graded  to  meet  the  requirements  of  both  strength 
and  hardness.    It  varies  from  0.6  to  0.8  per  cent. 

In  the  memoir,  "Nickel  Steel  for  Bridges",  are  given  twelve 
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diagrams  of  weights  of  metal  per  lineal  foot  of  span,  covering  all 
lengths  from  20  feet  for  plate  girders  up  to  1,800  feet  for  canti- 
lever main  openings.  In  Figs.  1  and  2  of  this  memoir  are  repro- 
duced two  of  the  most  interesting  and  useful  of  those  diagrams, 
covering  double-track,  through,  pin-connected.  Petit-truss  spaos 
and  double-track,  through,  pin-connected,  cantilever  bridges  of 
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the  most  usual  type.  The  weights  given  are  for  structures  built 
both  wholly  and  partially  of  nickel  steel,  and  for  those  composed 
entirely  of  carbon  steel. 

Following  the  twelve  weight-records  in  that  memoir  come 
some  fifty  economic  diagrams,  which  show  for  all  span-lengths  up 
to  the  before-mentioned  limit,  for  both  riveted  and  pin-connected 
structures,  for  all  possible  conditions  of  the  metal  market,  and  for 
all  probable  variations  in  pound  prices  between  the  manufactured 
nickel  and  carbon  steels,  the  comparative  costs  of  bridge  super- 
structures built  of  carbon  steel  and  of  mixed  nickel  steel  and  car- 
bon steel.  With  these  fifty  diagrams  at  hand  and  all  the  neces- 
sary conditions  given,  it  is  only  a  minute's  work  to  determine  for 
any  case  whether  it  would  be  more  economic  or  not  to  adopt 
nickel  steel — ^also  what  the  saving,  if  any,  in  expense  would  be. 

Figs.  3,  4,  5,  and  6,  chosen  at  random,  are  specimens  of  the 
said  fifty  economic  diagrams,  the  first  pair  being  for  double-track, 
through,  riveted,  Pratt-truss  spans,  with  the  price  of  carbon-steel 
erected  at  4.0  and  4.5  cents  per  pound,  respectively ;  and  the  sec- 
ond pair  for  double-track,  through,  pin-connected,  cantilever 
bridges  of  the  most  usual  type,  with  the  price  of  carbon-steel 
erected  at  4.5  and  5.0  cents  per  pound,  respectively.  These  prices 
for  carbon-steel  erected  are  about  the  average  ones  that  govern 
today  in  various  portions  of  the  United  States.   • 

Fig.  7  is  an  important  and  interesting  diagram.  It  shows  the 
probable  weights  of  metal  per  lineal  foot  of  superstructure  for 
very-long-span,  double-track-railway,  cantilever  bridges  built  of 
carbon  steel  and  of  nickel  steel  (or  of  mixed  nickel  and  carbon 
steels).  It  indicates  also  the  extreme  practicable  limit  of  length 
of  main  opening  for  such  bridges  for  each  kind  of  steel.  This  limit 
is  a  matter  of  judgment,  being  determined  by  the  greatest  weight 
of  metal  per  lineal  foot  of  span  which  it  would  be  advisable  to  use 
for  the  structure  under  consideration.  From  the  diagram  it  will 
be  seen  that  if  1,800  feet  be  assumed  as  the  present  practicable 
limit  of  span-length  for  carbon-steel  bridges,  the  corresponding 
limit  for  nickel-steel  bridges  will  be  about  2,300  feet ;  or,  if  it  be 
assumed  at  2,000  feet,  the  corresponding  limit  for  nickel-steel 
construction  will  be  2,600  feet.  It  is  safe,  therefore,  to  conclude 
that  the  adoption  of  nickel  steel  for  bridges  would  lengthen  the 
practicable  span-length  for  cantilevers  fully  500  feet. 
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In  coDclnding  his  paper  on  "Nickel  Steel  for  Bridges"  the 
author  wTote  as  follows : 

"Summarizing  the  results  of  this  entire  investigation,  it  is 
evident  that  nickel  steel  is  in  every  way  fitted  for  bridge  con- 
struction, in  that  it  is  strong,  tough,  workable,  and  reliable ;  more- 
over, its  adoption  would  effect  a  decided  economy.    This  ecoDomy 
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would  increase  in  the  future  as  the  cost  of  nickel  decreases  and  as 
the  shops  become  more  accustomed  to  the  fabrication  of  the  new 
alloy''. 

The  preceding  was  written  in  1907,  and  the  predictions  made 
have  been  only  partially  realized;  for  while,  as  before  indicated, 
several  large  bridges  have  been  built  of  nickel  steel,  the  manu- 
facturers have  not  been  willing  to  quote  reasonable  prices  for  the 
alloy.  If  there  were  anyone  available  to  unload  rejections  upon, 
as  there  is  in  the  case  of  carbon  bridge-steel,  the  steel  makers 
would  quite  willingly  quote  more  reasonable  figures  for  nickel 
steel ;  but  the  constant  dread  of  being  left  with  a  large  lot  of  un- 
salable alloy-steel  on  their  hands  militates  against  their  so  doing. 
It  is  only  by  having  engineers  create  a  large  demand  for  the  alloy, 
thus  initiating  competition  in  its  production,  that  a  reasonable 
pound  price  for  it  can  be  established.  In  confirmation  of  this 
statement  is  the  fact  that  when  Mr.  Hodge  called  for  bids  on 
nickel  steel  for  his  great  St.  Louis  Free  Bridge,  he  received 
and  accepted  a  tender  of  an  excess  pound  price  of  1.65  cents, 
which  is  not  far  from  the  1.5  cent  limit  set  by  the  author  in  his 
memoir. 

It  is  claimed  by  several  recognized  authorities  that  it  is  prac- 
ticable to  produce  good  and  perfectly  satisfactory  nickel  steel  by 
putting  f  erro-nickel  into  the  charge  instead  of  the  metallic  nickel, 
thus  avoiding  all  the  expense  of  refining.  This  would  reduce  by 
two  thirds  the  cost  of  the  nickel  content  in  the  alloy  j  and  as  that 
content  is  the  main  cause  of  the  high  price  of  nickel  steel,  it  is  evi- 
dent that  the  employment  of  ferro-nickel  in  the  smelting  would 
make  the  cost  of  the  product  so  reasonable  that  in  a  few  years  it 
would  supplant  carbon  steel  entirely,  even  for  bridges  of  the 
shortest  spans.  Nickel  producers  used  to  claim  that  it  is  abso- 
lutely necessary  to  employ  pure  nickel  in  the  smelting,  for  the 
reason  that  ferro-nickel  usually  contains  quite  a  percentage  of 
copper — a  substance  totally  destructive  to  steel ;  but,  on  the  other 
hand,  those  who  are  in  shape  to  put  ferro-nickel  on  the  market 
(and  some  others  also)  maintain  that  the  copper  and  all  the  other 
injurious  substances  contained  in  the  ferro-nickel  can  readily  and 
cheaply  be  worked  out  during  the  processes  of  smelting  and  roll- 
ing. Moreover,  copper  is  no  longer  the  bugbear  to  steel  makers 
that  it  was  a  few  years  ago ;  for  it  is  now  practicable  to  manuf ac- 
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ture  good,  workable  steel  containing  three  (3)  per  cent  of  that 
element.  Decidedly,  it  is  of  the  utmost  importance  to  both  the  en- 
gineering profession  and  the  business  world  to  determine  without 
delay  and  beyond  the  peradventure  of  a  doubt  whether  it  is 
feasible  to  use,  on  a  commercial  scale,  ferro-nickel  in  the  manu- 
facture of  nickel  steel. 

There  is  a  fact  concerning  nickel  steel  known  to  the  profes- 
sion, but  which,  as  far  as  the  author  can  learn,  had  not  until  a 
very  short  time  ago  been  stated  in  print,  viz.,  that  the  Pennsyl- 
vania Steel  Company  has  obtained  control  of  an  iron  mine  con- 
taining a  small  percentage  of  nickel ;  and  is,  consequently,  able  to 
place  upon  the  market  a  low  grade  nickel  steel  at  a  reasonable 
excess  cost  above  that  of  carbon  steel.  This  steel  has  been  denom- 
inated by  its  makers  ''Mayari  Steer*.  It  is  a  natural  alloy  of 
nickel-chromium  steel,  containing  from  1.00%  to  1.50%  of 
nickel  and  from  0.20%  to  0.75%  of  chromium,  with  sulphur  below 
0.04%,  phosphorus  below  0.03%,  and  manganese  as  desired.  The 
carbon  range  is  from  0.03%  to  1.50%,  depending  upon  the  appli- 
cation of  the  steel.  The  ore  comes  from  a  deposit  of  some  25,000 
acres  at  Mayari  in  the  Province  of  Oriente  on  the  Island  of  Cuba. 
It  is  estimated  that  there  are  500,000,000  tons  of  this  ore  in  sight. 
Mayari  steel  is  made  only  by  the  Pennsylvania  Steel  Company 
and  the  Maryland  Steel  Company.  By  a  slight  modification 
of  the  open  hearth  process  it  is  produced  without  the  necessity  of 
adding  alloying  elements  in  the  furnace  or  ladle.  Like  other 
nickel  steels  it  offers  greater  resistance  to  corrosion  than  do  the 
ordinary  carbon  steels. 

Desiring  to  obtain  for  the  preparation  of  this  memoir  some 
authentic  information  concerning  the  new  alloy,  the  author  wrote 
to  the  Pennsylvania  Steel  Company  asking  certain  questions  about 
it,  and  received  in  reply  a  letter  from  J.  V.  W.  Reynders,  Esq., 
C.  E.,  the  Vice-President  of  the  Company,  from  which  the  follow- 
ing is  an  extract : 

''Our  principal  experience  on  Mayari  steel  in  bridgework 
has  been  in  connection  with  the  manufacture  and  fabrication  of 
the  large  bridge  which  is  to  span  the  Mississippi  River  at  Mem- 
phis. So  much  steel  has  now  been  made  for  this  contract  that 
we  have  accurate  information  on  the  properties  which  we  can 
develop. 
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"On  this  bridge  alternate  quotations  on  carbon  and  alloy 
steel  designs  were  submitted,  the  specifications  for  the  alloy 
steel,  outside  of  rivet  and  eye-bar  steel,  being  as  follows: 

Tensile  strength 85,000  to      100,000  lbs.  per  sq.  in. 

Elastic  limit,  not  less  than 50,000    * '      <**«<* 

-^,         ..       .     «„           ,         ,                                          1,600,000 
Elongation  in  8  ,  not  less  than ~T~^ 

Beduction  of  area,  not  less  than 30.0% 

"The  manganese  in  the  steel  was  limited  to  .80%,  silicon 
to  .15%,  carbon  to  .40%,  and  a  minimum  of  1.20%  nickel  was 
required,  but  the  individual  bidder  was  allowed  to  select  his 
own  analysis  except  as  it  might  be  limited  by  these  general 
figures.    No  limits  were  given  for  chromium  or  vanadium. 

"We  quoted  on  the  basis  of  using  a  steel  made  from  the 
Mayari  ore  which  we  import  from  our  mines  on  the  north  coast 
of  Cuba,  and  on  this  basis  the  contract  was  awarded  us. 

"As  you  doubtless  know,  this  Mayari  ore  lies  just  under  a 
thin  top  soil  in  a  comparatively  thin  bed  of  great  area.  The 
ore  contains  naturally  a  large  amount  of  moisture,  a  part  of 
which  is  in  the  combined  form.  It  has  been  our  practice  before 
shipping  this  ore  to  the  United  States  to  run  it  through  rotary 
nodulizing  kilns,  which  agglomerate  the  fine  ore  and  drive  out 
the  moisture.    The  nodulized  product  carries  about  57%  of  iron. 

"By  a  selection  of  the  ore,  steel  can  be  produced  with  a 
uniform  nickel  content,  which  may  be  varied  at  will  between 
quite  wide  limits.  It  has  been  found,  however,  that  a  content 
of  approximately  1.40%  is  sufficiently  high  for  bridge  steel  for 
most  purposes.  The  steel  is  normally  produced  with  only  the 
usual  additions  in  the  open  hearth  furnace,  although  occasionally 
a  small  amount  of  chromium  is  added. 

"The  following  are  typical  tests  of  large  size  angles, 
varying  from  8"  x  6"  x  1"  up  to  8"  x  8"  x  1%": 
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The  following   tests    are    on    plates,   both    universal    and 

sheared.  In  many  cases  you  will  note  that  the  thickness  is 
extreme. 
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"The  phosphorus  in  all  these  heats  will  average  less  than 
.02%  and  the  sulphur  averages  about  .03%,  the  specified  limit 
for  each  being  .04%  with  an  allowance  of  25%  for  check 
analysis  of  the  finished  material. 

"In  the  specifications  changes  in  the  elongation  and  reduc- 
tion of  area  are  allowed  for  steel  running  over  1"  thick. 

"Below  are  given  the  specifications  for  full  size  eye-bars 
and  the  results  of  a  test  on  a  sample  14"  x  1-23/32"  bar: 

Required.  Obtained. 

Tensile  strength 80,000  lb.  min.         88,200  lb. 

Elastic  Umit 47,000  "      "  51,700  " 

Elong.  in  20' 10%  "  12.7% 

Beduc.  of  area 42.0% 

"It  has  been  our  experience  that  this  alloy  steel  works 
quite  as  well  in  the  shops  as  any  other  steel  with  which  we 
are  familiar,  making  due  allowance,  of  course,  for  the  increased 
toughness.  We  find  that  it  is  easier  to  work  than  3%%  nickel 
steel. 

"It  is  difficult  to  give  an  exact  extra  which  we  would 
charge  for  rolled  sections  or  plates  of  Mayari  steel  over  the 
market  price  of  similar  sections  of  carbon  steel.  We  do  not 
expect,  however,  that  it  will  be  necessary  at  any  time  to  charge 
an  extra  of  more  than  one  cent  per  pound.  The  excess  price  for 
manufactured  bridges  depends  on  so  many  circumstances  that 
it  is  almost  impossible  to  give  any  figure.  It  will  vary  greatly, 
of  course,  as  the  relative  proportions  of  carbon  and  Mayari 
steels  in  the  finished  bridge  are  varied. 

"With  regard  to  quantity,  we  expect  shortly  to  be  in  a 
position  to  produce  from  18,000  to  20,000  tons  per  month  of 
Mayari  steel  shapes,  if  necessary;  but,  even  for  the  present,  it 
is  safe  to  say  that  we  can  meet  any  reasonable  demand." 
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Judging  from  Mr.  Eeynders'  approximate  quotation  for  the 
rolled  metal  and  from  previous  experience  with  nickel  steel,  the 
author  concludes  that  the  finished  metalwork  is  likely  to  cost  as 
much  as  one  and  a  half  cents  per  pound  in  excess  of  the  market 
price  of  corresponding  carbon  steelwork.  This  is  just  what  he 
first  estimated  would  be  the  limiting  excess  pound  price  of  nickel 
steel  having  an  elastic  limit  of  60,000  lbs.,  when  the  excess  price 
of  the  rolled  material  was  one  cent  per  pound. 

The  large-scale  curves  from  which  were  prepared  the  cost 
diagrams  of  the  paper  on  **The  Possibilities  in  Bridge  Construc- 
tion by  the  Use  of  High  Alloy  Steels'',  hereinafter  referred  to  at 
length,  afford  a  means  of  determining  the  economics  of  Mayari 
steel  for  bridges  as  compared  with  nickel  steels  of  55,000  lbs.  and 
60,000  lbs.  elastic  Umit.    From  them  are  found  the  following : 

500-ft.  Simple  Truss  Spaas. 

The  Mayari  steel  bridges  at  1.5  cts.  per  lb.  excess  over  carbon 
steel  are  equal  in  cost  to  nickel  steel  bridges  for  E.  L.==55,000  lbs. 
at  an  excess  of  1.9  cts.  per  lb.,  and  to  nickel  steel  bridges  for 
E.  L.=60,000  lbs.  at  an  excess  of  2.25  cts.  per  lb.  With  Mayari 
steel  at  1.0  cts.  per  lb.  excess  over  carbon  steel,  the  corresponding 
figures  are,  respectively,  1.35  cts.  and  1.7  cts. 

For  equal  costs  of  bridges,  as  compared  with  carbon  steel, 
Mayari  steel  could  stand  an  excess  pound  price  of  2.1  cts.  for  the 
manufactured  superstructure. 

1000-ft.  Simple  Truss  Spans. 

"With  Mayari  steel  at  1.5  cts.  per  lb.  excess,  the  excess  for 
nickel  steel  of  E.  L.=55,000  lbs.  is  2.25  cts.  per  lb.  and  that  for 
nickel  steel  of  E.  L.=60,000  lbs.  is  3.0  cts.  per  lb.  With  Mayari 
steel  at  1.0  cts.  per  lb.  excess  over  carbon  steel,  the  corresponding 
figures  are,  respectively,  1.7  cts.  and  2.4  cts.  per  lb. 

For  equal  costs  of  bridges,  as  compared  with  carbon  steel, 
Mayari  steel  could  stand  an  excess  pound  price  of  3.75  cts.  for  the 
manufactured  superstructure. 

Oantalever  Bridges  with  Openings  from  1000  ft.  to  2000  ft. 

Mayari  steel  bridges  at  1.5  cts.  per  lb.  excess  over  carbon 
steel  are  equal  in  cost  to  nickel  steel  bridges  for  E.  L.  =  55,000 
lbs.  at  an  excess  of  2.3  cts.  per  lb.  and  to  nickel  steel  bridges  for 
E.  L.=60,000  lbs.  at  an  excess  of  3.1  cts.  per  lb.    With  jMayari 
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steel  at  an  excess  of  1  et.  per  lb.,  the  corresponding  excesses  for 
the  other  steels  would  be,  respectively,  1.7  cts.  and  2.5  cts.  per  lb. 

For  equal  costs  of  bridges,  as  compared  with  carbon  steel, 
Mayari  steel  could  stand  an  excess  pound  price  of  1.85  cts. 

From  the  preceding  it  is  evident  that  Mayari  steel  has  carbon 
steel  beaten  for  bridgework  under  all  conditions,  but  that  if  it 
costs  when  manufactured  1.5  cts.  per  pound  more  than  that  metal, 
it  will  probably  not  be  as  economic  as  either  of  the  grades  of 
nickel  bridge  steel  which  can  be  produced  commercially  today. 
If,  however,  the  manufacturers  of  Mayari  steel  and  of  struc- 
tures made  therefrom  can  bring  the  price  of  their  finished 
metalwork  down  to  an  excess  of  one  -cent  per  pound  as  com- 
pared with  carbon  steel,  their  product  will  have  somewhat 
more  than  a  fighting  chance  in  the  competition.  Neverthe- 
less it  will  always  have  one  serious  obstacle  to  contend  against, 
viz.,  the  irregularity  of  the  composition  and  characteristics  of 
the  finished  product.  This  is  shown  very  clearly  in  Mr.  Reyn- 
ders'  letter;  for  in  his  shape-steel  tests  the  elastic  limit  varies 
from  54,300  to  64,700  pounds  per  square  inch,  the  ultimate 
strength  from  91,400  to  98,420  pounds  per  square  inch,  the 
nickel  content  from  1.27  to  1.51  per  cent,  and  the  chromium 
content  from  0.36  to  0.46  per  cent.  In  the  plate  tests  the  cor- 
responding variations  were,  respectively,  from  55,270  to  64,660 
pounds  per  square  inch,  from  90,040  to  99,600  pounds  per  square 
inch,  from  1.36  to  1.57  per  cent,  and  from  0.31  to  0.49  per  cent. 
Considering  that  the  raw  material  received  very  little  prepara- 
tion for  smelting,  the  preceding  showing  is  by  no  means  bad, 
especially  since  the  records  given  indicate  that  no  special  diflS- 
culty  has  been  expierienced  in  complying  with  the  specifications. 
On  the  other  hand,  though,  the  serious  disadvantage  under  which 
the  alloy  labors  is  strikingly  made  evident  by  averaging  the  elastic 
limits  given  in  the  specimen  tests;  because  the  mean  of  all  the 
figures  is  59,655  lbs.,  while  the  requirement  was  only  50,000  lbs. 
It  is  possible  that  experience  in  the  production  of  the  alloy  will 
result  in  greater  regularity  and  less  cost.  If  such  proves  to  be  the 
case,  Mayari  steel  is  likely  to  supplant  entirely  the  other  alloy 
bridge  steels  at  present  obtainable ;  but  it  is  far  from  being  the 
ideal  alloy  for  long-span  bridge  construction.  Even  if  the  inher- 
ent irregularity  be  made  truly  non-injurious  to  the  metal  by  al- 
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ways  keeping  its  characteristics  well  above  the  specified  require- 
ments, there  will  (for  many  years,  at  least)  exist  in  the  minds  of 
purchasers  the  latent  doubt  of  the  steel's  reliability  and  the 
dread  that,  without  warning,  the  elastic  limit  and  the  ultimate 
strength  may  drop  dangerously  below  the  minima  called  for  in 
the  specifications.  For  a  long  time  to  come,  and  perhaps  always, 
it  will  probably  be  necessary  to  test  Mayari  steel  much  more 
thoroughly  than  carbon  steel  in  order  to  prevent  the  utilization 
of  any  inferior  melt  or  rolling  in  the  manufacture  of  bridgework. 

In  the  development  of  Mayari  steel  for  bridgework,  credit 
is  due  to  Mr.  Ralph  Modjeski,  M.  Am.  Soc.  C.  E.,  the  Consulting 
Engineer  on  the  new  Memphis  Bridge,  the  first  large  structure 
in  which  that  alloy  is  to  be  used. 

During  a  stay  of  some  six  weeks  in  France  in  1909,  the 
author  learned  that  certain  metal  manufacturers  in  that  country 
were  making,  in  melts  of  five  tons  or  less,  by  the  electro-metal- 
lurgical process,  a  purified  steel  for  which  they  claimed  rather 
astonishing  results  in  respect  to  high  elastic  limit,  great  ultimate 
strength,  and  general  suitability  for  the  manufacture  of  bridges ; 
although,  as  far  as  the  author  could  ascertain,  no  such  structures 
up  to  that  time  had  been  built  of  the  new  product.  It  was  not 
convenient  for  him  then  to  obtain  and  test  specimens  of  the  steel, 
as  he  greatly  desired  to  do ;  hence  he  had  to  content  himself  with 
second-hand  information  obtained  by  both  interviews  and  cor- 
respondence. The  results  of  these  convinced  him  that  the  claims 
made  might,  at  least  partially,  be  justified  by  performance ;  there- 
upon, having  some  spare  time,  he  prepared  an  economic  study  of 
the  possibilities  for  utilizing  such  purified  steel  in  bridges.  In  his 
calculations  he  employed  French  units,  prices,  and  other  condi- 
tions, publishing  the  results  in  French  in  a  memoir  for  Le  Oenie 
Civil  under  the  title,  *' Etude  Economique  de  VEmploi  de 
L'Acier  au  Carione  a  Grande  Resistance,  pour  la  Construction 
des  Fonts,'' 

The  French  metallurgists,  steel  manufacturers,  and  bridge 
engineers,  to  whom  the  author  applied  for  information  were  all 
most  kind  and  courteous  in  furnishing  it,  enabling  him  to  collect 
quickly  all  the  general  data  needed.  Just  here  the  author  claims 
the  privilege  of  expressing  publicly  his  high  appreciation  of  the 
exceeding  kindliness  and  courtesy  which  French  engineers  and 
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French  scientists  make  a  practice  of  showing  towards  their  pro- 
fessional brethren  from  the  United  States.  Nothing  seems  to 
give  them  too  much  trouble  to  do  as  accommodation;  and  they 
are  ever  ready  to  devote  hours  of  their  valuable  time  to  dis- 
cussing the  similarities  and  differences  between  French  and 
American  conditions,  practice,  and  customs  in  all  matters  of  a 
technical  nature. 

The  excess  cost  of  the  French  purified  steel,  as  compared 
with  the  ordinary  carbon  bridge-steel  of  that  country,  appeared 
to  be  about  nine  tenths  of  a  cent  per  pound  for  the  manufactured 
superstructure.  The  investigation  showed  the  economics  for  its 
employment  in  bridge  building  for  the  mean  and  the  extreme 
conditions  of  the  French  metal  market,  and  for  a  number  of 
assumed  elastic  limits,  varying  from  30  to  45  kg  per  sq.  mm, 
the  value  for  the  usual  carton  bridge-steel  in  France  being  24 
and  that  for  the  author's  specified  nickel  steel  42.5  kg  per  sq. 
mm.  The  outcome  of  the  investigation  was  that  there  waa  found 
no  advantage  whatsoever  for  the  30  kg  elastic  limit;  none  for 
short  spans  but  a  small  one  for  long  spans  with  a  35  kg  elastic 
limit;  a  decided  saving  for  all  cases  with  a  40  kg  limit;  and  a 
wonderful  economy  for  the  45  kg  limit,  the  highest  claimed  by 
any  of  the  French  manufacturers. 

Figs.  8,  9,  10  and  11  are  taken  from  the  issue  of  Le  Oenie 
Civil  dated  Aug.  7,  1909.  They  show  for  carbon  steel,  the 
author's  specified  nickel  steel,  and  the  purified  steels  having 
assumed  elastic  limits  of  30,  35,  40,  and  45  kg  per  sq.  mm,  re- 
spectively, the  weights  of  metal  in  kilogrammes  per  lineal  meter 
for  simple-span  bridges,  ditto  for  cantilevers,  the  costs  in  francs 
per  lineal  metre  of  span  of  the  steel  erected  in  simple-span 
bridges,  and  the  same  in  cantilever  bridges  of  the  most  usual 
type.  In  Figs.  10  and  11  the  assumed  condition  of  the  carbon- 
steel  market  was  that  which  existed  in  France  at  the  time  the 
investigation  was  made.  Most  fortunately,  it  was  also  the  exact 
mean  of  the  two  extreme  conditions. 

It  was  the  author's  hope  that  the  publication  of  his  paper 
would  give  an  impetus  in  France  (and  perhaps  elsewhere  also) 
to  the  manufacture  of  bridges  of  purified  steel ;  but  the  hope  has 
proved  to  be  a  vain  one ;  for,  up  to  the  present,  he  has  not  heard 
of  any  such  development.    It  is  probable  that  the  metallurgists 
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and  the  bridge  manufactorers  of  France  are  no  more  eager  to 
adopt  drastic  innovations  in  their  practice  than  are  their 
brethren  in  the  United  States. 
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If  nothing  ever  comes  of  that  investigation,  and  if  purified 
steel  is  never  used  directly  for  bridge  building,  it  is  within  the 
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realm  of  possibility  that  the  ideal  future  alloy  of  steel  for  bridges 
will  be  made  by  first  purifying  carbon  steel,  either  by  the  electro- 
metallurgical  process  or  by  some  other  method,  before  the  alloy- 
ing element  is  added  to  the  molten  mass,  in  which  case  all  the 
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trouble  that  the  author  went  to  in  preparing  the  paper  just  de- 
scribed would  not  be  wholly  wasted. 

Desiring  to  obtain  for  the  preparation  of  this  paper  some 
authentic  information  concerning  the  status  of  the  manufacture 
of  purified  steel,  the  author  consulted  the  United  States  Steel  Cor- 
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poration  on  the  subject;  and  in  reply  to  his  letter  received  a 
communication  from  "W.  R.  "Walker,  Esq.,  the  Assistant  to  the 
President  of  that  Company,  dated  April  28,  1914,  from  which 
the  following  extract  is  quoted : 

''Although  the  electric  steel  process  is  a  comparatiyelj  new 
one,  being  onlj  ten  years  old,  nevertheless,  there  are  in  operation 
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about  130  electric  furnaces  in  this  country  and  Europe  which 
are  making  high  grade  steel  commercially.  This  steel  has  proven 
to  be  of  such  excellent  quality  that  it  is  rapidly  displacing  Cru- 
cible Steel,  which  is  generally  considered  the  standard  of  ex- 
cellence. It  is  also  being  used  in  seamless  tubes,  wires,  sheets, 
ship  angles,  rails,  thin  armor  plate,  and  especially  tools. 
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''In  1909  the  Steel  Corporation  began  the  operation  of  a 
13-ton  electric  furnace  at  the  South  Chicago  plant  of  the  Dlinois 
Steel  Company,  and  in  1910  began  the  operation  of  a  similar 
furnace  at  the  Worcester  Works  of  the  American  Steel  and  Wire 
Company.  These  installations  were,  at  the  time,  ezperiniental  to 
the  extent  that  it  was  not  known  if  we  eould  make  the  heavier 
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products,  such  as  rails,  commercially.  We  have  made  about 
10,000  tons  of  rails  which  are  now  in  track.  A  number  of  years 
are  required  to  test  out  the  value  of  rails;  but,  up  to  this  time, 
none  of  our  electric  steel  rails  have  broken  in  service— even 
those  located  in  the  far  Northwest  during  the  very  severe 
winter  of  1912. 
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''Although  the  electiio  ftmiaee  at  Worceeter  has  not  been 
in  operation  for  some  time,  due  to  commercial  reasons^  the  fnmaoe 
at  South  Chicago  has  operated  almost  continuously  ever  since  its 
instaUation,  and  is  now  employed  in  making  alloy  steels,  such  as 
nickel-chrome,  chrome-vanadiiun,  high  silicon  steels,  etc. 

"From  these  facts  I  think  you  can  safely  conclude  that  elec- 
tric steel  is  no  longer  an  experiment  and  that  its  quality  is  equal  to 
the  best  made  by  any  other  process". 

Late  in  1913,  not  being  satisfied  with  the  progress  then 
being  made  in  the  use  of  special  steels  of  high  elastic  limit  for 
long-span  bridges,  the  author  prepared  for  the  American  Society 
of  Civil  Engineers  a  paper  entitled  **The  Possibilities  in  Bridge 
Construction  by  the  Use  of  High- Alloy  Steels''.  It  was  printed 
in  the  Society's  Proceedings  early  in  1914,  and  has  since  been 
discussed  by  some  sixteen  engineers  of  the  United  States,  Europe, 
and  other  parts  of  the  world,  and  is  now  about  to  be  published 
in  the  Society's  Transactions. 

As  might  be  anticipated  from  the  title  of  the  memoir,  its 
object  is  to  determine,  for  the  usual  types  of  bridges  and  for  all 
practicable  span-lengths,  the  weights  of  metal  per  lineal  foot  of 
structure  that  would  be  required  when  using  alloy  steels  of  vary- 
ing elastic  limits,  and  the  economics  involved  by  their  employ- 
ment. Incidentally,  there  would  be  found  the  extreme  practicable 
limits  of  span-length  for  cantilever  bridges  constructed  for  the 
greater  part  of  such  materials. 

The  elastic  limits  assumed  varied  by  10,000  lbs.,  starting 
with  50,000  lbs.  and  ending  with  100,000  lbs.  Fig.  12  gives  the 
weights  of  metal  per  lineal  foot  of  span  for  double-track,  simple- 
span  bridges,  and  Fig.  13  records  those  for  double-track,  canti- 
lever bridges.  In  the  text  of  the  memoir  are  given  directions  for 
finding  the  corresponding  weights  for  similar  bridges  having 
more  than  two  tracks  and  for  those  carrying  other  live  loads 
than  the  ones  assumed  in  the  investigation. 

From  Fig.  12  it  is  evident  that  in  simple-span  structures 
there  is  an  immense  saving  in  weight  of  metal  by  using  alloy 
steel  instead  of  carbon  steel,  also  that  the  rate  of  saving  dimin- 
ishes gradually  as  the  elastic  limit  of  the  metal  increases. 

In  Fig.  13,  the  saving  of  material  by  employing  alloy  steels, 
while  not  quite  so  striking  as  in  the  case  of  Fig.  12,  is  still  most 
apparent. 
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If,  as  can  be  seen  by  Fig.  13  to  be  logical,  it  be  assumed  that 
a  limit  of  36,000  lbs.  of  metal  per  lineal  foot  of  span  is  as  high 


s     s     SI      a 

Weights  of  Metal,  per  Lineal  Foot  of  Span,  in  Pounds. 

as  it  is  either  economical  or  practicable  to  go  in  the  building  of 
double-track,  railway,  cantilever  bridges,  the  corresponding  lim- 
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iting  lengths  of  main  openings  will  be  approximately  as  follows : 

For  carbon  steel,  E  =  35,000  lbs 2030  Feet 

E  =    50,000  lb.  steel 2340 
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From  the  appearance  of  the  curves  at  their  superior  ends 
one  may  draw  the  conclusion  that,  in  the  case  of  the  very-high- 
alloy  steeLs,  the  limit  of  weight  of  metal  per  lineal  foot  of  span 
can  legitimately  be  raised  beyond  the  previously  assumed  36,000 
lbs.  The  more  nearly  these  curves  approach  the  vertical  the 
more  uneconomical  would  it  be  to  extend  the  limit  beyond  the 
said  36,000  lbs.  per  lineal  foot. 

In  studying  the  economics  of  the  various  alloy  steels,  the 
present  ruling  pound  prices  for  carbon  steel  bridges  erected 
were  assumed  to  be  4.5  cents  for  simple  spans  and  5.0  cents  for 
cantilevers. 
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Fig.  14  is  a  specimen  of  the  economic  diagrams  for  simple- 
truss  bridges.  It  shows  that,  even  with  an  excess  pound  price 
of  4.5  cents  for  the  fabricated  alloy  metal,  there  is  a  saving  over 
carbon  steel  when  the  elastic  limit  of  the  alloy  is  80,000  lbs.  per 
square  inch.  Fig.  15,  which  is  for  cantilevers  and  for  an  elastic 
limit  of  80,000  lbs.  per  square  inch,  shows  that  the  same  con- 
clusion holds  as  that  just  drawn  for  simple-truss  spans. 

In  concluding  the  memoir  the  author  says  it  is  evident  that 
his  results  clearly  prove  that  a  systematic  series  of  experiments 
made  in  search  of  a  suitable  and  satisfactory  alloy  steel  for  build- 
ing long-span  bridges  would  be  well  worth  while.  He  indicates 
that  he  is  of  the  opinion  that  the  first  step  to  take  in  such  an 
investigation  would  be  to  experiment  on  ** purified"  steel  so  as 
to  bring  it  to  its  maximum  of  eflEectiveness,  then  to  try  adding 
nickel  in  various  quantities,  and  afterwards  nickel  with  other 
but  cheaper  substances.  He  recognizes  that  augmenting  the 
carbon  in  the  purified  steel,  while  increasing  both  its  ultimate 
strength  and  its  elastic  limit,  would  tend  to  harden  the  metal, 
but  anticipates  that  the  addition  of  nickel  (and  possibly  other 
elements)  would  tend  to  reduce  the  brittleness  and  render  it 
workable. 

The  concluding  paragraph  of  his  paper  reads  as  follows : 

**The  problem  of  finding  a  high,  cheap  alloy  of  steel,  suit- 
able in  every  particular  for  bridges,  is  now  before  the  metallur- 
gists and  the  builders  of  large  metallic  structures ;  and  the  values 
of  all  the  results  probably  attainable  are  clearly  indicated  in  this 
paper;  hence  the  onus  is  on  the  Engineering  Profession  to  see 
that  the  necessary  experiments  are  arranged  for  and  thoroughly 
carried  out,  in  order  that  the  world  may  have  at  its  command  a 
new  metal  that  will  permit  of  the  spanning  of  waterways  which 
are  so  wide  and  so  deep,  or  are  so  restricted  by  navif^ation  re- 
quirements, as  at  present  to  defy  the  art  of  the  bridge  engineer". 

In  the  sixteen  discussions  of  the  paper  there  were  advanced 
two  pertinent  suggestions  concerning  how  to  find  the  desired 
alloy.  One  was  to  use  about  three  (3)  per  cent  of  aliuninum  as 
the  principal  alloy  element,  the  present  price  thereof  being  only 
20  cents  per  pound ;  and  it  was  anticipated  that  such  a  combina- 
tion might  produce  a  satisfactory  steel  having  an  elastic  limit 
of  100,000  lbs.  per  sq.  in.    It  was  evident  from  the  way  in  which 
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the  discussion  was  worded  that  no  experimenting  worth  men- 
tioning had  been  done  on  that  alloy  for  the  purpose  of  bridge 
building;  hence  the  suggestion  must  be  treated  as  a  wholly  ten- 
tative one,  although  decidedly  alluring. 

The  other  suggestion,  made  by  Geo.  L.  Norris,  Esq.,  Metal- 
lurgical Engineer  of  the  American  Vanadium  Company  of  Pitts- 
burgh, was  that  either  vanadium-carbon  steel  or  vanadium- 
chromium  steel  be  used  as  a  high-alloy  for  bridgework.  This 
suggestion  was  much  more  directly  to  the  point  than  the  other ; 
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because  both  of  the  vanadium  alloy  steels  mentioned  have  been 
manufactured  for  several  years,  although  not  for  the  purpose  of 
bridge  building.  Mr.  Norris  was  able  to  give  the  chemical  and 
the  physical  qualities  of  the  alloys  recommended,  but,  unfor- 
tunately, only  by  stating  very  wide  limits  therefor. 

In  answer  to  a  long  list  of  questions  concerning  the  use  of 
vanadium  in  steel,  propounded  by  the  author  in  a  letter  to  the 
American  Vanadium  Company,  and  incorporated  as  a  part  of 
the  resume  of  discussions,  the  following  important  information 
was  obtained  from  Mr.  Norris: 

A.    Vanadium  steel  is  eminently  fitted  for  the  manufacture 
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of  eye-bars.  The  elastic  limit  for  full-size,  chrome-niekel-vana- 
dium  bars  varied  in  the  tests  from  63,280  lbs.  to  80,480  lbs.,  and 
the  ultimate  strength  from  93,000  lbs.  to  99,800  lbs.,  the  results 
depending  upon  the  drawback  or  annealing  temperature  after 
quenching.  The  excess  cost  per  pound  of  these  finished  bars 
after  treatment,  as  compared  with  ordinary  eye-bars  of  carbon 
steel,  Mr.  Norris  indicated  would  not  exceed  3.5  cents. 

He  anticipated  that  simple  carbon-vanadium  steel  eye-bars 
would  have  an  elastic  limit  of  from  60,000  to  75,000  lbs.,  and  an 
ultimate  strength  of  from  85,000  to  100,000  lbs. ;  but  it  is  evident 
that  no  experiments  have  been  made  on  finished  bars  of  that 
kind.  The  excess  cost  of  such  eye-bars  after  annealing,  as  com- 
pared with  ordinary  eye-bars  of  carbon  steel,  would  not  be  more 
than  1.5  cents  per  pound. 

B.  It  was  not  quite  so  evident  from  the  discussion  that 
vanadium  steel  is  as  suitable  for  built  members  of  bridges  as  it 
is  for  eye-bars,  but  it  seems  probable  that  it  would  be  found 
satisfactory. 

Mr.  Norris  states  that  his  chrome-vanadium  steel  will  be 
workable  under  shop  manipulations. 

C.  It  appears  from  Mr.  Norris'  remarks  that  heat-treated 
vanadium  steel  can  be  manufactured  into  built  members  of 
bridges  without  losing  the  great  effect  of  the  treatment,  but  it 
would  probably  be  better  to  drill  the  rivet  holes  solid  than  to 
sub-punch  and  ream  them.  Mr.  Norris  did  not  answer  the  ques- 
tion whether  vanadium  steel  can  be  bent  cold  without  injury; 
hence  one  may  surmise  that  it  cannot.  However,  this  would  not 
militate  greatly  against  its  use  in  bridgework,  because  in  long- 
span  structures  (the  only  kind  now  under  consideration)  there 
should  be  very  little,  if  any,  metal  to  be  bent. 

D.  In  respect  to  rivets,  Mr.  Norris  advises,  for  chrome- 
vanadium  steel,  E.  L.  =  50,000  to  65,000  lbs.,  and  Ult.  ==  70,000 
to  90,000  lbs. ;  and  for  simple  carbon- vanadium  steel  E.  L.  =« 
40,000  to  55,000  lbs.,  and  Ult.  =  65,000  to  85,000  lbs.  The  author 
is  of  the  opinion  that  some  serious  difl5culty  might  be  encountered 
in  cutting  out  defective  rivets  as  high  in  strength  as  those  first 
mentioned. 

Concerning  rivets  for  bridges  built  of  high-alloy  steels,  it  is 
a  foregone  conclusion  that  the  ratio  of  the  strength  of  the  alloy- 
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steel  rivets  to  that  of  carbon-steel  rivets  cannot  be  as  great  as 
the  corresponding  ratio  of  strength  of  plate-and-shape  alloy  steel 
to  that  of  plate-and-shape  carbon  steel.  On  this  account,  in  high- 
alloy-steel  bridges  it  will  be  necessary  to  use  proportionately 
either  more  rivets  or  greater  rivet  diameters — or  both. 

E.  The  amount  of  chromium  recommended  by  Mr.  Norris 
varies  from  0.6%  to  0.9%  in  combination  with  manganese  vary- 
ing from  0.4%  to  0.6%,  or  even  to  0.8%. 

P.  Although  for  a  number  of  years  it  was  thought  by  the 
engineering  profession  in  general  that  vanadium  in  steel  acts 
merely  as  a  scavenger,  none  of  it  remaining  in  the  finished  prod- 
uct but  all  of  it  passing  off  with  the  slag,  Mr.  Norris  asserts 
that  about  80%  of  the  vanadium  which  is  added  to  the  charge 
remains  in  the  metal. 

Mr.  Norris  is  positive  that  the  vanadium  is  very  evenly  dis- 
tributed through  the  ingot,  and  that  not  only  is  there  no  danger 
whatsoever  of  its  segregation,  but  also  that  its  presence  in  the 
molten  metal  tends  to  prevent  the  segregation  of  other  sub- 
stances— ^notably  carbon.  This  is  most  reassuring  and  is  a  strong 
point  in  favor  of  the  employment  of  vanadium  steel  for  bridge 
building. 

G.  From  what  Mr.  Norris  states,  one  might  anticipate  that 
the  gain  by  adding  nickel  to  vanadium-carbon  steel  or  to  van- 
adium-chromium steel  would  be  either  very  small  or  non-existent. 

H.  Mr.  Norris  is  quite  convinced  that  the  addition  of  tit- 
anium to  vanadium  steel  would  be  useless.  Perhaps  the  explana- 
tion for  this  is  that  the  20%  of  the  vanadium  charge  which 
passes  off  into  the  slag  acts  as  a  scavenger,  thus  obviating  the 
necessity  for  any  further  purification — ^which  office  is  the  sole 
function  of  the  titanium. 

The  author's  assumption  from  Mr.  Norris'  data  of  E.  L.  = 
60,000  lbs.  for  his  vanadium-carbon  steel  and  E.  L.  =  70,000  lbs. 
for  his  vanadium-chromium  steel,  with  excess  pound  prices  for 
the  manufactured  metals  of  2.0  cents  and  4.0  cents,  respectively, 
would  establish  specifications  and  prices  that  the  steel  makers 
and  bridge  manufacturers  should  have  no  special  trouble  in  liv- 
ing up  to.  It  is  possible  that  these  assumptions  do  not  do  suf- 
ficient justice  to  the  vanadium  steels,  but  the  figures  had  to  be 
made  safe  for  an  investigation  of  the  economics  of  the  two  types 
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of  vanadium  steel  compared  with  carbon  steel  and  with  the  two 
classes  of  nickel  steel  which  are  procurable  today  in  the  United 
States  for  bridgework,  viz.,  that  for  E  =  50,000  lbs.  at  an  excess 
pound  price  of  2.0  cents  and  that  for  E  ^  55,000  lbs.  at  an  excess 
pound  price  of  2.5  cents. 

Under  the  preceding  conditions  the  economics  of  the  five 
steels  considered  are  shown  for  simple-truss  spans  in  Pig.  16  and 
for  cantilever  bridges  in  Fig.  17. 


5pon  L*ng+t>. 

Referring  to  Pig.  16,  it  is  seen  that  for  simple-span  bridges, 
with  the  conditions  assumed,  vanadimn-carbon  steel  shows,  for 
all  span-lengths,  a  small  but  material  advantage  over  all  the 
other  steels;  and  that  the  vanadium  chromium  steel  begins  to 
develop  an  economy  over  carbon  steel  at  a  span-length  of  about 
500  feet,  and  over  the  two  nickel  steels  at  a  span-length  of  about 
650  feet. 

Referring  to  Fig.  17,  it  is  seen  that  for  cantilever  bridges, 
under  the  conditions  assumed,  vanadium-carbon  steel  shows  for 
all  span-lengths,  as  in  the  case  of  simple-truss  spans,  a  small  bnt 
material  advantage  over  all  the  other  steels;  and  that  the  van- 
adium-chromium steel  begins  to  develop  an  economy  over  the 
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carbon  steel  and  the  two  nickel  steels  when  the  main  opening  baa 
a  length  of  about  1400  feet. 

The  author  closes  the  resume  of  the  discussions  of  bis  paper 
on  "The  Possibilities  in  Brieve  Construction  by  the  Use  of  High- 
Alloy  Steels"  in  these  words: 

"Summarizing  the  findings  of  the  discussion  and  the  resumS, 
there  can  be  drawn  the  following  conclusions: 

"First.  Titanium  as  a  scavenger  of  carbon  steel  promises 
good  and  useful  results  at  exceedingly  low  cost.    While  it  does 
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not  increase  greatly  the  elastic  limit  or  the  ultinmte  strength  of 
the  metal,  it  makes  it  much  more  uniform  and  reliable.  On  that 
account  it  should  be  employed  in  a  few  cases  on  bridgework ;  and 
then,  if  it  be  found  satisfactory,  its  adoption  should  be  made 
obligatory  by  the  railroad  companies  and  the  other  builders  of 
carbon  steel  bridges. 

' '  Second.  There  appears  to  be  a  great  possibility  in  the  use 
of  aluminum  as  an  alloy  for  bridge  steel;  but,  as  far  as  the 
author  can  determine,  very  few  experiments  in  aluminum  steels 
have  yet  been  made ;  hence  the  said  possibility  is  more  or  less 
hypothetical. 
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Third.  The  possibility  of  obtaining  a  good,  high-alloy 
steel  for  bridges  by  the  use  of  vanadium  appears  to  be  almost 
a  certainty;  but  the  highest  elastic  limit  and  ultimate  strength 
which  can  be  obtained  upon  a  commercial  basis  by  the  use  of  that 
element  cannot  be  determined  without  making  some  elaborate 
and  exhaustive  experiments". 

In  closing  this  memoir  for  the  International  Engineering 
Congress,  the  author  feels  that  he  ought  to  conclude  with  an 
apology  to  such  an  august  assembly  for  the  inherent  personality 
of  practically  its  entire  substance — and  such  an  apology  is  here- 
with tendered  with  all  due  respect.  In  extenuation  of  his  trans- 
gression, however,  he  would  state  that,  in  relation  to  the  subject 
of  ''alloy  steels  in  bridgework",  he  has  been  so  closely  connected 
with  the  matter  ever  since  its  inception  that  he  feels  justified  in 
applying  to  his  case  the  words  of  the  renowned  JEneas,  "et 
quorum  pars  magna  fui'\ 

ADDEin)UM. 

SILICON  STEEL. 

There  is  being  used  for  the  main  built-members  of  the 
trusses  of  the  C.  B.  &  Q.  R.  R.  bridge,  now  in  process  of  con- 
struction, across  the  Ohio  River  at  Metropolis,  HI.,  an  alloy  that 
has  been  termed  ''silicon  steel".  Its  specific  composition  and 
characteristics  are  as  follows : 

Phosphorus,   max.    (basic)    0.04% 

Phosphorus,  max.    (acid)    0.06% 

Sulphur,   max.    0.05  % 

Carbon,   max 0.40% 

Manganese,   max 1.00% 

Silicon,  min 0.25% 

Ult.  Strength,  min 80,000  lbs. 

TJlt.  Strength,  max 95,000  lbs. 

Yield  Point,  min 45,000  lbs. 

Percentage  of  elongation  in  8  inches  =  1,600,000  -s-  Ult.  Str. 

Beduction  of  area,  min 35% 

Fracture  desired ~ silky 

Cold  bend  without  fracture, 

%  inch  thick  and  under d  =  t 

%  to  1%  inches  thick  d  — 1.5t 

over  iy2  inches  thick  d  =  2.5t 
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The  excess  cost  of  the  rolled  silicon  steel,  as  compared  with 
the  ordinary  carhon  bridge  steel,  is  one  half  cent  per  pound,  and 
the  excess  cost  for  shopwork  is  about  0.15  cent  per  pound. 

The  author  is  curious  to  know  what  would  be  the  effect  on 
the  above  steel  if  the  twenty-five  points  of  silicon  were  either 
omitted  altogether  or  reduced  to  a  minimum.  His  surmise  is  that 
very  little  difference  would  be  noted;  for,  as  stated  in  Chapter 
III,  ordinary  carbon  steel  containing  forty  points  of  carbon 
and  about  sixty-five  points  of  manganese  has  an  ultimate 
strength  of  80,000  lbs.,  which  would  be  increased  somewhat  by 
putting  in  thirty-five  additional  points  of  manganese. 

The  high  steel  for  bridges  specified  by  the  author  nearly 
two  decades  ago  in  De  Pontibus,  but  never  used  by  him  in  any 
of  his  work,  was  as  follows : 

Phosphorus,  max.  (acid)  0.07% 

Sulphur,   max 0.05% 

Silicon,   max 0.06% 

Manganese,    max 0.80% 

Ult.   Strength,   min 70,000  lbs. 

TJlt.  Strength,  maif.  80,000  lbs. 

Yield  Point,  min ^ ^40,000  lbs. 

Percent  elongation  in  8  inches from  16  to  20% 

Reduction  of  area from  30  to  38% 

Fracture   desired   sm^y 

Cold  bend  without  fracture ~ d  ==  2t. 

Such  bridge  metal  is  not  greatly  inferior  to  the  silicon  alloy 
just  described ;  and  if  the  permissible  manganese  were  increased 
from  the  specified  80  to  the  100  points  permitted  in  silicon  steel, 
the  differences  in  resistance  characteristic  of  the  two  steels  would 
be  somewhat  reduced.  Again,  the  specifications  for  the  silicon 
steel  require  all  rivet  holes  to  be  drilled  from  the  solid — ^an  old 
requirement  for  high-carbon  bridge  steel. 

From  what  precedes,  the  author  is  led  to  the  conclusion  that 
the  ''silicon  steel"  of  the  Metropolis  Bridge  is  merely  a  slightly 
improved  form  of  high-carbon  steel,  notwithstanding  the  fact 
that  his  friend,  C.  W.  Bryan,  Esq.,  C.  E.,  Chief  Engineer  of  the 
American  Bridge  Company,  who  furnished  him  with  all  of  the 
preceding  data  that  are  not  given  in  Engineering  News  of  July 
29,  1915,  is  of  the  opinion  that  silicon  steel  suitable  for  bridge- 
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work  may  be  obtained  later  on  with  a  greater  elastic  limit  than 
45,000  lbs.  per  square  inch. 

Prom  a  commercial  point  of  view  silicon  steel  with  B  = 
45,000,  and  at  an  excess  pound  price,  compared  with  carbon 
steel,  of  one-half  cent  for  the  rolled  raw  material,  is  a  close  com- 
petitor of  Mayari  steel  with  B  =«  50,000,  and  at  a  corresponding 
excess  pound  price  of  one  cent.  To  prove  the  correctness  of  this 
statement,  let  us  compare  the  costs  of  Mayari  steel  and  silicon 
steel,  long-span,  simple-truss,  double-track  bridges,  erected,  when 
the  corresponding  carbon-steel  bridges  in  place  are  worth  4.5 
cents  per  pound.  The  weights  of  metal  for  an  assumed  span 
length  of  750  feet,  taken  from  Fig.  12,  are,  respectively,  9650 
lbs.  and  10,350  lbs.  per  ft.  of  span.  Neglecting,  for  convenience, 
the  small  variation  of  cost  per  pound  involved  in  the  erection, 
and  assuming,  as  in  the  body  of  the  paper,  a  total  excess  of  1.5 
cents  per  lb.  delivered  at  bridge  site  for  the  Mayari  steel,  we 
have  the  following  comparison : 

Mayari  steel,  9,650  lbs.  at  6c $579.00 

Silicon  Steel,  10,350  lbs.  at  5.5c 569.25 

Difference  in  favor  of  silicon  steel $    9.75  per  lineal  foot  of  span,  or 

about  1.7  per  cent. 

VANADIUM  CABBON  STEEL. 

Since  the  time  when  Mr.  Norris  furnished  the  information 
concerning  vanadium  steel  that  is  contained  in  the  body  of  this 
paper,  he  has  had  made  two  i^elts  of  vanadium  carbon  steel 
which  are  of  interest  to  bridge  engineers,  although  the  metal 
was  intended  for  other  purposes  than  bridge  building.  The 
results  of  these  tests,  which  are  by  no  means  conclusive,  and 
which,  in  their  incompleteness,  may  properly  be  deemed  some- 
what disappointing,  nevertheless  hold  a  promise  of  the  eventual 
attainment  of  the  desired  alloy.  But  to  accomplish  this,  future 
tests  must  be  made  S3rstematically  and  in  accordance  with  a 
programme  based  on  a  thorough  study  of  the  problem  by  an 
expert  bridge  engineer  who  has  in  mind  the  needs  of  the  advanc- 
ing art  of  bridge  construction  and  the  possibilities  awaiting  it, 
if  a  high-elastic-limit  alloy-steel  can  be  had.  If  such  an  investi- 
gation were  made,  it  might  be  practicable  to  discover  a  workable 
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and  perfectly  satisfactory  steel  alloy  of  vanadium  (and  perhaps 
other  special  elements)  for  the  manufacture  of  bridges.  With 
a  report  from  a  recognized  and  disinterested  authority,  the  en- 
gineering profession  would  be  quick  to  see  and  avail  itself  of  the 
advantages  offered  by  this  superior  bridge  metal.  The  author 
would  be  content  if  there  were  obtained  an  alloy,  suitable  in 
every  particular  for  bridge  construction,  having  an  elastic  limit 
of  80,000  lbs.  per  square  inch  for  annealed  eye-bars  of  the  lai^est 
size,  and  one  of  70,000  lbs.  per  square  inch  for  plate-and-shape 
steel ;  but  it  might  be  within  the  realm  of  possibility  to  raise  the 
last  figures  as  much  as  5000  lbs.,  especially  as  solid  drilling  can 
now  be  adopted  instead  of  sub-punching  and  reaming  without 
adding  materially  to  the  cost  of  the  shopwork.  The  author  is  of 
the  opinion  that  such  results  can  be  obtained  by  means  of  van- 
adium, but  only,  as  just  mentioned,  after  a  thorough  and  ex- 
haustive investigation  shall  have  been  made  by  an  expert  bridge 
engineer.  Such  a  person  should  be  allowed  ample  funds  for  all 
legitimate  expenditures  involved  in  the  exact  determination  of 
the  different  properties  of  a  number  of  trial  alloys  of  various 
compositions.  Only  in  this  way  can  the  economics  of  the  prob- 
lem be  settled.  A  picayunish  policy  adopted  in  the  making  of 
any  important  economic  investigation  is  more  than  likely  to 
defeat  its  purpose,  and  it  is  absolutely  certain  to  involve  a  greater 
or  less  falling  short  of  ultimate  possible  success  in  the  complete 
attainment  of  the  desired  information. 

DISCUSSION 

« 

Mr.  Mr.  J.  V.  W.  Beynden,*  M.  Am.  Soc.  C.  E.  (by  letter),  stated  that  the 

Reynders.  Mayarf  steel  which  Mr.  Waddell  referred  to  is  a  nickel-chromium  steel  in 
which  the  alloys  are  present  as  a  result  of  the  use  of  ore  containing  them 
instead  of  by  introducing  the  alloying  metals  in  the  open-hearth  furnace  or 
in  the  ladle.  On  account  of  the  source  of  the  alloying  elements  in  Mayari 
steel,  it  is  obvious  that  there  is  less  likelihood  of  a  non-uniform  dissem- 
ination of  the  alloys  in  an  open-hearth  heat  than  in  steel  to  which  lumps 
of  almost  pure  metallic  alloys  must  be  added  to  secure  the  desired 
content. 

Nickel -chromium  steel,  both  natural  alloy  Mayarf  and  synthetic 
alloy  steel,  is  probably  the  most  widely  used  alloy  steel  at  the  present 
time,  and  although  it  was  first  used  largely  in  automobile  work,  it  is 
rapidly  extending  into  other  lines.     So  many  tests  have  already  been 

*  Vice-preBident,  Pennsylvania  Steel  Co.,  Steelton,  Pa. 
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made  upon  it  and  it  has  been  used  to  such  an  extent  in  various  kinds  Mr. 
of  the  most  important  work,  that  there  is  no  question  of  its  safety  and  ^y^d*"* 
reliability.  Mr.  Waddell's  remarks,  however,  might  leave  an  impression 
that  Mayarf  steel  in  particular  is  liable  to  unusual  variations  in  chemical 
composition  or  physical  characteristics.  The  figures  which  he  mentions 
as  illustrating  this  point,  as  a  matter  of  fact,  indicate  quite  the  reverse. 
For  instance,  a  variation  in  the  ultimate  tensile  strength  from  91,400  to 
98,420  lbs.,  a  total  difference  of  7020  lbs.  for  steel  shapes,  and  from 
90,040  to  99,600  lbs.,  a  total  difference  of  9560  lbs.,  for  plates  running 
from  %  in.  to  1%  in.  in  thickness,  is  about  as  little  as  anyone  can  rea- 
sonably expect  from  any  grade  of  steel,  and  on  this  high  tensile  steel  it 
is  much  less  in  proportion  than  is  ordinarily  expected  and  furnished  in 
the  standard  carbon  steels  which  are  used  for  bridgework.  The  same 
remarks  will  apply  to  the  variations  in  elastic  limit  for  shapes  from 
54,300  to  64,700  lbs.,  a  total  difference  of  10,400  lbs.,  and  on  plates  from 
55,270  to  64,660  lbs.,  a  total  range  of  9390  lbs.  On  the  chemical  analysis 
it  is  common  practice  to  allow  a  range  of  %  of  one  percent  between  the 
lower  and  upper  limits  for  nickel  and  0.3  of  one  percent  for  chromium. 
The  greatest  variation  mentioned  by  Mr.  Waddell,  however,  is  0.30% 
for  nickel  and  0.18%  for  chromium. 

It  is  unquestionably  true  that  when  using  high-grade  steels  in  the 
cases  where  safety  depends  not  so  much  on  the  mass  of  steel  as  on  its 
high  quality,  more  and  severer  tests  should  be  made  than  on  the  more 
common  grades  of  material.  This  is  a  general  condition,  however,  applying 
to  all  high-grade  steels  and  not  alone  to  Mayari  steel,  as  indicated  by 
Mr.  Waddell. 

Alloy  steels  are  finding  their  place  in  all  the  more  important  lines 
of  work,  and  statistics  will  show  that  their  production,  year  by  year,  is 
increasing  rapidly.  In  this  respect  bridgework  is  no  exception  to  the 
general  rule,  and  Mr.  Waddell's  paper,  therefore,  is  a  very  timely  con- 
tribution on  present  practice. 

The  use  of  an  alloy  steel  in  the  large  bridge  which  is  being  built 
across  the  Mississippi  Biver  at  Memphis  is  due  entirely  to  Mr.  Balph 
Modjeski,  who  gave  the  matter  a  great  deal  of  preliminary  study  and 
finaUy  drew  up  the  specifications  under  which  bids  were  submitted.  Mr. 
Modjeski  should  therefore  have  full  credit  for  the  pioneer  work  which 
he  has  done  along  this  line. 

Mr.  Balpli  Modjeski,*  M.  Am.  Soc.  C.  E.,  regrets  that  the  limited  time      Mr. 
and  space  do  not  permit  him  to  discuss  Mr.  Waddell's  interesting  paper  Modjeski. 
as  fully  as  it  deserves.     One  point,  however,  seems  to  him  worth  men- 
tioning. 

The  author  has  prepared  a  large  number  of  diagrams  from  which  he 
proposes  to  determine  the  relative  cost  of  "alloy"  and  ** carbon-steel " 
spans  of  various  description.  It  is  usually  impossible  to  determine  the 
exact  prices  of  carbon  and  alloy  steel  in  a  proposed  bridge  until  bids 

*  Cons.  Engr.,  New  York,  N.  Y. 
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Mr.  are  received.  Any  estimates  therefore  made  from  tables  are  liable  to 
ModjeBki.  Y)q  inaccurate.  Besides,  the  designs,  especially  in  cantilever  bridges,  vary 
to  such  an  extent,  as  to  general  proportions  and  arrangement,  that  tables, 
no  matter  how  complete,  could  not  be  applied  with  any  degree  of  cer- 
tainty. In  order  to  find  out  definitely  whether  a  carbon-steel  or  an  alloy- 
steel  design  will  be  cheaper,  Mr.  Modjeski  is  of  the  opinion  that  the 
only  certain  method  is  to  draw  up  designs  on  the  basis  of  all-carbon,  all- 
alloy,  or  mixed  materials  and  to  submit  these  designs  to  the  manufac- 
turers for  tenders.  He  followed  this  method  in  securing  tenders  for  the 
superstructure  of  the  new  Memphis  Bridge.  Specifications  and  plans 
were  drawn  for  a  carbon  design  and  also  for  an  alloy  design  with  carbon 
floor  B3r8tems.  Designs  were  made  entirely  distinct  and  were  submitted 
to  bidders  who  were  requested  to  bid  either  on  one  or  the  other  or  both 
of  the  designs. 

In  Mr.  Modjeski 's  Memphis  specifications,  which  the  author  of  the 
paper  quotes  in  part,  a  further  provision  was  made  to  allow  broader 
competition,  namely,  that  the  bidders  were  permitted  to  quote  on  an 
alloy  of  their  own  composition  within  certain  limitations,  provided  this 
alloy  met  with  the  physical  requirements  of  the  specifications.  This  has 
resulted  in  the  following  bids  received: 

Alloy   (Mayari)   design  $1,634,228.00 

Carbon   design   1,702,030.00 

The  above  bids  were  by  two  different  manufacturers.  The  unit 
prices  per  ton  erected  complete  were: 

Alloy  (Mayari)  Steel  in  the  <* Alloy  Design" $115.60 

Carbon  Steel  in  the  "Alloy  Design"  97.20 

Carbon  Steel  in  the  "Carbon  Design" 88.00 

The  first  two  figures  were  accepted  as  corresponding  to  the  lowest 
bids  on  the  whole,  which  is  represented  by  the  first  one  of  the  two  bids 
quoted  above. 

Here,  then,  the  difference  between  carbon  and  alloy  steel  as  quoted 
by  the  same  manufacturer  is  0.092  cents  per  lb.,  and  the  difference  be- 
tween the  alloy  steel  of  one  manufacturer  and  the  carbon  steel  of  an- 
other is  1.38  cents  per  lb. 

This  illustrates  further  how  diificult  it  would  be  to  procure  in  ad- 
vance the  unit  prices  for  certain  carbon  and  alloy  steels  in  order  to 
apply  the  tables.  This  difficulty  would  still  be  more  marked  in  smaller 
bridges  where  a  larger  number  of  manufacturers  would  enter  into 
competition. 

Mr.  Mr.  J.  A.  L.  Waddell,  in  closing,  said  that  in  answering  Mr.  Beynders ' 

Waddell.  comments,  the  author  would  state  that  he  is  becoming  more  and  more 

convinced   that   Mayari   ore   will   ultimately  afford  the  solution   of  the 

I  problem  of  finding  a  high-alloy  steel  for  bridgework.    At  present  Mayarf 

steel  is  more  economic  than  any  other  alloy  of  steel  that  is  well  estah- 
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lished;  and  there  ought  to  be  some  cheap  process  for  purifying  it  so  as  to  Mr. 
make  it  more  regular  and  of  somewhat  higher  elastic  limit — ^f  or  instance,  WaddelL 
the  addition  of  a  little  titanium  as  a  scavenger.  Again,  the  addition  of 
a  small  amount  of  chromium  or  a  slight  increase  in  the  percentage  of 
manganese  would  be  inexpensive;  and  either  of  them  would  certainly 
make  the  product  stronger.  It  would  not  cost  much  to  determine  the 
greatest  percentages  of  chromium  and  manganese  which  it  is  safe  and 
perfectly  satisfactory  to  employ  for  bridge  metal  that  is  to  be  sub- 
punched  and  reamed,  or  for  that  which  is  to  be  drilled  solid.  The  author 
believes  that  by  these  suggested  means  a  Mayarf  steel  of  at  least  60,000 
lbs.  elastic  limit  can  be  obtained  for  the  manufacture  of  bridges  of  short 
span  and  of  ordinarily  long  span,  and  at  a  price  which  cannot  be  equalled 
by  nickel  steel  (unless  unpurified  ferro-nickel  can  be  utilized  in  its 
manufacture)  or  by  any  other  alloy  of  steel  now  known  or  contemplated. 

As  for  the  obtaining  of  a  truly  high  alloy  of  steel  for  very  long 
span  bridges,  it  seems  reasonable  to  hope  that  a  proper  combination  of 
vanadium  with  chromium,  manganese,  and  the  Mayarf  product  will  secure 
an  eye-bar  steel  of  80,000  lbs.  ejastic  limit,  a  solid-drilling  steel  having 
an  elastic  limit  of  75,000  lbs.,  and  a  sub-punching  steel  with  an  elastic 
limit  of  70,000  lbs.  Whether  annealing  of  the  plat^-and-shape  steel  will 
be  necessary  can  only  be  determined  by  experiment;  but  the  author 
surmises  that  it  will  not.  Of  course,  for  the  eye-bar  steel  that  process 
will  have  to  be  employed;  but  such  would  be  no  hardship,  because  all 
eye-bars  have  to  be  annealed.  As  the  cheapest  kind  of  Mayari  steel  is 
very  little  more  expensive  than  carbon  steel,  and  as  it  is  fully  forty  (40) 
percent  stronger,  it  seems  logical  to  assume  that  in  the  search  for  a  very 
high  alloy  it  would  be  best  to  adopt  the  Mayari  product  as  a  base  and 
study  bow  to  improve  its  strength  and  regularity  at  reasonable  cost. 

The  author  disagrees  fundamentally  with  Mr.  Modjeski  in  his 
opinion  that  diagrams  will  not  indicate  truly  the  economics  of  various 
kinds  of  steel  for  bridgework,  because  he  has  proved  beyond  the  perad- 
venture  of  a  doubt  that  they  do.  It  is  only  in  cases  of  very  close  results 
from  the  diagrams  that  actual  designing  need  be  resorted  to.  Of  course, 
no  diagram  will  cover  the  variations  due  to  the  idiosyncrasies  of  the 
different  designers  and  manufacturers;  but  for  like  designing  there  is  no 
doubt  whatsoever  about  the  recorded  economics  of  weights  of  metal; 
and  current  pound  prices  for  the  different  kinds  of  manufactured  bridge- 
steel  will  settle  the  question  of  total  cost.  The  author's  forthcoming 
book  on  "Bridge  Engineering"  will  demonstrate  beyond  all  possible 
doubt  the  efficacy  of  diagrams  for  comparing  weights  of  metal  and  costs 
of  spans  in  the  building  of  bridges  of  all  kinds. 
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An  inquiry  into  the  economics  of  the  world's  supply  of 
copper  presents  great  difficulty  at  all  times,  since  the  data  nec- 
essary for  a  thorough  discussion  of  this  interesting  question  are, 
in  part,  incomplete  and,  in  part,  altogether  lacking.  At  the 
present  time  it  presents  almost  insuperable  difficulties.  Since 
the  principal  nations  of  Europe  are  now  at  war  with  each 
other,  ordinary  relationships  of  production  and  consumption 
have  been  disrupted,  and  it  is  beyond  the  power  of  the  most 
astute  person  to  foresee  the  readjustments  that  will  inevitably 
ensue  when  peace  is  restored.  Even  if  it  were  practicable  now 
to  prepare  a  complete  analysis  of  the  economics  of  the  world's 
supply  of  copper,  it  would  not  be  worth  while,  since  in  the 
interval  between  the  time  of  its  preparation  and  its  appearance 
in  print  extensive  modifications  would  doubtless  become  nec- 
essary. I  shall  therefore  not  attempt  to  do  more,  here,  than  to 
sketch  the  general  features  of  the  present  situation  and  to 
indicate  some  of  the  possibilities  of  the  future. 

In  the  preceding  paper  Mr.  Hawks  and  myself  have  shown 
how,  coincidently  with  the  development  of  the  electrical  in- 
dustry, the  consumption  of  copper  has  increased  at  an  extra- 
ordinarily rapid  rate,  and  is  now  at  the  maximum  in  the  his- 
tory of  the  metal.  This  is  graphically  indicated  by  the  accom- 
panying diagram.  It  remains  here  to  consider  (1)  whether 
this  increase  may  be  expected  to  continue;  (2)  whether  the  re- 
sources are  available  to  permit  the  continued  production  of 
constantly  increasing  amounts  of  copper.    As  sub-topics  under 
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(1),  there  are  the  questions:  (a)  whether  substitutes  may  not 
be  devised  to  take  the  place  of  eopper;  (b)  whether  changes  in 
industry  may  not  be  brought  about  that  will  perhaps  decrease 
the  use  of  those  materials  in  which  copper  is  now  used;  (c) 
whether  new  uses  for  copper  may  not  be  devised  that  will  in- 
crease its  consumption.  As  sub-topics  under  (2),  it  is  neces- 
sary (a)  to  review  the  known  and  probable  resources  of  the 
world's  copper  deposits,  and  (b)  to  analyze  the  world's  trade 
in  copper  in  so  far  as  it  bears  on  the  economic  factors  govern- 
ing the  exploitation  of  these  deposits. 

(la)    Probability  of  Substitutes  for  Gopper. 

It  has  already  been  pointed  out  that  60  to  70%  of  the 
present  consumption  of  copper  is  absorbed  in  the  electrical  in- 
dustry, the  larger  part  of  it  being  used  in  the  form  of  wire. 
As  set  forth  in  the  preceding  article,  aluminum  is  a  strong  com- 
petitor of  copper  for  long  distance  transmission  lines,  or 
wherever  aluminum  can  be  stranded  with  a  wire  of  steel  to 
afford  the  tensile  strength  which  the  aluminum  itself  lacks. 
Aluminum  is  much  more  easily  attacked  than  copper  by  cor- 
rosive agencies  of  the  atmosphere,  but  as  long  distance  trans- 
mission lines  are  most  in  use  in  the  Rocky  Mountain  region, 
where  the  air  is  comparatively  pure  and  dry,  the  importance 
of  this  factor  is  lessened.  For  telephone  and  telegraph  lines, 
copper  seems  likely  to  hold  its  own,  especially  in  the  Eastern 
States  (where  such  lines  are  most  in  use),  since  it  is  resistant 
to  corrosion,  and  the  smaller  copper  wire  is  less  swayed  by  the 
wind  and  holds  a  smaller  load  of  snow  and  ice  in  the  occasional 
severe  storms  that  are  so  destructive  to  telephone  and  tele- 
graph lines.  It  has  been  suggested  that  steel  wires  coated  with 
copper  would  have  greater  tensile  strength  and  equal  con- 
ductivity, but  it  is  diflScult  to  make  such  a  coating  sufficiently 
homogeneous  and  adherent  so  that  rusting  will  not  take  place 
beneath  it,  and  it  is  also  difficult  to  produce  compound  wires 
at  a  low  cost.  Where  small  wires  are  necessary,  as  in  winding 
dynamos  and  motors,  electric-light  cord,  and  such  purposes, 
there  seems  no  possibility  that  copper  wire  can  be  displaced. 
Much  of  uncertainty  is  injected  into  the  situation  by  the  poten- 
tialities which  arise  out  of  the  European  War.    Germany  pro- 
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duces  only  a  small  part  of  the  copper  which  it  uses  in  its  manu- 
facturing industry,  importing  the  remainder.  These  imports 
were  cut  off  at  the  beginning  of  the  war  and  at  the  time  of 
writing  (January,  1915)  the  price  of  copper  in  Germany  was 
21/^  times  the  price  prevailing  in  this  country.  This  high  price 
must  stimulate  the  working  of  low-grade  deposits,  but,  un- 
questionably, it  is  also  stimulating  research  to  seek  out  methods 
by  which  other  metals  can  be  substituted  for  copper.  The 
isolation  of  France  in  the  Napoleonic  wars  gave  birth  to  modem 
industrial  chemistry;  the  isolation  of  Germany  will  undoubt- 
edly lead  to  further  changes  in  chemical  engineering  practice. 
It  seems  quite  within  the  bounds  of  possibility  that  before  the 
war  is  ended  the  German  people  will  have  learned  to  conduct 
their  industries  with  a  smaller  supply  of  copper  than  they 
formerly  required.  This  may  result  from  the  development  of 
substitutes,  or  even  from  changes  in  industry  whereby  there 
will  be  less  need  for  copper. 

(lb)    Possible  Ghanges  in  Industry. 

The  tendency  of  the  age  seems  to  be  toward  the  increased 
use  of  electrical  machinery  and  devices,  and,  as  indicated  in  the 
preceding  paper,  this  is  nearly  coincident  with  increased  use 
of  copper.  Wireless  telephones  do  not,  as  yet,  seem  to  offer 
much  promise  of  coming  into  general  use;  the  wireless  tele- 
graph has  already  developed  a  large  field  in  which  it  does  not 
compete  with  the  ordinary  telegraph.  Therefore,  neither  of 
these  devices  threatens  to  supplant  methods  involving  the  use 
of  copper,  but  they  afford  facilities  which  may  tend  to  limit 
the  growth  of  the  older  methods.  It  may  be  said  that,  for  the 
present  at  least,  there  seems  no  reason  to  suppose  that  the 
electrical  industry  will  demand  smaller  quantities  of  copper, 
while  in  a  hundred  fields  of  industry  the  ever  growing  use  of 
electrical  equipment  calls  for  constantly  increasing  amounts 
of  the  metal.  In  the  preceding  paper  Mr.  Hawks  and  myself 
have  indicated  a  variety  of  ways  in  which  copper  can  be 
utilized  in  general  industry,  both  in  increased  amounts  for 
present  use  and  for  new  uses.  It  is  impossible  at  this  time  to 
predict  with  safety  the  amount  of  copper  which  is  likely  to  be 
required  for  these  purposes.    An  interesting  discussion  of  the 
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output  of  copper  between  1879  and  1912  appeared  in  the  En- 
gineering and  Mining  Journal,  Vol.  95,  p.  992  (1913).  The 
author  considers  the  curve  of  the  output  to  be  an  exponential 
curve  of  the  form 

m-{-m  =  rn  1.0044263  wi, 

and  by  projecting  it  to  1920,  estimates  an  annual  consumption 
at  that  date  of  1,606,700  metric  tons,  or  a  little  over  3,500,- 
000,000  pounds.  Heath  Steele,  by  following  a  similar  line  of 
reasoning,  has  estimated*  an  annual  consumption  of  3,000,000,- 
000  lbs.  in  1921.  It  must  not  be  forgotten  that  both  these  esti- 
mates are  based  on  the  assumption  that  consumption  will  in- 
crease at  the  computed  rate  of  natural  growth ;  in  other  words, 
they  do  not  take  into  consideration  possible  changes  in  in- 
dustry which  may  affect  the  demand  for  the  metal.  It  has 
been  indicated  above  that  although  there  are  numerous  pos- 
sible factors  which  may  influence  consumption,  the  effect  of 
these  during  the  next  decade  cannot  now  be  forecast.  It  will 
probably  be  safe,  however,  to  assume  that  consumption  will  not 
exceed  the  estimate  given  above,  and  may  be  considerably  less. 
(2a)    Known  and  Probable  Resources  of  Gopper. 

In  the  table  below  are  given  the  ore  reserves  of  the  prin- 
cipal copper  mines  for  which  figures  are  available.  I  have  not 
computed  the  amount  of  copper  which  can  be  recovered  in 
mining,  milling,  and  smelting,  since  methods  of  treatment  are 
constantly  being  improved,  and  exploration,  in  most  mines,  also 
constantly  increases  the  reserves.  I  have  therefore  only  indi- 
cated the  copper  content  of  the  known  reserves,  which,  in  most 
cases,  may  be  taken  as  a  rough  index  of  the  probable  amount 
of  copper  which  the  mines  will  yield,  in  the  light  of  present 
knowledge. 
Ore  Reserves  of  Lake  Superior  Gopper  Mines. 

The  following  table  shows  the  copper  reserves  of  the  prin- 
cipal mines  of  the  Lake  Superior  district,  as  estimated  by  J. 
R.  Finlay  in  a  report  made  to  the  Board  of  State  Tax  Com- 
missioners of  Michigan  in  the  summer  of  1911.  The  figures 
given  are  the  recoverable  copper,  not  the  total  content.  Since 
1911  the  recovery  methods  have  been  improved  and  a  leaching 

*^ng.  &  Mining  Journal,  Vol.  96,  p.  1063  (1913). 
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process  has  been  devised  which  is  expected  not  only  to  increase 
the  recovery  from  ore,  but  also  to  yield  large  amounts  of  copper 
from  old  tailing. 

Recoverable  copper 
Mine  Lbs. 

Ahmeek 290,000,000 

Mohawk  176,000,000 

Wolverine 80,000,000 

Osceola  Consolidated  300,000,000 

AUouez  140,000,000 

Calnmet  &  Hecla 702,000,000 

Osecola  amygdaloid  330,000,000 

Quincy   200,000,000 

Isle  Royale 112,000,000 

Superior  ^ 75,000,000 

Baltic   110,000,000 

Trimonntain    16,000,000 

Champion  110,000,000 

Lake   40,000,000 

Total,  July,  1911 2,681,000,000 

Deduct  production  to  Jan.  1,  1915. 

Add  est.  recovery  from  tailing 150,000,000 

It  must  be  noted  that  this  table  includes  only  those  mines 
which,  in  1911,  were  producing  copper  at  a  profit.  There  are 
numerous  other  mines  in  this  district  which  produce  (or  have 
produced)  considerable  amounts  without  making  any  profit. 
A  decrease  in  working  costs  on  an  increase  in  the  price  of 
copper  would  therefore  largely  increase  the  reserves  given 
above. 

Only  a  few  of  the  other  copper  companies  have  published 
any  statement  of  their  ore  reserves,  but  fortunately  among 
these  are  several  of  the  largest.  These  are  shown  in  the  table 
below :  Ore 

Tons 

Utah  Copper 332,500,000 

Ray 78,380,966 

Chino 94,000,000 

Inspiration  Consolidated  45,000,000 

Miami    20,300,000 

' '       6,000,000 

' '        17,200,000 

Nevada  Consolidated  41,020,296 


Copper 

Copper 

% 

Lb. 

1.47 

9,642,500,000 

2.20 

3,228,800,000 

1.80 

3,384,000,000 

2.00 

1,800,000,000 

2.45 

995,000,000 

2.00 

240,000,000 

1.21 

413,000,000 

1.68 

1,374,180,000 
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Figures  for  the  Anaconda  and  Phelps,  Dodge  companies 
are  not  available ;  otherwise,  a  fair  estimate  of  the  known  cop- 
per resources  of  the  United  States  might  be  made. 

For  foreign  companies,  even  less  authentic  data  are  avail- 
able.   The  list  below  gives  most  of  that  at  hand : 

Ore  Copper  Copper 

Mine  Reserves         Content  Content 

Short  ton  %  Lb. 

Chile  Copper  Co.,  Chile 280,855,000  2.13  11,936,337,500 

Braden  Copper  Co.,  Chile 78,000,000  2.8  4,368,000,000 

Mount  Morgan,  Australia  3,125,000  2.55  1,572,500,000 

KTshtim  Corporation,  Ltd.,  Russia  356,000  3.00  21,360,000 
Spassky  Copper  Mine,  Ltd., 

Siberia 12,643  20.00  5,057,200 

Mount  Lyell,  Tasmania 2,202,335  0.531  23,500,000 

*'           ''            ''         1,086,112  6.00  130,300,000 

These  figures  are  only  useful  as  hints,  since  the  really  sig- 
nificant factors  are  the  large  deposits  which  have  never  been 
thoroughly  explored.  Thus  the  immense  copper  deposits  of  the 
Belgian  Congo  have  never  been  appraised,  since  under  present 
conditions  no  profit  can  be  made,  except  in  working  the  higher- 
grade  ore.  Improved  facilities  for  mining  and  reduction,  a  new 
process,  or  higher  prices  for  the  metal  may  render  immense 
quantities  from  these  deposits  available  for  industry.  It  is  sig- 
nificant that  the  largest  reserve  in  the  table  above,  that  of  the 
Chile  Copper  Co.,  was  unknown  a  few  years  ago.  Large  cop- 
per deposits  exist  in  southwestern  China  and  are  only  worked 
to  a  limited  extent.  The  figures  given  for  the  two  Russian  com- 
panies undoubtedly  represent  only  a  modicum  of  the  copper 
which  that  country  will  eventually  produce.  All  in  all,  it  may 
safely  be  said  that  the  known  ore  reserves  of  copper  seem  to  be 
ample  for  present  needs,  and  that  the  needs  of  the  future  may 
be  safely  left  to  be  cared  for  by  exploration  and  investigation 
by  future  generations. 

(2b)    World's  Oopper  Trade. 

At  the  time  of  beginning  the  preparation  of  this  paper,  it 
was  hoped  that  sufficiently  comprehensive  statistics  might  be  se- 
cured to  permit  an  analysis  of  the  world's  trade  in  copper.    All 
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efforts  to  that  end  have  proved  unayailing,  and  the  subject  must 
therefore  be  dismissed  with  a  brief  summary.  The  United  States 
produces  more  than  half  the  world's  supply  of  •  copper,  Japan 
with  the  next  largest  output,  producing  less  than  one-seventh 
of  the  U.  S.  output.  Of  our  yield  about  one-half  is  used  in  this 
country  and  one-half  exported,  chiefly  to  Europe,  Germany 
having  been  our  best  customer.  Japan  uses  a  large  part  of  its 
output  and  sells  the  rest  in  China  and  Europe.  Much  of  the 
Australasian  production  goes  to  Europe,  and  the  same  may  be 
said  of  the  Mexican  and  Chilean  copper.  The  copper  output  of 
Russia,  is  absorbed  in  that  country ;  in  time  Russia  may  be- 
come an  exporter.  Spain  and  Canada  are  also  important  pro- 
ducers of  copper ;  the  output  of  the  other  countries  is  small.  It 
may  be  said  that  the  general  movement  of  copper,  the  world 
over,  is  toward  regions  of  dense  population,  where  it  is  put  to 
the  uses  indicated  in  the  preceding  paper.  Manufactures  of 
copper,  on  the  other  hand,  tend  to  flow  outward  from  the 
densely  populated  regions,  making  their  progress  as  far  afield 
as  the  demands  of  trade  permit.  In  general,  it  may  be  said  that 
such  fluctuations  in  the  price  of  copper  as  occur  in  the  near 
future  will  be  due  to  the  relations  between  demand  and  im- 
mediate supply,  and  not  to  any  scarcity  of  copper  ores. 
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DISCUSSION 

Prof.         Prof.  G.  H.  Marx,*  Mem.  Am.  Soe.  M.  E.,  inquired  if  the  eonstituent 
^^"' elements  of  the  copper,  zinc  and  tin  alloys  could  be  recovered  if  the 
elements  themselves  are  later  preferred. 

Mr.  Mr.  T.  T.  Bead  replied  that  he  could  not  answer  that  question,  as  his 

***^*  knowledge  of  alloys  is  limited.    However,  the  scrap  value  of  these  alloys 

is  very  high  if  they  are  to  be  used  again  as  alloys,  and  the  demand  for 

the  alloys  will  always  be  high  enough  to  use  all  of  the  scrap  obtainable. 

Mr.  Mr.  L.  I>imcaii,t  Mem.  Am.  Soc.  M.  E.,  stated  that  for  five  years 

Duncan.  p^jQ,  ^q  ^ixe  war,  the  Germans  are  said  to  have  imported  40%  in  excess 
of  the  amount  of  copper  consumed  by  them  and  to  have  stored  it. 

The  last  column  in  the  table  at  bottom  of  page  510  must  be  reduced 
about  30%,  since  it  represents  copper  in  the  ore  and  not  the  quantity  of 
recoverable  copper.  The  ore  reserves  are  really  much  more  than  the 
amount  indicated  in  these  tables,  as  the  mining  companies  drill  only 
enough  of  the  deposits  to  insure  twenty  or  thirty  years'  operation  of  the 
mine.  Each  year  more  territory  is  drilled  in  order  to  compensate  for 
the  amount  of  ore  removed  during  the  year  past. 

Mr.  Mr.  T.  T.  Bead,  in  reply  to  Mr.  Duncan 's  remarks,  said  that  the  point 

^•d-  is  covered  in  the  paper,  where  it  is  stated  that  present  recoveries  are  not 
necessarily  safe  guides  in  judging  the  future,  and  that  constant  increases 
in  ore  reserves  are  likely  to  more  than  cover  the  losses  in  milling. 

*  Prof.  Machine  Design,  Leiand  Stanford,  Jr.,  University,  California, 
t  Mech.  Engr.,   Nevada  Consolidated  Copper  Co.,  McGill,  Nevada. 


Paper  No.  110 


THE  PLAGE  OF  GOPPEB  IN  THE  PRESENT 
ENOINEEBINO  FIELD. 


By 

H.  D.  HAWKS,  Assoc.  A.  I.  M.  K,  Assoc.  A.  I.  E.  E. 
New  York,  K.  Y.,  U.  S.  A. 

and 

THOMAS  T.  READ,  Mem.  A.  I.  M.  E. 

Associate  Editor,  Mining  and  Scientific  Press 

San  Francisco,  Calif.,  U.  S.  A. 


Copper  is  what  may  be  called  a  rejuvenated  metal.  As  the 
chief  constituent  of  brass  and  bronze,  the  principal  materials  of 
the  early  metal-workers'  art,  it  was  of  leading  importance  from 
the  dawn  of  history  to  the  end  of  the  Medieval  period.  Then 
began  a  period  of  advancement  in  the  art  of  smelting  iron  from 
ores,  the  production  of  steel,  and  the  working  of  the  metal.  Iron 
and  steel  have  unique  combinations  of  useful  properties,  so  that 
their  production  and  use  attained  such  proportions  as  to  almost 
totally  eclipse  copper  by  the  beginning  of  the  Nineteenth  Century. 
Volta,  Watt,  Maxwell,  Faraday,  Siemens  and  many  other  scien- 
tists were  then  engaged  upon  a  series  of  researches  on  electrical 
phenomena  that  were  only  of  academic  importance.  Their  prac- 
tical application  was  soon  perceived  by  such  men  as  Morse,  Bell, 
Edison,  Brush,  and  in  the  latter  half  of  the  Nineteenth  Century 
the  telegraph,  the  telephone,  the  dynamo,  the  motor,  the  incan- 
descent lamp  and  the  methods  for  transmitting  and  distributing 
electricity  had  opened  for  copper  a  vast  field  of  usefulness.  In 
this  field  it  is  firmly  intrenched,  for  there  is  at  present  no  appar- 
ent possibility  of  any  substitute  ever  being  devised.  It  is  prob- 
able that  the  electrical  industry  today  consumes  between  60  and 
70  per  cent  of  all  the  new  copper  produced. 

How  important  the  electrical  industry  is  as  a  field  for  the 
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use  of  copper  is  shown  by  the  following  table  showing  the  forms 
in  which  copper  is  sold  by  the  copper  producers : 

Copper  Sold  by  Prodncera  in  1913. 

Form  Lb.  % 

Wire  bars  938,362,248  58 

Ingots  and  ingot  bars 374,700,493  23 

Cakes    152,442,677  9 

Cathodes  130,429,587  8 

Other  forms  28,087,047  2 

Total 1,624,022,052  100 

Wire  bars  are  cast  3  to  4  inches  square  and  3  to  7  feet  long, 
weighing  150  to  500  lb.  each,  and,  as  the  name  implies,  are  used 
for  making  wire.  The  usual  sizes  sold  weigh  about  200  and  225 
lb.  each.  Ingots  are  used  for  making  brass  and  other  alloys  and 
average  about  20  lb.  in  weight.  Cakes  are  usually  cast  square, 
the  following  sizes  being  ordinarily  sold :  14  by  17  in.,  weighing 
200  to  250  lb.  each;  18  by  18  in.,  weighing  200  to  400  lb.  each; 
20  by  20  in.,  weighing  300  to  500  lb.  each.  Special  sizes,  up  to 
perhaps  2500  lb.  each,  are  occasionally  sold  for  special  purposes, 
such  as  making  locomotive  fire-boxes  and  large  copper  vessels. 
Sheet  copper  in  all  its  forms  is  made  from  cakes. 

Electrical  use  immediately  imposes  a  conductivity  require- 
ment which  rules  out  everything  but  electrolytic  and  high-con- 
ductivity Lake  copper.  Most  of  the  electrolytic  refiners  aim  to 
average  about  100.0%  soft  in  the  electrical  conductivity  of  their 
output.  Occasional  lots  may  reach  101.0%  and  some  may  ap- 
proach 99.0%,  while  98.5%  is  the  usual  rejection  limit,  but  it  is 
very  unusual  for  a  refinery  to  ship  anything  for  electrical  use 
which  is  below  99.0%.  No  distinction  is  made  between  cakes, 
wire  bars,  and  ingots,  more  than  one  shape  often  being  cast  from 
a  single  furnace  charge,  so  that  there  is  nothing  to  be  gained  by 
buying  ordinary  wire  bars  and  cutting  them  up  when  ingots  are 
desired. 

In  addition  to  wire,  the  electrical  industry  consumes  large 
quantities  of  copper  tubing,  copper  bars,  copper  strips,  sheet 
copper,  ingot  copper  for  copper  castings,  and  brass  in  all  its 
shapes  and  forms;  therefore,  the  figure  of  60  to  70%  of  the  total 
copper  produced  as  being  used  by  the  electrical  industry  is  prob- 
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ably  nearly  correct.    Aron  Hirsch  &  Sohn  in  "Copper  Statistics 

for  1913"  gives  the  distribution  as  shown  in  the  following  table 

for  the  copper  consumed  in  the  United  States  in  1913 : 

Lb.  % 

Electrical  industry  (copper  wire) 400,000,000  52.1 

Brass  miUs  220,000,000  28.7 

Copper  sheets  105,000,000  13.7 

MisceUaneous  (chiefly  casting  and  alloys)     42,000,000  5.5 

Total  767,000,000         100.00 

How  rapid  has  been  the  growth  of  the  consumption  of  cop- 
per as  a  result  of  the  development  of  the  electrical  and  other 
industries  is  shown  by  the  following  curve. 

USES  OF  COPPER. 

The  main  claims  that  copper  has  to  consideration  and,  in 
fact,  to  preeminence  amongst  the  metals  of  commerce,  so  far  as 
its  special  qualities  are  concerned,  are : 

(a)  High  electrical  conductivity. 

(b)  Its  capacity  for  conducting  heat. 

(c)  Extreme  ductility. 

(d)  Malleability. 

(e)  Resistance  to  corrosion. 

(f )  Alloying  properties. 

(g)  High  tenacity, 
(h)     High  scrap  value. 

( i )     Artistic  color  and  lustre. 

The  chief  use  of  copper,  as  already  indicated,  is  as  a  con- 
ductor for  transmitting  electric  currents.  It  is  commercially  the 
best  metal  we  have,  although  substitutes,  such  as  aluminum  and 
iron,  are  used  under  certain  conditions.  A  metal  to  be  most  suit- 
able must  have : 

(1)  A  market  price  permitting  its  use  on  a  large  scale. 

(2)  High  electrical  conductivity  in  order  that  the  diameter 
of  the  wire  to  transmit  a  given  amount  of  energy  may  be  a  min- 
imum. 

(3)  Good  ductility  so  that  the  metal  may  be  easily  drawn 
into  wire. 
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(4)  High  tenacity  bo  that  the  wire  may  resist  breabafes 
from  the  mechanical  strains  to  which  it  is  subjected  while  being 
handled  and  used. 


(5)  Higb  resistance  to  corrosive  agents. 

(6)  Economic  scrap  valne. 

(7)  Proper  position  in  electro-chemical  series. 
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None  of  the  other  metals,  with  the  exception  of  silver,  has 
sufficiently  high  electrical  conductivity  and  other  qualifications, 
except  aluminum.  For  the  same  physical  dimensions  aluminum 
has  about  60%  of  the  conductivity  of  copper. 

How  and  to  what  extent  copper  is  sold  to  the  various  copper 
and  brass  mills,  foundries,  etc.,  has  already  been  stated.  The 
mills  and  foundries  produce  wire,  sheets,  tubes,  rods,  castings, 
plates,  rivets,  nails,  etc.,  which  are  then  sold  for  various  uses.  An 
incomplete  list  is  as  follows : 

Wire  and  Bar  : 
Copper 

Electrical  conductors 

Bus-bars 

Commutator  segments 

Copper  wire  for  miscellaneous  uses 
Brass  and  Bronze 

Screens 

Springs 

Shoe  nails 

Pins  (plain,  safety  and  hat) 

Small  screws 

Rivets 

Screen  cloth  for  paper  mills 

Lantern  screens 

Shade  holders  of  lamps 

Bathroom  fixtures  (soap-holders) 

Buckles 

Bird-cages,  etc. 
Brass  Bars  (Square  and  Rectangular) : 

The  largest  quantities  are  used  in  blanking-out  nuts  for 
bolts.  This  blanking  is  done  while  the  metal  is  cold.  Consider- 
able amounts  are  also  used  for  doors,  partitions,  etc.,  for  build- 
ings. Also  largely  used  in  engineering  where  steel  or  iron  will 
not  serve  because  of  rusting. 

Bronze  Bars  (Square  and  Rectangular) : 

Commercial  bronze  bars  are  chiefly  used  for  doors,  partitions, 
etc.,  in  fine  buildings ;  also  for  cemetery- vault  doors.  Not  a  great 
many  commercial  bronze  bars  are  used  in  the  course  of  a  year, 
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but  there  are  many  uses  for  the  special  bronzes,  such  as  Tobm 
bronze,  manganese  bronze,  etc.,  referred  to  elsewhere. 
Sheet  Copper : 

Braziers'  copper: 

Beer  stills,  heavy  tanks,  anodes,  boiler-plates. 
Plain  hot-rolled : 

Valleys,  gutters,  roofing,  tank-linings,  flashings,  gaskets, 
floats  for  water-tanks,  show-cases,  outside  and  inside 
trim  around  stores. 
Plain  cold-rolled  annealed,  tinned : 

Drawing  into  pots,  kettles,  pans,  boilers,  dairy  appli- 
ances. 
Cold-rolled  annealed : 

Drawing  and  spinning  into  ornamental  work,  kitchen 
utensils,  percolators,  gasoline  tanks. 
Plain  cold-rolled : 

Skylights,  cornices,  conduit-pipes,  table-coverings,  fire- 
extinguishers,  talking-machines,  matrices,  stove  reser- 
voirs for  hot  water,  laundry  machinery. 
Cold-rolled  polished : 

Reflector  gas  heaters,  etching,  copper  lining  for  eofltos, 
etc.,  hot-water  heaters,  hot-water  boilers,  bar  work, 
pantry    covering,    soda-fountain    sheets,    engravers' 
copper. 
Sheet  Brass : 

Building  fire-proofing 
Cartridge-cases 
Automobile  radiators 
Hardware  specialties 
Electrical  fixtures  and  appliances 
Seamless  Tubes : 
Copper : 

Hot- water  heaters 
Steam  lines 

Shrapnel  shell  compression-rings 
Automobile  radiator  tubing 
Tinned  for  dairy  and  cream  separator  appliances 
Oasoline  and  oil-piping  on  machinery 


PLACE  OP  COPPER  IN  THE  ENGINEERING  FIELD  521 

Steam  and  brine  lines 

Boiler-tubes 

Distilling-apparatus 

Hose  nozzles 

Electric  wire-terminals 
Brass  and  Bronze : 

Hand  railings 

Plumbing  goods 

Pump-cylinder  linings 

Automobile  radiators 

Steam  and  brine  lines  (low  and  high  pressure) 

Bushings 

Art  metal  work 

Condenser  tubing 

Oasoline  and  oil-piping  on  machinery 

Automobile  engine  intake  manifolds 

Voice  tubing 

Mail  and  small  parcel  delivery  tubing 
Brazed  Tubes : 

Plumbing  and  plumbing  fixtures 

Car  window  frames 

Windshield  frames 

Chandeliers  and  gas  fixtures 

Lamps 

Bailings 

Bedsteads 

Coffin-handles 

Clamps  for  surveyors'  instruments 

Pump  linings 

Lightning  rods — copper 

Display  stands 

Piston  rod  covering 

Radiator  tubing 

Gas  burners 

Voice  tubing 

Perforated  copper  and  brass  sheet  is  used  in  many  ways: 
such  as  centrifugal  screens  for  sugar,  pulp  screens  for  paper 
mills,  gas  water-heater  burners,  false  bottoms  for  dyeing  ma- 
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chinery,  and  brass  register  faces  for  covering  hot-air  ducts. 
Sewage-disposal  plants  use  large  amounts  of  bronze  screens,  or 
perforated  sheet.  Perforated  bronze  sheets  and  screens  are  often 
used  for  screening  coal,  as  the  sulphur  in  the  coal,  in  the  pres- 
ence of  moisture,  rapidly  corrodes  iron  screens. 

In  the  early  days  of  the  sheet-copper  industry,  the  largest 
use  of  hot-rolled  copper  was  for  the  purpose  of  sheathing  wooden 
ships.  This  was  known  as  sheathing  copper.  Owing  to  the  de- 
cline in  the  use  of  wood  for  ship-building,  the  consumption  of 
sheathing  copper  is  now  very  much  less  than  formerly.  Large 
quantities  of  sheet  copper  were  formerly  used  for  the  manu- 
facture of  bath-tubs,  but  this  also  has  declined.  Beer  vats,  stills, 
and  coppersmiths'  work  consume  large  quantities  of  hot-rolled 
copper.  The  demand  for  cold-rolled  copper  is  now  so  extensive 
that  it  has  really  surpassed  that  of  hot-rolled.  The  great  demand 
for  cold-rolled  copper  which  exists  is  because  that  variety  of  cop- 
per is  flat,  smooth,  and  stiff.  Probably  the  largest  single  con- 
sumption of  cold-rolled  copper  at  present  is  for  cornice  copper. 
Other  large  uses  are  for  boiler  bottoms,  kettle  bottoms,  etc.  The 
largest  use  of  hot-rolled  sheet  copper  is  probably  for  copper 
roofing. 

According  to  German  writers,  the  principal  industrial  con- 
sumers of  copper  are  the  electrical  industry,  the  makers  of  brew- 
ers'  and  distillers'  plants,  shipbuilders,  makers  of  plate  (includ- 
ing plates  for  textile  printing),  the  bronze  and  brass  industries 
and  the  chemical  dye  industry.  Having  sketched  the  relative 
amounts  and  principal  forms  in  which  copper  is  used  in  engi- 
neering we  will  now  proceed  to  describe  its  principal  applica- 
tions in  more  detail. 

COPPER  WIBE  USED  BY  TELEPHONE  AND  TELEGRAPH 

COMPANIES. 

The  wire  used  in  toll  service  by  telephone  companies  varies 
from  No.  8  B.  w.  gauge,  weighing  435  lb.  per  mile,  for  lines  over 
800  miles  long  to  No.  14  gauge,  102  lb.  per  mile,  for  local  service. 
For  aerial  and  underground  cables  the  range  is  from  No.  10  B.  & 
S.  gauge,  166  lb.  per  mile,  to  No.  16  gauge,  43  lb.  per  mUe. 
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For  subscribers'  loops,  No.  19  or  No.  22  B.  &  S.  gauge,  20.7 
and  10.2  lb.  per  mile  respectively,  is  used  according  to  the  dis- 
tance from  the  exchange.  This  applies  to  cables;  for  open  wire, 
No.  14,  weighing  102  lb.  per  mile,  is  used.  In  the  wiring  of 
switch-board  and  test-boards  No.  16,  42  lb.  per  mile.  No.  18,  25.6 
lb.  per  mile,  and  No.  22,  10.2  lb.  per  mile,  are  chiefly  used. 

Telegraph  toll  service. — For  this  No.  8  B.  w.  gauge,  435  lb. 
per  mile,  and  No.  9,  208  lb.  per  mile,  are  used,  the  larger  wire 
being  employed  in  such  important  circuits  as  from  New  York 
to  Chicago  and  to  Minneapolis.  For  cables.  No.  10  B.  &  S.,  166 
lb.  per  mile ;  No.  13,  83  lb ;  No.  14,  65  lb ;  and  No.  16,  42  lb.  are 
used,  according  to  the  length  of  the  line  and  the  character  of  the 
service,  the  smaller  wires  being  used  for  stock-tickers,  call-boxes, 
clocks,  etc.  In  wiring  switch-boards,  repeaters,  and  operating 
tables,  the  sizes  range  from  No.  14  B.  &  S.,  65  lb.,  to  No.  22,  10.2 
lb.,  according  to  requirements. 

Approximate  Amount  of  Copper  in  Telephone  and  Telegraph  Companies' 

Plants. 

Lb. 

(1)  Entire  Bell  Telephone  Co.  syBtem. 

(a)  Outside  plant,  consisting  of  open  wires,  under- 

ground, aerial  and  submarine  cables 500,000,000 

(b)  Inside    plant,    consisting    of    switchboard    and 

other  cables  20,000,000 

Total   - 520,000,000 

(2)  Western  Union  Telegraph  Co. 

(a)  Outside  plant,  consisting  of  open  wires,  under- 

ground, aerial  and  submarine  cables,  but  not 

including  ocean  cables  120,000,000 

(b)  Inside  plant,  consisting  of  switchboard  and  in- 

terior lines  4,000,000 

Total   124,000,000 

Grand  total  for  two  companies 644,000,000 

Postal  Telegraph  &  Telephone  Co 40,000,000 

Independent,  private,  special  and  railroad  systems 50,000,000 

Total   734,000,000 

(These  figures  are  approximate  as  of  July  1,  1914.) 
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As  the  United  States  has  about  60%  of  the  world's  telephone 
and  telegraph  mileage,  490,000,000  lb.  copper  may  be  estimated 
as  used  by  all  countries  outside  of  the  United  States,  making  a 
grand  total  of  the  world's  use  of  copper  in  this  industry  of 
1,204,000,000  lb. 

To  this  amount  should  be  added  the  copper  used  in  telephone 
and  telegraph  instruments,  which  in  itself  is  a  very  considerable 
amount,  as  these  instruments  contain  large  amounts  of  brass. 
There  should  also  be  added  the  copper  in  submarine  cables. 
There  is  laid  today  approximately  314,000  miles  of  submarine 
telegraph  wire,  using  possibly  19,000,000  lb.  of  copper. 

At  the  present  time,  the  world's  annual  consumption  of  cop- 
per in  the  telegraph  and  telephone  business  amounts  to  approxi- 
mately 85,000,000  lb. 

In  the  telephone  circuit  established  between  New  York  and 
San  Francisco  there  are  two  complete  metallic  circuits,  utilizing 
5,900,000  lb.  copper.  In  other  words,  in  telephoning  from  New 
York  to  San  Francisco  nearly  3,000,000  lb.  copper  is  employed. 

THE  ELECTRICAL  INDUSTRY. 

Electric  circuits:  the  telephone,  telegraph,  power  transmis- 
sion, and  in  machinery,  absorb  60%  of  the  world's  output  of 
copper,  amounting  in  1913  to  over  a  billion  pounds  of  copper. 
The  first  two  have  already  been  discussed. 

The  power-house  of  an  electric  system  requires  4  to  10  lb, 
copper  per  horsepower.  Assuming  an  average  of  8  lb.,  the 
12,000,000-hp.  of  the  railway,  lighting,  and  municipal  plants  of 
the  United  States  listed  in  the  census  reports  represents  a  total  of 
96,000,000  lb.  copper.  This  does  not  include  privately  owned 
plants,  which  probably  represent  an  equal  amount.  Electric 
light  fixtures,  switches,  fuse,  etc.,  are  of  brass  or  bronze,  contain- 
ing 60  to  80%  copper.  One  firm  making  a  specialty  of  manu- 
facturing fuse  and  switches  employs  500,000  lb.  copper  in  its 
various  forms,  and  consumes  150,000  lb.  brass  annually.  Exten- 
sive use  of  copper  is.  made  in  commutators,  for  which  it  has  no 
rival,  as  it  is  the  only  metal  which  will  resist  the  tendency 
toward  arcing  between  the  brush  and  the  commutator  surface 
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without  developing  hard  spots  on  a  rough  surface.  It  quickly 
assumes  a  good  polish,  and,  being  a  good  conductor  of  heat,  dis- 
tributes the  heat  developed  at  the  contact  surface. 

POWER  TRANSMISSION. 

The  distribution  of  energy  in  industry  has  heretofore  chiefly 
been  accomplished  by  the  mining  of  coal  in  the  various  places 
where  it  occurs,  its  transportation  by  the  railroads  to  the  points 
required,  and  the  generation  of  energy  there  by  combustion  and 
steam  production.  Through  the  development  of  technique  it  has 
now  become  possible  to  generate  energy  at  the  point  where  it  is 
available,  either  water-power,  coal,  or  petroleum,  and  transmit 
the  energy  through  conductors  to  the  points  where  it  is  required. 
This  permits  water-power  to  be  used  at  a  distance  from  the  point 
at  which  it  is  available,  saves  the  transportation  and  distributive 
cost  on  coal,  and  leads  to  higher  efficiency  in  the  production  and 
utilization  of  energy  through  the  use  of  large  units  that  are  much 
more  efficient  than  small  ones.  This  method  has  reached  the 
stage  of  development  where  in  a  system  involving  a  direct  trans- 
mission of  250  miles  it  is  proposed  to  transmit  150,000  hp. 

As  an  example,  the  growth  of  the  Montana  Power  Co.  may 
be  briefly  described.  Fifteen  years  ago  a  few  thousand  horse- 
power were  developed  at  the  Madison  River  and  transmitted  61 
miles  to  Butte,  Montana.  The  company  now  has  in  operation  46 
power-transmission  routes,  requiring  4400  miles  of  wire  and 
4,500,000  lb.  copper;  also,  2250  miles  of  telephone  wire,  using 
450,000  lb.  copper.  To  provide  for  increasing  business,  2,600,000 
lb.  more  copper  will  soon  be  required.  The  3-phase  transmission 
line  now  in  use  would  suffice  to  build  a  line  from  San  Francisco 
to  New  York,  and  to  construct  a  telephone  circuit  over  the  same 
distance.  When  its  present  plans  are  completed  the  company 
will  be  using  10,000,000  lb.  copper  in  its  transmission  lines, 
switch  houses  and  power  houses.  If  it  were  possible  to  include 
the  copper  employed  by  the  consumers  of  the  current  supplied 
by  this  company  the  amount  given  above  would  doubtless  be  in- 
creased several  times.  The  copper  used  by  the  two  principal 
consumers  is  listed  elsewhere. 
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COPPER  WIRE  AND  CABLE— GENERAL. 

Copper  wire  and  cable  is  made  in  sizes  ranging  from  a  fine 
wire  weighing  a  few  ounces  per  mile,  up  to  cables  weighing  32,900 
lb.  per  mile.  It  is  estimated  that  250,000,000  ft.  of  copper  wire, 
weighing  between  12^/^  and  68  lb.  per  mile  is  used  annually  in 
the  United  States.  In  addition  to  the  uses  already  discussed 
much  wire  is  employed  in  call  systems,  fire-alarm  systems  and 
burglary  systems  for  banks  and  private  residences.  These  de- 
vices not  only  require  much  wire  but  are  also  considerable  con- 
sumers of  brass  for  their  annunciators  and  other  accessories. 
Much  wire  is  employed  in  electric  firing  of  blasting  charges,  and 
a  good  deal  of  copper  is  consumed  in  the  shells  of  blasting  caps. 
A  considerable  amount  of  copper  wire  is  used  in  lightning  rods. 

In  Europe  and  in  districts  where  heavy  loads  of  snow  and 
ice  are  likely  to  cling  to  exposed  wires,  silicon  bronze  is  largely 
used  for  this  purpose.  Silicon  bronze  is  valuable  because  of  its 
great  strength  combined  with  high  conductivity.  It  finds  con- 
siderable use  as  trolley  wire  and  span  wire  because  of  these  quali- 
ties and,  in  addition,  it  does  not  corrode  under  the  action  of  the 
sulphurous  gases  of  combustion  with  which  the  air  is  constantly 
laden. 

Steel  wire  surrounded  by  a  coating  of  copper  of  any  desired 
thickness,  known  to  the  trade  as  *' Colonial  copper  clad",  ''Bi- 
metallic", ''Duplex  wire",  and  "Monnot  wire",  has  become  of 
importance.  Ordinarily  the  copper  area  is  about  1/3  that  of  the 
steel.  The  wire  is  made  by  suspending  a  steel  ingot  in  a  mold 
and  casting  copper  around  it.  By  proper  procedure  perfect  ad- 
hesion of  the  copper  to  the  steel  is  secured;  the  billet  is  then 
rolled  into  rods  and  drawn  into  wire.  The  drawing  must  be  done 
with  care  and  costs  more  than  ordinary  wire-drawing.  The 
product  has  a  high  elastic  limit,  high  tensile  strength,  high  modu- 
lus of  elasticity,  low  coefficient  of  expansion,  and  high  resistance 
to  corrosion.  The  coefficient  of  expansion  is  only  2/3  that  of 
copper  and  I/2  that  of  aluminum,  thus  small  variations  in  sag 
with  great  variation  of  temperature  can  be  secured.  It  is  lighter 
than  copper  wire  and  is  used  for  long  spans,  such  as  river  cross- 
ings, and  as  a  ground  wire  for  lightning  protection.  It  is  often 
used  for  telephone  wire  on  power-transmission  circuits,  as  it  may 


PLACE  OF  COPPER  IN  THE  ENOINEEBINO  FIELD  527 

be  placed  on  the  transmission  towers,  whereas  a  separate  line 
would  have  to  be  constructed  for  copper  wire.  It  is  also  largely 
used  in  municipal,  fire,  and  police  telegraphs,  for  railways  in 
their  signal  systems,  where  strength  is  desirable,  and  for  bond  or 
tie- wires  in  place  of  galvanized  wire. 

For  telephone  lines  this  wire  is  not  likely  to  entirely  displace 
copper.  In  some  places  for  open-line  distribution  it  is  the  best 
material.  For  subscribers'  connections  copper-clad  wire  can  be 
used,  having  the  same  strength  as  copper  but  less  than  half  the 
weight,  and  because  of  its  smaller  size  supporting  easily  a  greater 
weight  of  sleet.  For  telephone  lines  up  to  200  miles  in  length  No. 
9  B.  &  S.  gauge  copper-dad  gives  satisfactory  service,  but  for 
long  toll  lines  and  for  small  wiring,  cable  copper  is  the  best 
material. 

COPPEB  IN  ELECTRICAL  TRACTION. 

The  street  railways  are  large  copper  consumers;  the  ordi- 
nary city  electric  car  will  contain  1000  to  2500  lb.  copper,  and 
some  of  the  large  interurban  cars  will  have  nearly  4000  lb.  As  an 
illustration,  take  a  street  railway  system  in  a  city  of  about  150,000 
people;  the  copper  used. is  approximately  as  follows: 

Lb. 

Feeder  aystem 2,433,000 

Overhead  trolley  528,000 

Track-bonding  and  special  work 225,000 

Car  equipment  510,000 

Power-house  46,000 

Total   3,742,000 

Number  of  cars  operated 550 

Total  mileage  based  on  single-track  miles 176 

Capacity  of  generating  station 6,800  kw. 

Average  copper  per  mile  of  track 21,400  lb. 

Many  electric  roads  will  show  a  smaUer  figure,  and  some  in 
large  cities,  such  as  New  York,  Boston,  Chicago,  and  San  Fran- 
cisco, will  show  a  higher  figure,  but  assuming  a  figure  of  15,000 
lb.  copper  per  mile  and  considering  that  there  are  approximately 
45,000  miles  of  electric  railways  in  the  United  States,  approxi- 


528  PLACE  OP  COPPER  IN  THE  ENGINEERING  FIELD 

mately  675,000,000  lb.  copper  is  used  in  the  street-railway  busi- 
ness in  the  United  States. 

A  considerable  amount  of  new  copper  is  used  annually  to 
maintain  the  electrical  equipment  on  electric  railways;  windings 
bum  out  or  the  insulation  is  damaged;  commutators  wear,  con- 
troller and  circuit-breaker  parts  become  damaged;  the  trolley 
wire  breaks  or  partly  wears  out.  All  of  the  copper  in  these  parts 
is  sold  for  scrap  and  new  copper  purchased.  A  10-car  train  in 
the  New  York  City  subways  will  contain  approximately  30,000 
lb.  copper,  used  as  copper  wires  and  bars  in  the  electrical  equip- 
ment and  as  an  alloy  in  the  many  brass  parts. 

steam  Bailroad  Electrification  in  the  United  States. 

New  York  Central  B.  B.,  suburban  diatriet  at  New  York: 

Miles  electrified,  single-track  basis 255 

Copper  in  generating  and  substation  equipment,  cars 
and  locomotives,  trolley,  bonding,  and  distribution 

system;  total  copper,  lb 9,100,000 

Amount  of  copper  used  per  mile  of  track,  lb ^       35,600 

New  York,  New  Haven  &  Hartford  B.  B. 

New  York  to  New  Haven  electrification; 

Miles  electrified,  single-track  basis ^ 550 

Copper  in  generating  and  sub-station  equipment,  cars 
and  locomotives,  transmission  and  distribution  sys- 
tem; total  copper  used,  lb 4,670,000 

Amount  of  copper  used  per  mile  of  track,  lb 8,200 

Norfolk  &  Western  Bailway  Co., 

Elkhorn  Grade — Bluefield  electrification; 

Lb. 

Transmission    175,000 

Distribution,  including  trolley,  feeders,  etc 377,000 

Track-bonding  87,000 

Ground-plates    55,000 

Locomotives  300,000 

Transformers  70,000 

Generators   56,000 

Switchboards,  wiring,  and  miscellaneous 25,000 

1,145,000 

Total  single-track  mileage,  miles ,  90 

Amount  of  copper  used  per  mile  of  track,  lb 12,700 
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West  Jersey  &  Sea  Shore  B.  B.  Co., 

Camden  to  Atlantic  City: 

Lb. 

Power-house  and  sub-station  310,000 

Electrical  equipment  of  cars 245,000 

Transmission   wires,   trolley   wires,   feeder   cables   and 

track  bonds  1,356,000 

1,911,000 

Total  single-track  mileage,  miles 150 

Amount  of  copper  used  per  mile  of  track,  lb 12,700 

Bntte,  Anaconda  &  Pacific  Bailway  Co., 
Butte-Anaconda,  Montana: 

Lb. 

Sub-stations  29,750 

Locomotives  173,700 

Distributing    system,    trolley,    feeder    cable    and    track 

bonds  916,382 

1,119,832 

Total  single-track  mileage,   miles 95 

Amount  of  copper  used  per  mile,  lb 11,800 

Chicago,  Milwaukee  &  St.  Paul  Bailway, 

Main  Line  from  Harlowton,  Mont.,  to  Avery,  Idaho; 

Approximate  main  line  distance,  miles 440 

(At  present  work  is  being  rapidly  pushed  to  complete 
the  eastern  half  of  this  work,  that  is,  from  Deer 
Lodge,  Mont.,  to  Harlowton,  Mont.) 
Miles    electrified,    Deer    Lodge-Harlowton,    single-track 

basis    321 

Copper  in  sub-station  equipment,  locomotives,  transmis- 
sion and  distribution  systems,  lb 7,550,000 

In  addition,  the  signal  system  will  use  approximately, 

lb 250,000 

Additional  telephone  facilities  in  connection  with  this 

work  will  require,  approximately,  lb 110,000 

Total  copper,  lb 7,910,000 

Amount  of  copper  used  per  mile  of  track,  lb 24,600 

As  soon  as  the  Deer  Lodge-Harlowton  work  is  completed, 
the  line  from  Deer  Lodge  to  Avery,  Idaho,  will  be  finished ;  this 
will  require  approximately  the  same  amount  of  copper  as  the 
former.  This  system  will  be  supplied  with  power  from  the  Mon- 
tana Power  Co.  's  lines  and  will  be  fed  from  a  high-tension  trans- 
mission net- work  of  wires  involving  the  use  of  7,000,000  lb.  copper. 
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From  the  above,  and  considering  improvements  in  the  way 
of  voltages,  10,000-25,000  lb.  copper  per  mile  may  be  considered 
to  be  an  average  minimum  figure  for  future  work.  K  all  the 
railroads  in  the  United  States  were  electrically  operated  it  would 
require  the  world's  entire  output  of  copper  for  two  years  at  the 
present  rate  of  production,  the  mileage  being  approximately 
330,000  miles  on  single-track  basis. 

Steam  and  electric  railroads  are  also  large  users  of  copper 
and  copper-base  alloys  for  other  purposes  besides  electrification. 
For  instance,  in  normal  times  there  is  consumed  in  the  United 
States  annually  7,000,000  to  8,000,000  lb.  copper  in  air-brake  ap- 
paratus alone.  Electric  signalling  also  requires  many  thousands 
of  pounds  of  copper.  The  amount  of  copper  used  in  automatic 
block  signalling  varies  all  the  way  from  50  lb.  per  mile  of  track, 
which  would  be  what  is  known  as  wireless  control  on  multiple- 
track  steam  railways,  up  to  1000  or  1500  lb.  per  mile  of  track  for 
signalling  in  such  cases  as  the  New  York  subways.  In  the  inter- 
locking part  of  signalling  the  amount  of  copper  used  varies  all 
the  way  from  25  lb.  to  200  lb.  per  function,  depending  on  the 
kind  of  signalling  used.    By  function  is  meant  a  switch  or  signal 

An  up-to-date  steam  locomotive  uses  considerable  copper. 
On  American-designed  locomotives  the  use  of  pure  copper  is  con- 
fined almost  exclusively  to  copper  pipes  and  ferrules.  In  foreign 
practice  copper  is  also  used  for  firebox-sheets,  tubes,  and  stays. 
Copper  pipe  is  used  for  injector  steam-pipes  and  practically  all 
oil-piping  and  steam  gauge  and  lubricator  steam-pipes.  When 
injector  delivery-pipes  are  used  inside  of  boilers  they  are  also 
made  of  copper.  An  analysis  made  of  the  copper  used  in  a  rep- 
resentative locomotive  is  about  as  follows,  in  pounds:  Copper 
pipe  and  ferrules,  150  lb.;  driving  journal  bearings,  1,600;  en- 
gine-truck journal  bearings,  70;  trailing-truck  journal  bearings, 
140;  main  and  side-rod  bearings,  550;  motion-work  bushings, 
100;  dry-pipe  sleeves,  85;  steam  turret,  230;  miscellaneous  cast- 
ings, 475;  bell,  125;  injectors  and  lubricators,  180;  cocks  and 
valves,  50;  safety  valves,  75;  electric  headlight  (when  used),  10. 
This  list  represents  about  3000  lb.  copper. 

During  the  period  from  1900  to  1914  inclusive  68,000  loco- 
motives were  built  in  the  United  States  and  Canada,  and  assum- 
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ing  only  2000  lb.  copper  was  used  in  each  locomotive,  we  have  a 
total  of  136,000,000  lb.,  an  average  of  9,000,000  lb.  per  year. 
Many  of  the  brass  parts  are  subject  to  wear  and  their  replace- 
ment requires  many  more  pounds  of  new  copper  annually. 

Practically  all  freight  cars,  passenger  cars,  and  locomotive 
tenders  in  the  United  States  and  Canada  are  equipped  with 
M.  C.  B.  (Master  Car  Builders)  journal  bearings  of  one  of  the 
following  sizes :  4i/4  by  8  in.,  5  by  9  in.  and  5^^  by  10  in.  There 
are  a  few  smaller  sizes  in  use  and  a  few  larger.  An  average  of 
the  different  compositions  used  will  be  about:  copper  77%,  tin 
8%,  lead  15%.  The  bearings  are  bored  where  they  come  in  con- 
tact with  the  journal  and  are  lined  with  a  composition  about  as 
follows:  lead  85%,  antimony  10%,  tin  5%.  The  thickness  of 
the  lining  varies  with  different  roads. 

Capacity  of  car,  lb 60,000  80,000  100,000 

Size  of  journal,  in 4^  by  8  5  by  9  5%  by  10 

Bored  new,  lb 11.5                17.6  23 

Complete  with  lining,  lb 13                   19.5  24.6 

Weight  of  scrap  (approximately),  lb...           8                   12  15 

The  scrap  weight  varies  considerably,  some  having  the  same 
weight  as  a  newly-bored  bearing.  In  other  words,  the  wear  will 
just  about  equal  the  weight  of  the  lead  lining.  For  passenger- 
car  work,  the  latter  condition  would  probably  obtain,  while  on 
freight  cars  the  bearings  are  worn  very  much  more.  The  worn 
bearings  are  remelted  to  produce  new  bearings,  but  new  metal 
must  also  be  used,  the  custom  being  to  use  perhaps  1/3  scrap  and 
2/3  new  metal. 

The  average  weight  of  copper  in  the  60,000-,  80,000-  and 
100,000-lb.  capacity  cars  is  about  120  lb.,  allowing  for  some  other 
small  uses  of  copper.  An  ordinary  passenger  car  will  contain 
from  150  to  800  lb.  of  copper.  The  modem  passenger  car, 
equipped  with  axle-driven  lighting  system,  six-wheel  trucks  and 
the  many  brass  and  bronze  fittings,  may  approximate  800  lb.  of 
copper.  A  representative  Pullman  sleeping  car  with  axle-driven 
lighting  generators  will  use  approximately  1400  lb.  of  copper. 

During  the  period  from  1900-1914  inclusive  2,236,192  freight 
cars  and  45,235  passenger  cars  were  built  in  the  United  States. 
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On  this  basis  268,429,440  lb.  copper  was  nsed  in  freight  ears  and 
approximately  148,070,560  lb.  in  passenger,  Pullman,  and  private 
ears  and  locomotives,  making  a  total  of  416,500,000  lb.  in  romid 
numbers,  or  an  average,  during  the  period  1900-1914  inclusive,  of 
27,700,000  lb.  annually  in  the  United  States  and  part  of  the 
Canadian  and  export  trade. 

It  is  estimated  that  fuUy  100,000,000  lb.  of  bearing-metal  is 
melted  annually  in  the  United  States  to  take  care  of  the  demand 
for  new  journals  and  to  maintain  those  worn  out.  It  is  difficult 
to  determine  just  how  much  new  copper  is  used  annually,  but  it 
is  probably  around  50,000,000  lb. 

ELECTRIC  LIGHTING  INDUSTRY. 

This  is  an  even  larger  field  for  the  use  of  copper  than  the 
electric  railway  industry,  as  the  mileage  of  wires  and  cables  is 
greater,  and  power-houses  more  numerous.  We  will  not  attempt 
here  to  itemize  the  copper  used  in  electric  lighting,  as  the  neces- 
sary data  are  not  available. 

AUTOMOBILE  INDUSTRY. 

A  motor-car,  according  to  its  size,  will  contain  10  to  200  lb. 
copx)er,  employed  in  the  construction  of  some  25  different  parts 
of  the  equipment.  During  1914  approximately  515,000  motor- 
cars were  built  in  the  United  States.  Assuming  that  75  to  100 
lb.  copper  was  used  in  each,  there  results  an  annual  consumption 
of  40,000,000  to  50,000,000  lb.,  including  the  scrap  and  repair 
parts.  Of  this  approximately  10,000,000  lb.  is  used  in  radiators, 
in  almost  all  cases  in  alloy  form  as  brass.  On  January  1,  1915, 
there  were  1,754,750  cars  and  trucks  in  the  United  States,  and 
an  appreciable  amount  of  copper  is  consumed  annually  in  their 
maintenance. 

BOAT  AND  SHIP  BUILDING. 

The  motor-boat  industry  is  growing  rapidly  and  probably 
consumes  one-half  to  two-thirds  as  much  copper  as  the  automo- 
bile business.    In  a  motor-boat,  copper  and  its  alloys  are  used  in 
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nails,  burrs,  and  bolts  for  fastening  the  parts  together,  for  sheath- 
ing the  hull,  and  for  gasoline  and  air  tanks.  The  latter  are  used 
to  make  the  boats  non-eapsizeable  and  non-sinkable.  Copper 
piping  is  used  to  connect  the  gasoline  tanks  with  the  engines,  aa 
it  does  not  rust,  is  flexible,  and  the  absence  of  joints  tends  to  pre- 
vent leaks.  The  deck  fittings  are  made  of  yellow  brass,  the  rud- 
der and  propeller-shaft  of  Tobin  bronze,  the  tiller-ropes  of  phos- 
phor-bronze, and  the  stem  bands  of  brass.  The  shackles,  hangers,^ 
and  hanger-bolts  of  yacht  tenders  are  made  of  Tobin  bronze.  In 
some  large  vessels,  especially  those  built  for  the  Government,  all 
the  piping  is  required  to  be  of  brass.  A  45-foot  cruiser  boat,  for 
example,  will  have  approximately  the  following  amount  of  copper 
(in  pounds):  gasoline  tank,  200;  water-tank,  tin-lined,  90; 
shaft  (Tobin  bronze),  150;  rudder  (Tobin  bronze),  50;  steering- 
gear,  45 ;  brass  deck-rails,  200  to  280 ;  awning  fittings,  stanchions, 
75;  deck  fittings,  clocks,  cleats,  etc.,  35;  if  the  boat  is  copper 
sheathed,  250;  engine,  30;  galley,  20;  nails,  rivets,  stem,  etc.,  30; 
a  total  of  1255  lb. 

One  prominent  motor-boat  engine  manufacturer,  in  com- 
menting on  this  situation,  states  as  follows : 

**We  use  a  great  deal  of  copper  in  the  construction  of 
our  engines,  but  as  we  are  building  so  many  different  sizes  it 
is  rather  difficult  to  estimate  the  exact  amount  of  copper 
used.  The  crank  cases  are  made  of  an  aluminum  alloy  which 
contains  7%  copper.  The  cam-shaft  bearings  and  main 
bearings  are  made  of  bronze  which  contains  80%  copper. 
This  also  applies  to  the  cylinder  covers,  as  well  as  valve 
tapper-guides  and  water  pump.  We  should  judge  that  the 
average  motor-boat  engine  has  about  35  lb.  copper,  and  we 
turn  out  close  to  3000  motors  a  year." 

The  modem  battleship  uses  about  1,000,000  lb.  of  composi- 
tion castings  (copper  alloy),  about  500,000  lb.  of  sheet  and  tube 
copper  and  about  250,000  lb.  copper  in  electric  cables,  motors, 
switchboards,  appliances,  etc.  One  of  the  recent  superdread- 
noughts  used  about  1,125,000  lb.  of  composition  castings.  Copper 
is  used  for  main  and  small  auxiliary  exhaust  piping,  also  for 
sea-pipe  and  water-pipe.  Brass  tubes  are  used  in  the  condensers. 
The  copper  in  the  surface  condenser  and  auxiliaries  will  amount. 
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to  as  much  as  100,000  lb.  in  a  modem  battleship.  Composition 
castings  are  used  for  valves  and  fittings  throughout  the  vessel. 
The  propellers  are  generally  made  of  bronze,  and  in  a  large  war 
vessel  the  total  metal  in  the  propellers  amounts  to  40,000  to  50,- 
000  lb.  All  the  dresser  tops  for  the  pantries  and  galleys  are 
covered  with  sheet  copper.  Blades  for  the  turbine  engines  are  all 
made  of  copper  alloy.  Turbine  engines  are  rapidly  being 
adapted  both  for  propelling  a  boat  and  operating  electrical  gen- 
erating apparatus.  A  modem  battleship  is  literally  threaded 
with  a  maze  of  wires  for  telephone,  telegraph,  signal  and  electric- 
lighting  systems.  A  recently  constructed  battleship  has  40  sig- 
nalling systems.  This  same  battleship  is  also  equipped  with  3000 
electric  lights,  4000  rated  hp.  in  electric  motors,  using  approxi- 
mately 76  miles  of  cable  for  the  various  wires. 

ALLOYS  BASED  ON  COPPER. 

Brass  is  a  copper-zinc  alloy,  with  copper,  the  chief  constitu- 
ent, varying  between  55  and  95%.  Bronze  is  a  copper-tin  alloy, 
the  copper  constituting  80  to  90%  of  the  whole..  There  are  hun- 
dreds of  alloys  of  which  copper  is  a  component,  many  of  them 
having  established  trade  names.  Brass  is  one  of  the  most  useful 
metallic  substances.  There  are  some  3600  plants  in  the  United 
States  melting  brass  and  bronze,  1000  of  them  melting  non- 
ferrous  alloys  exclusively. 

For  a  full  discussion  of  the  alloys  based  on  copper,  reference 
should  be  made  to  the  books  on  that  subject ;  only  one  or  two  re- 
cently become  of  importance  will  be  mentioned  here. 

Pivot  Disc  Metal  is  perhaps  the  strongest  bronze,  both  under 
tension  and  compression,  made.  It  is  also  very  hard,  having  a 
Brinell  hardness  of  No.  270.  The  discs  for  the  Emergency  Dams 
of  the  Panama  Canal  were  made  from  this  metal.  Government 
tests  of  pivot-discs  and  gear-wheels,  Panama  Canal,  were  as  fol- 
lows : 

Tensile  strength 122,000  lb.  per  sq.  in. 

Elastic  limit  under  tension 89,000  lb.  per  sq.  in. 

Elastic  limit  under  compression....    58,000  lb.  per  sq.  in. 
Permanent  set  at  100,000  lb.  per  sq.  in.    Compression  —  0.014  in. 
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These  are  remarkable  figures.  Each  revolving  pivot  disc^ 
43  in.  diameter,  supports  7,000,000  lb.  An  especially  interesting- 
manganese  bronze  is  Parson 's  manganese  bronze.  It  is  very  ex- 
clusively used  in  ship  propellers  and  is  used  by  the  various  war 
vessels  and  commercial  ships.  The  United  States,  British  and 
German  governments  used  hundreds  of  tons  of  this  metal.  The 
propellers  on  a  modem  battleship,  as  mentioned  elsewhere,  will 
weigh  40,000  to  50,000  lb.,  and  the  copper  content  will  be  from 
25,000  to  30,000  lb.  Automobile  and  motor  boat  manufacturers, 
use  thousands  of  pounds  of  this  metal.  Parson's  manganese 
bronze  is  easily  machined  and  is  absolutely  non-corrosive  in  either 
fresh  or  salt  water.  Bronze  gears  and  bearings  are  used  in  very 
large  amounts  in  the  various  trades.  Other  alloys,  such  as  Monel 
metal,  nickel-copper,  aluminum-copper  and  Qerman  silver  are 
used  for  a  variety  of  special  purposes. 

Every  modem  engine  has  brass  grease  and  oil-cups,  and 
many  brass,  gun-metal,  bronze  or  composition  copper  bearings. 
Copper  and  brass  boiler  tubes  are  almost  entirely  used  in  foreign 
practice  in  locomotive  construction.  An  extensive  use  for  brass, 
tubing  is  in  the  construction  of  surface  condensers  for  steam. 
For  each  horsepower  of  capacity  of  the  steam  engine  1%  to  2  lb. 
copper  is  used  in  the  condenser ;  thus  a  1000-hp.  engine  operating 
with  a  surface  condenser  would  employ  1500  to  2000  lb.  copper  in 
the  condenser.  One  of  the  largest  generating  plants  in  this  coun- 
try, with  a  capacity  of  400,000  hp.,  uses  750,000  lb.  copper  in  its 
condensers  and  auxiliary  apparatus.  In  addition  the  tubes  must 
be  replaced  every  few  years,  the  service  ranging  from  1  year  to 
10,  depending  upon  the  character  of  the  condensing  water. 

The  average  composition  of  valves,  cocks,  and  faucets,  of  the 
best  grade  is:  Cu,  83%;  Zn,  10%;  Pb,  4%;  Sn,  3%.  Most 
valves  are  made  of  brass  or  bronze  and  probably  10,000,000  to 
15,000,000  lb.  copper  is  used  annually  for  this  purpose.  In  the 
construction  of  the  additional  water  supply  of  New  York  City 
3,000,000  lb.  of  manganese  bronze  was  used  in  the  construction  of 
the  valves,  stems,  etc. 

Tons  of  wire  cloth  are  used  every  week  in  paper  mills,  in  the 
form  of  Fourdrinier  cloth,  upon  which  the  liquid  pulp  is  run, 
the  water  draining  through  the  meshes.    The  wire  is  made  from 
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a  mixture  of  copper,  zinc,  and  tin,  containing  80%  copper,  and 
the  cloth  has  a  comparatively  short  life,  being  then  only  useful 
for  scrap.  Pulp  and  paper  mills  also  use  copper  vats  and  rolls; 
the  vacuum-pans  of  sugar  factories  and  refineries  are  made  of 
copper,  as  are  the  worms  and  stills  of  distilleries,  and  the  kettles 
in  breweries.  Copper  kettles  are  also  used  in  textile  industries 
for  holding  the  dye,  and  copper  rolls  are  used  for  printing.  In 
the  confectionery  business  copper  kettles  are  used  for  steaming, 
also  cooking  candy  and  syrup,  and  many  copper  funnels  are  used. 

HEATING  AND  COOKING  DEVICES. 

The  important  factors  in  the  making  of  these  are 

1.  Thermal  conductivity 

2.  Ductility 

3.  Length  of  service 

4.  Pleasing  color 

The  relative  thermal  conductivity  of  the  various  metals  in 
calories  per  centimeter  per  second  are  as  follows : 

Silver   0.993        Tin 0.155 

Copper    0.924         Iron 0.147 

Aluminum   0.502         Nickel  0.141 

The  value  of  copper  from  the  thermal  standpoint  is  well 
shown  in  the  table.  Being  ductile  it  is  easily  worked  into  shape 
and  its  strength  is  increased  by  hammering. 

Copper-jacketed  steam  kettles  have  been  used  for  food  prod- 
ucts for  over  70  years.  Kettles  are  made  to  stand  from  30  to  200 
lb.  steam  pressure ;  copper  is  best  for  this  purpose  because  of  its 
strength  and  also  because  of  its  quick  absorption  of  heat,  espec- 
ially for  materials  that  would  be  injured  by  slow  boiling.  In  the 
case  of  food  products  containing  acids  that  would  attack  the 
copper,  the  inside  of  the  kettle  is  tinned  with  a  %-in.  coating; 
in  some  instances  the  kettles  are  silver-plated  inside.  These 
kettles  are  also  used  by  photographic  material  makers  in 
making  the  emulsions  for  photographic  paper. 

The  following  industries  use  copper-jacketed  kettles  in  large 
quantities:     All  food  products  manufacturers,  such  as  candy 
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manufacturers,  syrup  manufacturers,  catsup  or  tomato  pulp 
manufacturers,  soup  manufacturers,  preservers  of  fruits,  ex- 
tracts and  fruit  syrups  for  soda  fountain  use,  pharmaceutical 
chemists,  cracker  manufacturers.  All  heavy  chemical  manu- 
facturers use  a  great  deal  of  copper ;  also  dyeing  plants  and  color 
manufacturers. 

Vacuum-pans,  for  materials  that  would  be  injured  by  being 
boiled  at  too  high  a  temperature,  are  made  of  copper.  All  ex- 
perimental laboratories  use  copper  kettles  for  research  work,  and 
many  chefs  use  bare  copper  for  cooking  kettles,  claiming  that  the 
original  flavor  and  color  are  better  retained.  Such  kettles  have 
given  50  to  60  years  of  service,  showing  the  long  life  of  the  metal. 
Wherever  cooking  is  carried  on  extensively,  such  as  in  large 
hotels,  restaurants,  etc.,  copper  is  largely  used  for  kettles  of  all 
descriptions,  hot  water  heaters,  pails,  casseroles,  etc.  One  of  the 
large  firms  making  a  specialty  of  high-grade  hotel  and  restaurant 
goods,  coffee,  tea  and  hot-water  urns,  urn  stands,  cup  and  plate 
warmers,  bar  supplies  and  sundries,  brass  and  nickel-plated  cus- 
pidors, etc.,  states  that  in  normal  times  it  consumes  approxi- 
mately 1,000,000  lb.  copper  annually — ^this  being  only  one  of 
the  many  coppersmiths  manufacturing  this  kind  of  apparatus. 

The  domestic  uses  of  copper  and  brass  are  numerous  and 
varied.  One  prominent  firm  states  that  it  consumes  annually 
60,000  lb.  copper  and  brass,  combined,  in  the  manufacture  of 
brass  bedsteads  and  brass-trimmed  bedsteads.  Brass  rods  are 
used  in  millions  of  homes  for  stair  carpets  and  for  the  suspension 
of  portieres  and  curtains.  Brass  or  copper  lamps  for  burning 
kerosene  oil  are  more  durable  than  those  of  glass  or  pottery. 

Sheet  copper  is  used  for  lining  sinks  and  dumb-waiters  in 
the  highest  class  of  construction. 

Copper  is  extensively  used  for  surgical  and  medical  steriliz- 
ers, largely  in  sheet  form.  One  firm  making  a  specialty  of  this 
line  of  business  consumes  approximately  50,000  lb.  copper  an- 
nually and  nearly  the  same  amount  of  brass. 

Copper  is  used  extensively  in  the  construction  of  dairy  ma- 
chinery, in  the  form  of  tinned-copper  sheets.  One  prominent 
firm  states  that  it  uses  approximately  60,000  lb.  of  copper  and 
tubes  annually.    Composition  copper  castings  are  used  for  shaft- 
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'bushings  and  bearings,  also  special  nuts  which  would  be  sub- 
jected to  rust ;  also  in  worm-wheels  which  drive  high-speed  worm 
•screws.  There  is  also  a  considerable  quantity  of  copper-bearing 
steel  used,  principally  in  cream-separator  machinery. 

BUILDING  CONSTRUCTION. 

The  use  of  copper  and  its  alloys  for  building  construction  is 
extensive  and  increasing.  The  principal  use  is  for  roofing,  where 
its  freedom  from  atmospheric  attack  gives  it  a  long  life,  while  the 
green  color  it  soon  assumes  is  highly  artistic.  Roofing  in  use  in 
Paneuil  Hall,  Boston,  removed  after  95  years'  service  was  found 
to  be  in  condition  to  last  25  years  more.  The  co&t  of  laying  a 
copper  roof  is  approximately  the  same  as  any  other,  the  increased 
cost  of  construction  being  due  to  the  cost  of  the  material.  This 
is  more  than  counterbalanced  by  its  longer  life  in  buildings  of 
permanent  character. 

A  less  expensive  roofing  of  resistant  qualities  is  made  of 
sheet  steel  containing  4  to  5  lb.  copper  per  ton.  The  American 
Sheet  &  Tin  Plate  Co.,  advertises  that  in  1914  it  sold  105,072 
tons  of  this  material,  containing  500,000  lb.  copper.  Such  sheets 
are,  however,  used  for  many  other  purposes  than  roofing.  The 
resistance  of  copper-bearing  steel  to  corrosion  is  leading  to  an 
increasing  use  for  sidings,  fencing,  screens,  etc. 

Copper  is  used  largely  for  cornices,  the  same  considerations 
applying  as  to  roofing.  Copper  and  brass  sheets  are  used  for 
outside  walls  and  facings,  also  for  sheathing  exposed  interior 
woodwork,  such  as  baseboards,  window-sashes,  and  doors.  A 
recent  form  of  fire-proofing  consists  in  drawing  a  26-  or  28-gauge 
sheet  over  a  wood  core. 

Thousands  of  pounds  of  copper  are  used  yearly  in  the  mak- 
ing of  window-screens  that  will  not  deteriorate  in  moist  climates. 
These  are  generally  made  of  some  form  of  bronze  wire.  Bronze 
doors  and  gates  for  public  buildings  lend  themselves  to  the  exer- 
cise of  art  and  have  almost  perpetual  life.  Bronze  is  also  suitable 
for  griUe  work,  for  the  same  reason. 

As  an  example  of  the  amount  of  copper  used  in  building 
construction  the  Equitable  building.  New  York,  may  be  cited. 
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This  is  the  largest  office  building  in  the  world,  and,  together  with 
the  land,  costs  nearly  $30,000,000.  Copper  is  used  in  over  40  dif- 
ferent kinds  of  material  and  equipment,  ranging  from  floor- 
plates  to  signal  systems.  In  all,  500,000  lb.  copper,  200,000  lb. 
brass,  and  350,000  lb.  bronze  is  thus  employed.  This  does  not 
include  the  copper  used  in  the  kitchens  of  the  clubs  in  the  build- 
ing, nor  in  the  equipment  used  by  tenants.  Probably  over  1,000,- 
000  lb.  copper  is  used  in  the  building. 

In  the  construction  of  the  Grand  Central  terminal  station 
1,144,000  lb.  copper  was  used  in  43  kinds  of  equipment  for  the 
buildings ;  108,900  lb.  in  15  kinds  for  the  service  plant ;  456,600 
lb.  in  8  kinds  for  sub-stations  1  and  1-A ;  504,800  lb.  in  16  kinds 
for  the  yard;  476,200  lb.  in  10  kinds  for  electrification,  signals, 
and  interlocking;  and  27,500  lb.  in  5  kinds  for  the  construction 
department,  a  total  of  2,718,000  lb. 

HAEDWABE. 

Copper  and  its  alloys  are  used  for  hardware  wherever  it  is 
necessary  to  protect  the  articles  against  rust,  where  a  protection 
or  pleasing  finish  is  desired,  or  where  it  is  necessary  to  stamp  or 
spin  the  material.  Over  150  kinds  of  hardware  in  which  copper 
is  employed  might  be  listed.  This  business  consumes  annually 
6,000,000  to  8,000,000  lb.  copper  in  this  country.  The  most  rapid 
increase  is  due  to  the  growing  demand  for  automobile  fittings 
and  electrical  sundries. 

COINAGE. 

Copper  and  its  alloys  have  been  used  for  coins  since  the 
dawn  of  history.  In  the  United  States  silver  and  gold  coins  con- 
tain 10%  copper;  5-cent  pieces  contain  75%  copper  and  25% 
nickel;  1-cent  pieces  contain  95%  copper  and  5%  tin  and  zinc. 
During  1914,  960,000  lb.  copper  was  used  in  the  United  States 
for  coinage  purposes.  Assuming  the  same  ratio  between  the  cop- 
per used  and  the  value  of  the  coins  produced  indicates  that  a 
total  of  126,000,000  lb.  copper  has  been  used  for  this  purpose 
since  coinage  was  first  begun  in  this  country. 
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MISCELLANEOUS  USES. 

Much  copper  is  used  annually  as  engravers'  sheets,  much  is 
also  used  in  jewelry;  22-k  gold  contains  1/12  of  its  weight  of 
•copper,  6-k  gold  is  7/12  copper.  Sterling  silver  contains  7^^% 
-copper  and  platers'  metal  30  to  35%. 

Almost  the  whole  works  of  a  modem  clock  are  made  of  brass ; 
the  same  is  true  of  the  cheaper  variety  of  watches.  Instruments 
of  precision  for  scientific  work,  such  as  microscopes,  telescopes, 
surveyors'  and  draughting  instruments,  etc.,  are  made  largely  of 
brass.  Brass  fittings  are  used  exclusively  on  trunks  and  bags; 
it  is  estimated  that  1,000,000  lb.  copper  is  used  annually  for  this 
purpose. 

Copper,  brass,  and  bronze  signs  are  seen  everywhere.  Cop- 
per-lead, brass  foil,  and  bronze  paint  are  used  by  sign  painters. 
In  oflSces,  brass  is  used  for  a  great  variety  of  purposes,  ranging 
from  brass  clips  and  paper  fasteners,  and  the  metal  tips  of  lead 
pencils,  to  the  working  parts  of  registers  and  adding  machines. 
In  the  making  of  the  latter  10,000,000  lb.  copper  is  used  an- 
nually. In  making  pins  5,000,000  lb.  is  used  yearly,  and  500,000 
lb.  is  annually  employed  in  making  shoes,  in  the  form  of  eyelets, 
hooks,  nails,  and  screw-wire. 

In  fire-extinguishing  apparatus  2,000,000  to  3,000,000  lb. 
<»opper  is  used  yearly.  Copper  is  largely  used  in  the  fittings  of 
bars  and  soda  fountains,  both  as  brass  and  in  nickel-plated  Ger- 
man silver.  Much  brass  is  used  in  the  trimming  of  harness ;  cop- 
per and  bronze  are  used  for  making  bull  rings,  and  as  one  firm 
alone  reports  that  it  uses  50,000  lb.  copper  annually  for  the  latter 
purpose  the  importance  of  these  apparently  minor  uses  is  greater 
than  might  be  supposed.  Such  articles  as  cigarette  cases,  smok- 
ers' equipment,  pocket-books,  chatelaines,  fittings  of  umbrellas 
and  canes,  buttons,  and  wire  brushes  consume  in  the^  aggregate 
much  copper.  A  considerable  amount  of  copper,  possibly  500,000 
lb.  is  used  annually  in  the  making  of  cans.  Copper  and  its  alloys 
are  increasingly  used  for  mortuary  purposes.  The  National 
Casket  Co.  used  16,000  lb.  bronze  in  1914  for  caskets.  Copper  is 
used  for  lining  vaults.  Both  these  uses  are  new  and  likely  to 
grow  rapidly. 
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Copper  is  used  in  chemicals  to  a  large  extent.  Thousands  of 
pounds  of  copper  are  used  annually  as  an  insecticide,  especially 
in  Europe,  for  combatting  the  phylloxera.  The  sulphate  is  also 
used  in  electrotyping,  and  electroplating,  in  primary  battery  con- 
struction, in  textile  factories,  in  commercial  industries,  and  in 
other  ways  too  numerous  to  mention.  In  making  copper  wire  and 
sheets  a  small  amount  of  the  black  oxide  is  formed.  This  is,  in 
part,  sold  to  second-hand  dealers,  but  possibly  as  much  as  100,000 
lb.  per  month  is  groimd  and  used  for  making  "Marine  Paint". 

AMMUNITION. 

The  amount  of  copper  used  for  this  purpose,  chiefly  as  brass, 
is  astonishing.  Cartridge  cases  and  shells  are  made  from  a  brass 
containing  70%  copper.  Pure  copper  cannot  be  used  for  this 
purpose,  as  it  is  not  resilient  enough  to  spring  back  from  the 
cartridge  chamber  after  firing,  but  would  be  forced  so  tightly 
against  them  that  the  empty  cartridge  could  not  be  extracted. 
The  cost  of  a  cartridge  case  for  the  U.  S.  Army  is  l^c,  the  cost 
of  the  loaded  cartridge  2^c.  It  is  therefore  economical  to  reload 
the  cartridges  and  they  must  be  carefully  made  in  order  not  to 
be  damaged  in  firing.  The  specifications  for  U.  S.  Army  car- 
tridges require  them  to  stand  20  re-loadings.  The  ordinary  army 
cartridge  contains  23,000  to  28,000  lb.  copper  in  a  million  car- 
tridges, according  to  the  make  of  rifle.  A  3-in.  rapid  fire  gun 
uses  a  cartridge  weighing  1  lb.  5  oz.,  and  a  6-in.  gun  one  weighing 
28  lb.  13y2  oz.  All  shrapnel  shells  require  a  copper  compression 
ring  to  enable  them  to  follow  the  rifling  in  the  guns ;  these  rings 
will  average  2l^  to  3  lb.  in  weight.  A  new  type  of  bullet  being 
used  in  Europe  is  made  of  brass  containing  90%  copper.  More 
common  is  the  antimonial  lead  bullet  with  a  cupro-nickel  jacket, 
usually  85%  copper  and  15%  nickel.  This  jacket  is  better  than 
steel,  which  wears  out  the  rifling.  The  ordinary  shot-gun  shell 
is  made  of  paper  with  a  brass  end,  and  the  consumption  of  copper 
in  making  these  is  large.  The  primers  of  all  cartridges  are 
chiefly  copper.  It  is  estimated  that  the  normal  consumption  of 
copper  by  the  ammunition  makers  of  the  U.  S.  is  20,000,000  lb. 
At  present  it  is,  of  course,  much  larger. 
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CONCLUSION. 

To  cite  all  the  uses  of  copper  in  industry  would  lead  to 
almost  endless  detail  and  touch  on  almost  every  phase  of  life.  It 
is  hoped  that  the  more  essential  features  have  been  made  clear. 
It  should  be  added  that  in  the  preparation  of  this  paper  the  work 
of  collecting  data  and  preparing  estimates  has  almost  wholly 
fallen  upon  Mr.  Hawks,  the  outlining  of  the  scope  of  the  paper, 
revision,  and  the  final  preparation  of  the  manuscript  has  been 
the  work  of  Mr.  Bead. 

DISCUSSION 

Mr.  Mr.  W.  O.  Llndeinaim,*Assoc.  Mem.  Am.  Soc.  M.  £.,  remarked  that  it  is 

Lindemann.  interesting  to  note  that  the  price  of  copper  dropped  during  the  maximum 

demand  of  last  May,  showing  that  American  smelters  are  fully  able  to 

supply  a   very  large   demand.     Consequently,  sky-rocket   effects  in  the 

market  are  due  largely  to  artificial  methods  of  manipulation. 

*  Gh.  "Engr.,  A.  J.  Lindemann  &  Hoverson  Co.,  Milwaukee,  Wis. 
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Among  the  more  important  materials  of  construction  are 
those  which  consist  of  mixtures  of  metals  which  possess  more  or 
less  widely  different  properties  from  the  constituents  of  which 
they  are  made.  Such  mixtures  are  termed  alloys,  and  it  is  the 
purpose  of  this  paper  to  point  out  some  of  the  facts,  a  knowl- 
edge of  which  is  essential  to  the  proper  selection  of  the  material 
best  suited  for  the  specific  purpose.  This  discussion  will  be 
confined  to  the  properties  which  influence  such  selection  and 
will  not  attempt  to  explain  them. 

The  most  extensively  employed  group  of  alloys  is  that  of 
which  copper  is  the  base,  and  to  them  this  paper  will  be  more 
particularly  devoted.  This  group  comprises  two  principal 
series ;  one  of  these  consisting  of  copper  and  zinc,  forming  the 
brass  series ;  the  other  consisting  of  copper  and  tin,  forming  the 
bronze  series.  Owing  to  the  fact  that  tin  is  sometimes  added 
to  brass  and  zinc,  likewise  to  bronze,  these  terms  are  not  always 
strictly  definitive.  Moreover,  because  of  the  possession  of 
characteristics  somewhat  similar  to  the  bronzes,  certain  mix- 
tures which  are  basically  brass  are  commonly  designated  by  the 
name  of  bronze.  Such  usually  carry,  also,  more  or  less 
distinctive  appellations  in  addition. 

While  there  are  important  uses  for  which  alloys  composed 
wholly  of  copper  and  zinc,  or  copper  and  tin,  are  most  advant- 
ageously employed,  there  are  other  uses  to  meet  which  one  or 
more  other  constituents  are  added  to  the  mixture.  While  both 
the  brasses  and  bronzes  have  been  employed  since  the  earliest 
times,  the  properties  they  possess  are  governed  by  many  fac- 
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tors,  the  effects  of  which  are  not  entirely  understood.  As  a 
result,  the  processes  by  which  they  are  prepared  for  use  are 
still  largely  matters  of  art  rather  than  of  science.  Enough 
scientific  work  has  been  done  in  regard  to  them,  however,  so 
that  the  laws  which  mainly  govern  their  properties  can  be 
approximated. 

Of  the  two  series  above  mentioned,  the  brasses  are  in 
extent  and  variety  of  uses  by  far  the  more  important.  They 
cover  a  range  from  about  55  per  cent  copper  and  45  per  cent 
zinc  up  to  pure  copper,  and  over  this  range  exhibit  a  wide 
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variety  of  qualities.  The  chief  characteristic  of  this  series,  as 
also  of  the  bronzes,  is  its  resistance  to  the  corrosive  action  of 
agencies  which  rapidly  destroy  iron  and  steel. 

The  brasses  are  employed  both  in  the  form  of  castings, 
made  by  pouring  the  molten  material  into  sand  moulds,  and 
in  the  wrought  state;  in  the  latter  case,  being  cast,  in  iron 
moulds,  into  bars  or  billets  and  from  there,  by  hot  or  cold 
processes,  wrought  into  finished  or  semi-finished  forms. 

The  physical  properties  of  the  brasses  vary  over  a  wide 
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range  according  to  the  relative  percentages  of  copper  and  zinc. 
Several  investigations  to  determine  these  variations  have  been 
made  (^).*  Some  of  the  results  obtained  are  shown  in  Pigs.  1 
and  2.  They  do  not  agree  closely  with  each  other,  undoubtedly 
due  to  some  or  all  of  the  causes  for  variation  to  be  later  enum- 
erated, the  extent  of  which  these  curves  well  illustrate.  Ban- 
croft and  Lohr's  observations  were  made  on  ^^ast  test  pieces; 
Charpy's  and  those  of  the  Alloys  Research  Committee,  on 
wrought  material.  From  an  engineering  standpoint,  they  are 
particularly  lacking,  in  that  the  elastic  limits  are  not  given. 
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Stiongtli  in  Fig.  1. 


Because  the  ratio  of  the  elastic  limit  to  the  tensile  strength 
varies  with  different  proportions  of  the  ingredients,  this  in- 
formation is  necessary  for  correct  design.  The  shape  of  the 
elastic  curve  is  such  that  this  value  can  only  be  determined 
by  the  use  of  refined  apparatus. 

Much  more  consistent  data  as  to  the  properties  normal  to 
the  copper-zinc  mixtures  are  obtained  by  using  test  pieces 
made  from  material  which  has  been  given  a  large  amount  of 

•  The  figures  in  parentheses  refer  to  the  numbered  citations  in  the 
appended  bibliography. 
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cold  working  and  then  annealed  than  is  the  case  where  cast 
test  pieces  are  employed.  Pig.  3  shows  the  properties  of  the 
series  as  determined,  by  the  writer,  from  annealed  wroaght 
specimens  made  of  copper  and  zinc  selected  for  purity,  but 
cast,  cold  rolled  and  annealed  by  commercial  methods.  These 
curves  may  be  considered  as  representing  the  properties  normal 
to  the  varying  proportions  of  the  two  main  ingredients.  They 
are  affected,  however,  to  a  marked  degree  by  many  other  in- 
fluenyces.  Among  these  are  variations  in  the  temperature  at 
which  the  constituents  are  mixed,  the  temperature  at  which 
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casting  occurs,  the  extent  of  exposure  to  contamination  from 
the  atmosphere  of  the  melting  chamber,  and  the  size,  shape 
and  material  of  the  mould.  Moreover,  the  mixtures  richer  in 
copper  are  more  sensitive  to  such  influences  than  those  con- 
taining much  zinc,  which  fact  accounts  for  the  much  closer 
agreement  of  the  two  curves  over  the  range  from  63  per  cent 
to  55  per  cent  copper  than  from  pure  copper  to  63  per  cent.  All 
of  these  modifications  may  occur  when  copper  and  zinc  of  the 
greatest  purity  are  employed.  Additional  modifications  occur 
due  to  the  normal  impurities  carried  by  these  metals  in  the 


ALLOYS  IN  ENGINEEBING  CONSTRUCTION 


547 


commercial  state.  Beyond  this,  heat  treatment  and  manipula- 
tion produce  still  further  changes  in  physical  properties. 

Owing  to  the  fact  that  important  modifications  of  the  prop- 
erties of  the  brasses,  as  shown  by  Fig.  3,  are  obtained  by  the 
addition  of  other  constituents  (which,  however,  adversely 
affect  ductility  and  malleability),  they  are  not  usually  em- 
ployed in  the  cast  state  without  such  additions.  With  wrought 
material,  high  ductility  and  malleability  are  of  importance, 
while  with  -cast  material,  they  are  not. 

In  connection  with  the  curves  shown  in  Fig.  3,  it  is  nec- 
essary to  consider  the  element  of  cost,  which  is  influenced  by 
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the  fact  that  zinc  is  ordinarily  obtainable  at  somewhat  less 
than  half  the  cost  of  copper.  The  entire  range  of  alloys  cov- 
ered by  the  curves  of  Pig.  3  is  capable  of  being  usefully  em- 
ployed, either  in  the  shape  of  castings  made  in  sand  moulds  or 
in  the  wrought  form.  It  is  in  the  latter  state,  however,  that 
the  most  extensive  employment  is  found.  The  range  from  63 
per  cent  to  70  per  cent  copper  covers  those  mixtures  commonly 
termed,  when  in  the  wrought  state,  high  brass.  These  com- 
bine in  the  highest  degree  the  qualities  of  strength,  uniformity, 
toughness  and  ability  to  withstand  manipulation.  They  are 
not  capable  of  being  worked  hot.    They  are  most  largely  em- 
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ployed  in  the  form  of  sheets  and  strips,  seamless  tabes  and 
wire.  To  produce  these  forms,  a  blank  of  appropriate  size  and 
form  is  east  in  an  iron  mould.  This  blank  is  then  reduced  to 
the  finished  size  by  cold  rolling  or  by  cold  drawing.  Both  of 
these  operations  profoundly  affect  the  physical  properties.  Pig. 
4  shows  the  changes  produced  by  various  amounts  of  cold 
rolling  upon  a  sample  of  brass  containing  67  per  cent  copper 
and  33  per  cent  zinc  (*).  These  curves  were  obtained  by  taking 
a  sheet  0.10''  thick  and  carefully  annealing  it  to  about  550 
deg.  C.  From  it  strips  were  cut  and  rolled  to  successively  de- 
creasing thicknesses.  The  strips  were  then  submitted  to  tensile 
tests  and  the  results  coordinated  with  the  degree  of  cold  roll- 
ing, this  latter  value  being  expressed  by  T  —  ^  X  100  where 

~T' 
T  =  initial  thickness  or  0.10^' 

t  =  final  thickness  after  each  rolling 
The  effect  of  cold  drawing  is  similar  to  that  of  cold  rolling. 

Owing  to  the  change  produced  by  these  operations,  they 
cannot  be  continued  indefinitely.  It  is,  therefore  necessary  to 
anneal  the  material  after  the  operation  has  been  carried  to  a 
certain  extent.  This  treatment  consists  of  heating  the  material 
and  allowing  it  to  cool.  The  result  of  this  treatment  is  to  re- 
move the  effects  of  the  cold  working.  Pig.  5  shows  the  effect 
of  varying  annealing  temperatures  (*).  The  element  of  time 
is  not  important,  except  over  relatively  long  periods. 

The  value  of  the  high  brasses  is  due,  in  addition  to  their 
resistance  to  corrosion,  to  their  ability  to  withstand  forming 
operations,  and  to  the  very  wide  range  of  properties  they  may 
be  made  to  possess  by  submitting  them  to  varying  degrees  of 
annealing  and  to  varying  amounts  of  cold  working.  They 
may,  as  a  final  process,  be  annealed  to  low,  medium  or  high 
temperatures,  or  cold  rolled  20  per  cent,  40  per  cent,  60  per 
cent  or  more,  according  to  the  requirements  of  the  use  for 
which  they  are  intended. 

Mixtures  between  63  and  55  per  cent  copper  comprise 
what  is  known  as  Muntz  metal  and  possess  three  distinctive 
qualities, — ability  to  work  hot,  relative  cheapness  on  account 
of  the  high  percentage  of  the  relatively  cheap  zinc,  and  high 
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strength.  The  first  of  these  qualities  is  taken  advantage  of 
in  connection  with  the  manufacture  by  hot  processes  of  prod- 
ucts the  uses  of  which  do  not  demand  very  high  ductility. 
They  have  certain  limitations.  One  of  them  is  inability  to 
work  readily  cold.  Another  is  due  to  the  greater  difficulty  of 
producing  these  products  with  uniform  characteristics.  Ref- 
erence to  Fig.  3  will  show  that  the  physical  characteristics  vary 
rapidly  with  the  zinc  content.  This  is  difficult  to  control 
within  narrow  limits  because  zinc  is  volatile  and  the  loss  on 
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this  account  during  the  operation  of  melting  is  variable.  This 
is  the  more  important  because  brass  is  cast  in  small  lots  from 
crucibles,  so  that  any  large  quantity  will  consist  of  many  heats. 
Seamless  tubes  of  Muntz  metal  are  made  by  modifications  of 
the  Mannesmann  process,  by  means  of  which  solid  cylindrical 
billets  are  pierced  by  hot  rolling  and  subsequently  finished  by 
cold  drawing.  The  extrusion  process  is  also  employed  in  the 
manufacture  of  this  class  of  products  to  a  limited  extent.  Rods 
and  sheets  of  Muntz  metal  are  also  made  by  hot  rolling. 
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The  extrusion  process  was  originally  developed  in  connec- 
tion with  the  production  of  rods  of  irregular  cross-section,  such 
as  could  not  readily  be  made  by  rolling  or  drawing.  It  is  in 
connection  with  the  manufacture  of  leaded  brass  rods  for  use 
in  automatic  screw  machines,  however,  that  this  process  has 
had.  its  largest  employment.  Lead,  up  to  three  or  more  per 
cent,  is  added  to  Muntz  metal,  forming  a  mixture  which  can 
be  easily  machined  at  very  high  cutting  speeds  and  can,  at  the 
same  time,  be  readily  extruded.  As  this  product  is  shaped  by 
cutting  tools  and  not  by  processes  involving  distortion,  the 
low  ductility  characteristic  of  Muntz  metal  is  not  detrimental. 

For  purposes  where  high  strength  is  essential,  it  is  usual 
to  employ  Muntz  metal  alloyed  with  small  percentages  (up  to 
1^  per  cent)  of  tin  or  of  tin  and  iron.  The  former  mixture 
is  the  basis  of  the  rolled  bronze  of  the  U.  S.  Navy  specifica- 
tions and  of  various  proprietary  bronzes,  while  the  latter  con- 
stitutes manganese  bronze,  which  usually  contains  a  few  per 
cent  less  zinc  than  rolled  bronze  as  well  as  a  small  amount  of 
manganese.  Both  of  these  materials  may  be  produced  by  hot 
rolling  and  also  by  extrusion,  but  are  usually  finished  to  size 
by  cold  drawing.  Their  manufacture  involves  the  exercise  of 
a  high  degree  of  skill  because  of  the  difficulty  of  maintaining 
the  composition  within  close  limits  and  because  of  their  sen- 
sitiveness to  variations  in  heat  treatment.  Failure  in  these  re- 
spects causes  wide  variations  in  physical  properties,  which  may 
be  expected  to  depart  to  a  considerable  extent  from  the  highest 
attainable  even  under  the  best  conditions. 

As  these  materials  are  usually  employed  for  members  sub- 
jected to  severe  stress,  a  full  knowledge  of  the  loads  which 
they  may  be  expected  to  bear  is  important.  The  U.  S.  Navy 
specifications  in  the  case  of  rolled  bronze  call  for  a  minimum 
tensile  strength  of  60,000  to  62,000  lbs.  per  sq.  in.  (4200  to 
4350  kg.  per  sq.  cm.),  a  yield  point  of  one  half  the  tensile 
strength  and  an  elongation  of  25  to  28  per  cent  in  2''  (5.1  cm.) ; 
and  in  the  case  of  manganese  bronze,  from  70,000  to  72,000  lbs. 
per  sq.  in.  (4900  to  5050  kg.  per  sq.  cm.)  tensile  strength,  an 
elastic  limit  of  one  half  the  tensile  strength  and  28  to  30  per 
cent  elongation  in  2''  (5.1  cm.).  The  shape  of  the  elastic  curve 
of  these  materials,  in  common  with  that  for  most  of  the  copper 
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alloys,  is,  however,  such  that  accurate  determinations  of  the 
elastic  limit  or  yield  point  can  only  be  obtained  by  the  use  of 
refined  methods.    It  is,  in  fact,  questionable  if  values  as  high 
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as  those  called  for  above  can  be  regularly  met  when  highly 
accurate  determinations  are  made,  commercial  methods  usually 
placing  the  values  at  too  high  figures.     Capp(*)    has  called 
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attention  to  this  fact,  although  his  experiments  were  appar- 
ently made  on  material  not  of  the  highest  quality.  Fig.  6 
shows  autographic  stress-deformation  diagrams  of  a  high 
quality  manganese  bronze,  one  sample  of  which  was  tested  in 
the  annealed  condition,  the  other,  after  having  been  reduced 
23V^  per  cent  by  cold  drawing.  The  properties  of  these  two 
samples  were  as  follows : 


CSondition 

Tensile  Strength 

Elastic  Limit 

% 
Elongation 

in  2" 

(5.1  cm.) 

Annealed    

Cold   drawn. 

—  76,700  lbs.  per  sq.  in. 

5,380  kg.  per  sq.  cm. 

—  99,400  lbs.  per  sq.  in. 

6,980  kg.  per  sq.  cm. 

48,200  lbs.  per  sq.  in. 

3,370  kg.  per  sq.  col 
94,500  lbs.  per  sq.  in. 

6,650  kg.  per  sq.  em. 

3314 
33% 

9 

9 

These  tests  demonstrate  the  way  in  which  both  the  tensile 
strength  and  elastic  limit  can  be  raised  by  cold  drawing  or 
by  cold  rolling.  This  practice,  however,  produces  internal 
strains  in  the  material  which  may  subsequently  cause  it  to 
develop  serious  cracks,  a  phenomenon  known  as  *'age"  or 
"season"  cracking.  This  action  has  been  investigated  by 
Heyn(*)  and  by  Flinn(»). 

The  mixtures  containing  more  than  70  per  cent  copper  are 
employed  for  special  uses,  such  as  those  in  which  color  or 
high  ductility  are  essential  considerations.  Those  mixtures 
containing  about  80  per  cent  of  copper  are  designated  '*low 
brass",  those  with  90  per  cent  of  copper,  "commercial  bronze", 
and  those  with  95  per  cent  copper,  "gilding". 

The  properties  heretofore  discussed  are  those  normal  to 
mixtures  containing  copper  and  zinc,  with  the  least  admixture 
of  other  elements.  Important  modifications  are  produced  by 
the  presence  of  other  constituents,  the  chief  of  which  is  lead. 
This  is  carried  as  an  impurity  in  the  zinc,  and  also  added  in- 
tentionally. It  has  two  important  effects,— one  is  to  reduce 
ductility,  the  other  is  to  render  the  brass  more  readily  acted 
upon  by  cutting  tools.  Zinc  is  commercially  obtainable  in  three 
different  grades,  containing  about  0.10  per  cent,  0.20  per  cent, 
and  0.60  per  cent  lead  respectively ;  the  latter  grade  being  more 
generally  employed;  while  the  two  former,  which  are  more 
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expensive  in  inverse  proportion  to  the  lead  content,  are  em- 
ployed only  where  maximum  toughness  and  ductility  are  de- 
manded. In  addition  to  the  amounts  covered  by  the  zinc,  lead 
is  often  added,  as  above  mentioned,  for  machining  purposes, — 
this  property  being  acquired  at  the  expense  of  toughness.  One 
half  of  one  per  cent  has  an  appreciable  effect  while  with  two 
per  cent  a  marked  difference  in  this  respect  is  obtainable. 
Large  amounts  of  lead  seriously  reduce  the  ductility  of  the 
material,  this  effect  increasing  with  the  copper  content ;  so  that 
mixtures  rich  in  copper  cannot  readily  be  produced  containing 
high  percentages  of  lead. 

Tin  is  sometimes  added  to  wrought  brass  for  the  purpose 
of  increasing  its  strength  and  elasticity  and  also  to  render  it 
less  susceptible  to  corrosion.  Unless  used  to  excess,  it  has  no 
deleterious  effect. 

Iron  is  always  present  to  some  extent  as  an  impurity,  and 
increases  strength  and  elasticity  but  seriously  reduces  ductility. 
When  the  latter  property  is  important,  it  should  not  exceed 
0.10  per  cent. 

Next  to  the  brass  alloys  in  importance,  are  the  bronzes, 
which  consist  of  copper  alloyed  with  tin.  The  effect  of  the 
addition  of  tin  to  copper  is  somewhat  parallel  to  that  of  zinc. 
The  increase  of  strength  with  decrease  of  copper  content  takes 
place  more  rapidly,  however,  reaching  a  maximum  with  be- 
tween 15  and  20  per  cent  tin.  Pig.  7  shows  the  variations  in 
physical  properties  of  cast  bronze  as  determined  by  Shepherd 
and  Upton  (*).  The  bronzes  containing  10  per  cent  or  less  tin 
can  be  cold  rolled  and  cold  drawn,  but  cannot  be  worked  hot 
when  containing  much  over  2  per  cent  tin.  Pig.  8  shows  the 
properties  of  annealed  wrought  bronze  as  determined  by  the 
writer.  These  are  not  parallel  to  the  values  obtained  from  cast 
bronze,  due  to  the  fact  that  careful  heat  treatment  and  fluxing 
are  necessary  for  the  production  of  this  material  in  wrought 
form.  In  fact,  it  is  essential  to  the  production  of  satisfactory 
bronze  castings  that  some  flux  be  employed.  The  material 
generally  employed  is  phosphorus,  forming  phosphor  bronze. 
This  material  has  an  extensive  application  in  castings  where 
hardness,  strength  and  reliability  are  required.  Even  when 
skillfully  made,  however,  phosphor  bronze  castings  show  wide 
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variations  in  strength.  Philip  C)  publishes  the  results  of  a 
large  number  of  tests  of  castings  of  phosphor  bronze  ranging 
from  5  per  cent  to  15  per  cent  of  tin  content.  These  tests  show 
wide  fluctuations  in  tensile  strength  and  elongation,  even  when 
the  compositions  agree  closely  with  each  other.  He  proposes, 
as  provisional  specifications  for  this  material,  for  large  castings 
a  maximum  of  90  to  92  per  cent  copper,  tin  8  to  10  per  cent, 
phosphorus  0.3  to  0.6  per  cent,  with  a  tensile  strength  not  less 
than  38,000  lbs.  per  sq.  in.  (2670  kg.  per  sq.  cm.),  and  an  elon- 
gation of  not  less  than  20  per  cent  in  V  (5.1  cm,).    The  per- 
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centage  of  phosphorus  which  it  is  desirable  for  a  casting  to 
contain  is  not  well  established.  Its  function  is  that  of  a  de- 
oxidizer,  and  for  this  purpose  it  is  necessary  that  only  a  very 
small  quantity  be  present  in  the  casting.  Some  authorities, 
however,  consider  that  the  best  results  are  obtained  when  it  is 
present  in  amounts  up  to  0.70  per  cent. 

On  account  of  the  cost  of  the  mixture  as  compared  with 
brass  and  the  expense  of  manufacture,  phosphor  bronze  in 
wrought  shape  is  not  extensively  employed.  In  the  form  of 
hard  rolled  sheet  and  hard  drawn  wire,  however,  it  is  valuable 
for  making  springs,  being  much  superior  for  this  purpose  to  any 
brass  mixture.    Moreover,  it  is  not  susceptible  to  age  cracking. 
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There  are  many  uses  for  which  castings  containing  copper, 
zinc,  lead  and  tin  are  employed;  strictly  speaking,  these  cast- 
ings are  neither  bronze  nor  brass.  These  are  usually  known 
as  red  brass.  By  varying  the  proportions  of  the  constituents, 
a  wide  range  of  strength,  toughness,  color,  cost  and  machining 
qualities  may  be  obtained.  The  range  of  proportions  most 
usual  is  76  to  87  per  cent  copper,  3  to  6  per  cent  lead,  2  to  7 
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per  cent  tin,  and  3  to  16  per  cent  zinc.  When  low  cost  is  de- 
sired, it  is  usual  to  decrease  the  copper  and  omit  the  tin,  such 
mixtures  being  known  as  yellow  brass.  It  is  not  possible  to 
predict  with  accuracy  the  physical  properties  of  castings,  so 
that  large  factors  of  safety  are  necessary  in  connection  with 
them.  This  fact  is  well  shown  by  the  investigations  of  Karr(^). 
These  were  undertaken  for  the  purpose  of  establishing  a  stan- 
dard test  bar  for  use  in  connection  with  castings  of  gun  metal 
containing  88  per  cent  copper,  10  per  cent  tin,  and  2  per  cent 
zinc.  This  is  a  standard  mixture  of  great  utility,  yet  his  tests 
show  individual  tensile  strengths  from  29,300  lbs.  per  sq.  in. 
(2050  kg.  per  sq.  cm.)  with  9.5  per  cent  elongation  in  2''  (5.1 
cm.)  and  16.9  per  cent  contraction  of  area,  up  to  50,500  lbs. 
per  sq.  in.  (3550  kg.  per  sq.  cm.),  53  per  cent  elongation  in  2'' 
(5.1  cm.)  and  40.3  per  cent  contraction  of  area.    A  number  of 
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elastic  limit  determinations  made  in  connection  with  this  in- 
vestigation show  values  from  15,000  to  17,000  lbs.  per  sq.  in. 
(1050  to  1190  kg.  per  sq.  cm.)  with  one  sample  showing  the  ex- 
treme figure  of  20,000  lbs.  per  sq.  in.  (1400  kg.  per  sq.  cm.). 
Good  specifications  for  this  mixture  usually  call  for  a  tensile 
strength  of  30,000  lbs.  per  sq.  in.  (2100  kg.  per  sq.  cm.),  a 
yield  point  of  15,000  lbs.  per  sq.  in.  (1050  kg.  per  sq.  cm.),  and 
an  elongation  of  15  per  cent  in  2''  (5.1  cm.),  but  it  will  be 
readily  understood  that  in  complicated  castings  portions  may 
exist  where  lower  values  may  be  expected.  Mixtures  contain- 
ing copper,  tin  and  lead  are  extensively  employed  for  machin- 
ery bearings.  In  cases  where  heavy  pressures  are  encountered 
a  proportion  of  80  per  cent  copper,  10  per  cent  tin  and  10  per 
cent  lead,  fluxed  with  phosphorus,  is  standard.  In  cases  where 
conditions  do  not  call  for  ability  to  resist  shock,  superior  re- 
sults are  obtained  by  greatly  increasing  the  lead  and  decreas- 
ing the  tin  and  copper.  A  well  known  proprietary  mixture 
successfully  employs  lead  up  to  30  per  cent,  but  ordinary 
foundry  methods  will  not  permit  the  use  of  such  percentages. 

Manganese  bronze  forms  a  very  useful  material  for  cast- 
ings requiring  great  strength  and  ability  to  withstand  severe 
shocks.  The  mixture  employed  for  this  purpose  is  the  same 
as  that  used  for  this  product  in  the  wrought  form,  except  that 
a  fraction  of  a  percent  of  aluminum  is  added.  Approved  speci- 
fications call  for  a  tensile  strength  of  65,000  lbs.  per  sq.  in. 
(4,550  kg.  per  sq.  cm.),  an  elastic  limit  of  30,000  lbs.  per  sq. 
in.  (2100  kg.  per  sq.  cm.),  and  an  elongation  of  15  per  cent  in 
2"  (5.1  cm.). 

Copper  is  employed  in  connection  with  aluminum  to  form 
aluminum  bronze,  in  proportions  up  to  10  per  cent  of  the  lat- 
ter. The  strength  increases  with  the  latter  element  up  to  a 
high  figure,  although  those  proportions  which  give  the  highest 
strength,  upwards  of  85,000  lbs.  per  sq.  in.  (6000  kg.  per  sq. 
cm.),  are  lacking  in  ductility.  Lesser  proportions  of  aluminum 
give  lesser  strength,  but  greatly  increa^d  ductility.  All  per- 
centages can  be  cast  and  worked  both  hot  and  cold,  but  re- 
quire the  exercise  of  great  skill  to  yield  satisfactory  results. 
As  a  consequence,  they  have  not  met  with  extensive 
employment. 
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Nickel  and  copper  readily  alloy  and  yield  products  having 
useful  qualities,  but  are  expensive  on  account  of  the  high  cost 
of  nickel.  Compositions  containing  from  15  to  20  per  cent  of 
nickel  are  known  as  cupro-nickel  and  meet  with  somewhat  re- 
stricted uses  in  the  wrought  form.  They  resist  corrosive 
agencies  well,  and  have  a  silvery  color.  A  special  proprietary 
alloy  known  as  Monel  metal  is  very  useful  in  both  wrought  and 
cast  form  because  of  its  great  strength  and  ability  to  resist 
corrosion.  In  the  latter  state  it  has  a  tensile  strength  of  up- 
wards of  65,000  lbs.  per  sq.  in.  (4550  kg.  per  sq.  cm.),  an 
elastic  limit  of  32,000  lbs.  per  sq.  in.  (2250  kg.  per  sq.  cm.), 
and  an  elongation  of  25  per  cent  in  2"  (5.1  cm.).  In  wrought 
form  it  will  give  figures  about  30  per  cent  higher  than  the 
above.  It  is  a  natural  alloy,  in  that  the  copper  and  nickel  are 
mixed  in  the  ore  from  which  it  is  smelted.  Its  composition  is 
approximately  68  per  cent  nickel,  2  per  cent  iron,  and  30  per 
cent  copper.  It  has  a  very  high  melting  point  and  is  accord- 
ingly somewhat  difficult  to  work. 

The  writer  desires  to  acknowledge  his  indebtedness  to  Mr. 
G.  H.  Clamer  and  Professor  Lionel  S.  Marks  for  their  assistance 
and  advice  in  connection  with  the  preparation  of  this  paper. 

BIBIJOO&AFHY. 

1.  **The  Tensile  Strength  of  the  Copper  Zinc  AUoys'',  W.  D.  Ban- 
croft and  J.  M.  Lohr,  Eighth  International  Congress  of  Applied  Chemistry, 
VoL  II. 

2.  ' '  Considerations  Affecting  Specifications  for  Wrought  Non-Ferrous 
Materials",  W.  Beuben  Webster,  Proceedings  American  Society  for  Testing 
MaterUls,  Vol.  XIV,  Part  II,  1914. 

3.  "Elastic  Limit  of  Manganese  and  Other  Bronzes",  J.  A.  Capp, 
Transactions  American  Society  Mechanical  Engineers,  Vol.  32,  1910. 

4.  "Internal  Strains  in  Cold  Wrought  Metals",  E.  Heyn,  Journal 
Institute  of  Metals,  Vol.  XII,  1914. 

5.  "Brass  in  Engineering  Construction",  Alfred  D.  Plinn,  The  Metal 
Industry,  VoL  12,  1914.     (Abstract) 

6.  "Tensile  Strength  of  Copper  Tin  AUoys",  Shepherd  and  Upton, 
Jour.  Phys.  Chem.,  Vol.  IX,  1905. 

7.  "Notes  on  Phosphor  Bronze",  Arnold  Philip,  Journal  Institute  of 
Metals,  Vol.  I,  1909. 

8.  "Standard  Test  Bars  of  Zinc-Bronze:  2  Zn.-lO  Sn-88  Cu",  Trans- 
actions American  Institute  of  Metals,  Vol.  VIII,  1914. 


Paper  No.  U2 


THE  ENQINEEBINa   USES  OF   ALUMINIUM. 


B7 

JOS.  W.  EICHARDS,  Mem.  A.  I.  M.  E. 

Professor  of  Metallurgy,  Lehigh  University 

South  Bethlehem,  Pa.,  U.  S.  A. 


It  is  less  than  a  century  since  aluminium  was  first  isolated 
from  its  compounds,  a  little  over  half  a  century  since  it  ceased 
to  be  a  chemical  curiosity  and  began  to  be  used,  and  barely  a 
quarter  of  a  century  since  it  began  to  be  counted  as  an  ordinary 
metal  of  every-day  life. 

To  be  more  specific,  in  the  first  of  the  above  periods,  1827 
to  1854,  it  cost  more  than  its  weight  in  gold  to  produce  it,  and 
it  was  put  to  no  uses  whatever;  in  the  second  period,  1854  to 
1889,  its  selling  price  was  $10  to  $5  per  pound,  and  it  was  used 
mostly  for  objects  of  luxury  and  in  places  where  cost  was  a 
very  secondary  consideration ;  in  the  third  period,  1889  to  1914, 
its  price  has  dropped  from  $2.50  down  to  $0.20  per  pound,  and 
it  has  found  large  and  important  applications  in  the  most 
varied  lines. 

The  engineering  uses  of  aluminium  are  based  on  its  valu- 
able physical  and  chemical  properties,  and  on  its  being  avail- 
able to  industry  in  large  quantities  at  a  moderate  and  prac- 
ticable price.  In  January,  1915,  it  was  quoted  in  New  York  at 
18  cents  per  pound,  and  in  Europe  at  15  cents  (1.65  francs  per 
kilogram).  As  to  the  supply:  before  war  began  in  1914  the 
world's  production  was  at  the  rate  of  50,000  tons  per  annum, 
with  prospects  of  75,000  tons  production  in  1915  and  100,000 
tons  in  1916.  The  producing  capacity  of  the  aluminium  works 
now  in  operation  and  projected  will  assure  an  abundant  supply 
of  the  metal  for  several  years  to  come. 

Since  all  the  uses  of  aluminium  are  based  on  particular 
physical  or  chemical  properties,  or  collection  of  properties,  it 
will  be  most  practical  to  enumerate  or  describe  these  proper- 
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ties,  and  under  each  one  to  discuss  the  particular  uses  based  on 
each  property.  Since  the  properties  of  aluminium  can  be  exten- 
sively modified  by  alloying  it  with  small  proportions  of  other 
metals,  we  will  make  a  third  division  of  the  subject,  under 
which  to  discuss  the  alloys  and  their  uses.  It  must  be  borne 
in  mind  that  commercially  pure  aluminium,  unalloyed,  is  never 
absolutely  pure  aluminium,  but  contains  usually  ^/^  to  1  percent 
of  impurities,  the  principal  of  which  are  iron,  silicon  and  cop- 
per. In  what  is  called  No.  1  aluminium  these  impurities  do  not 
exceed  1  percent;  in  No.  2  metal  they  may  reach  3  percent. 
The  purer  the  metal  the  softer  and  weaker  it  is,  and,  in  gen- 
eral, the  less  subject  to  corrosive  influences. 

The  contents  of  this  paper  will  therefore  comprise: 

I.  Physical  properties  of  aluminium  and  uses  based 
thereon. 

II.  Chemical  properties  of  aluminium  and  uses  based 
thereon. 

III.  Aluminium  alloys,  and  their  particular  uses. 

The  question  as  to  what  constitutes  an  ** Engineering'*  use 
is  not  easy  to  define,  and  may  lead  to  some  misunderstanding. 
Let  us  define  it  as  any  use  which  employs  it  as  part  of  a  struc- 
ture, machine  or  apparatus  or  for  a  purpose  useful  to  the  engi- 
neering profession. 

PHYSICAL  PBOPERTIES  OF  ALUMINIUM  AND  USES  BASED 

THEBEON. 

1.    Specific  Oravity. 

The  lightness  of  aluminium  has  been  its  chief  claim  to  atten- 
tion for  half  a  century.  No.  1  commercial  aluminium  has  the 
following  density  at  17^C  =  62^  P. 

Cast 2.56 

Brawn  or  rolled,  unannealed 2.68 

Brawn  or  rolled,  annealed 2.66 

Weight  of  1  cubic  inch,  cast 0.092  lb. 

'*       "         '*       "      rolled,  annealed 0.097  '*. 

"       ' '  1  cubic  foot,  cast 159.63     ' ' 

**       "         *'       '*      rolled,  annealed 167.11     *' 

Compared  with  other  common  metals,  this  low  density  is 
remarkable  in  a  metal  which  otherwise  has  many  of  the  me- 
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chanical  properties  of  copper  or  brass.    A  comparative  state- 
ment of  this  matter  follows: 

Bensitj  Relative 
(Water  =  1)     Densities 

Aluminimn   2.68  1.00 

Zine   7.19  2.68 

Tin  7.29  2.72 

Wrought  Iron 7.70  2.87 

Boiled  High  Brass 8.55  3.19 

Nickel   ^ 8.80  3.28 

Boiled  Copper  8.93  3.33 

Silver  10.53  3.93 

Lead 11.37  4.24 

Gold  ^ 19.32  7.21 

Platinum  21.50  8.02 

The  very  practical  consequence  from  this  low  specific  grav- 
ity is  that  wherever  lightness  is  a  primary  consideration,  alum- 
inium replaces  many  other  metals  to  great  advantage.  And, 
since  cost  must  always  be  regarded,  it  is  important  to  remark 
that  in  such  replacement  it  is  not  the  cost  of  equal  weights 
(per  pound  or  per  kilogram)  which  controls,  but  the  cost  of 
equal  volumes.  One  pound  of  aluminium  sheet  will  have  3.19 
times  the  area  of  one  pound  of  brass  sheet  of  the  same  thick- 
ness, and  therefore  the  price  of  ^.19  =  0.313  lb.  of  aluminium 
sheet  must  be  compared  with  the  price  of  1  lb.  of  sheet  brass, 
to  determine  their  relative  costs  for  the  same  quantity  (volume) 
of  sheet  metal. 

Even  when  aluminium  sold  for  $10  per  pound  (1859  to 
1885)  it  was  used  for  many  articles  of  luxury  where  this  excep- 
tional lightness  was  a  great  advantage,  such  as  in  opera  glasses, 
field  glasses,  compasses,  sextants,  helmets,  fiasks,  cameras,  cigar 
cases,  match  boxes,  and  numerous  other  kinds  of  portable 
objects. 

To  the  engineer  who  has  much  traveling  to  do,  carrying 
instruments  and  equipment,  the  substitution  of  aluminium  for 
other  metals,  wherever  possible,  is  strongly  to  be  recommended, 
as  it  enables  saving  one-half  to  two-thirds  of  the  weight  of 
metal  carried. 
2.    Color. 

Aluminium  is  white  with  a  very  faint  bluish  tinge.  When 
frosted  or  roughened,  as  by  dipping  a  moment  into  caustic 
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alkali  solutions  or  nitric  acid,  or  by  use  of  the  sandblast,  it 
becomes  satiny  white.  When  beaten  out  into  very  thin  foil  it 
replaces  silver  foil  for  silvering,  and  when  this  is  ground  to 
fine  powder  it  makes  an  excellent  metallic  paint,  which  is  in 
general  use  for  plumbing,  radiators,  letter  boxes,  exposed  iron- 
work of  every  kind.  This  paint  should  not  be  used  for  radia- 
tors, because  its  color  diminishes  considerably  the  amount  of 
heat  which  the  radiating  surface  can  disperse  into  a  room ;  but 
for  this  very  quality  it  is  an  excellent  paint  for  steam  boilers, 
furnaces,  refrigerators  and  wherever  it  is  desired  to  prevent 
radiation  of  heat.  Knowing  that  a  white  metallic  surface  radi- 
ates very  little  heat,  and  also  absorbs  very  little  heat  from  out- 
side, engineers  should  be  scientifically  discriminating  in  the 
uses  of  white  aluminium  paint.  Where  the  white  color  of 
aluminium  is  objectionable  in  a  structure,  it  may  be  i>ainted 
any  desired  color.  Paint  does  not  adhere  well  to  smooth, 
polished  aluminium,  but  sticks  excellently  if  the  surface  is 
first  roughened  or  frosted,  as  by  dipping  in  nitric  acid  or  by 
the  sandblast.  (In  fact,  frosted  aluminium  takes  paint  or 
color  so  well  that  plates  of  aluminium  form  very  good  printing 
surfaces  in  place  of  lithographic  limestone.)  This  is  a  very 
useful  property  where  aluminium  is  used  in  automobiles,  and 
similar  uses,  where  it  is  desired  to  paint  it  the  same  color  as 
the  rest  of  the  structure. 

3.     Conductivity  for  Heat. 

Among  the  common  metals,  only  copper  is  a  better  heat 
conductor  than  aluminium.  Relatively,  if  <5opper  is  called  100, 
aluminium  is  about  50  and  iron  15.  This  property  of  copper  is 
of  importance  where  liquids  are  to  be  heated  or  particularly 
when  they  are  to  be  boiled,  as  in  cooking,  preserving  foods, 
evaporating.  For  such  purposes  copper  has  for  centuries  been 
the  metal  most  employed,  but  aluminium  can  now  be  used  in 
place  of  copper  at  less  cost.  Although  not  so  eflScient  a  heat 
conductor,  yet  it  possesses  the  great  practical  advantage  of 
being  non-poisonous.  Many  fatal  accidents  have  occurred  from 
poisoning  by  copper  salts  formed  by  food  cooked  in  copper 
utensils,  while  aluminium  is  either  not  attacked  by  the  food  or 
the  salts  formed  are  harmless.  This  great  advantage  over  cop- 
per more  than  offsets  its  lower  heat  conductivity,  which  is  still 
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high  compared  to  that  of  other  common  metals.  It  results, 
that  aluminium  cooking  utensils  have  come  into  common  use, 
in  enormous  quantities,  being  not  only  cheaper  than  copper  but 
perfectly  safe  to  use,  and  in  addition,  only  one-third  the  weight 
to  handle,  when  empty. 

Besides  ordinary  household  and  kitchen  use,  which  may 
not  be  dignified  by  the  term  ** engineering,''  the  -chemist  and 
the  food  packer  find  large  use  for  aluminium  in  steam-jacketed 
vessels  of  the  most  varied  kinds,  for  boiling,  digesting,  evap- 
orating  and  heating  all  kinds  of  liquids,  sauces,  condiments, 
fruits  and  foods;  also  in  vacuum  pans,  stills  and  condensers, 
where  its  high  heat  conductivity  is  of  practical  importance. 

4.    Expansion  by  Heat. 

Between  0°  and  lOO^C.  (32^  to  212°P.)  aluminium  ex- 
pands 0.0000231  of  its  length  for  each  1**C.,  and  0.0000130  of  its 
length  for  each  1°P.,  its  length  at  0°C.  being  taken  as  unity. 
This  is  nearly  double  the  expansion  of  iron,  and  half  again  as 
large  as  copper. 

Prom  the  liquid  state,  when  cast,  pure  aluminium  contracts 
0.017  of  its  length  (17  mm.  per  meter,  0.203  inch  per  foot),  in 
castings  about  6  mm.  (0.25  inch)  thick.  Thicker  castings  will 
shrink  slightly  less,  and  thinner  castings  more. 

6.    Weldability. 

On  heating  to  low  redness,  just  below  its  melting  point, 
aluminium  becomes  granular  and  brittle  (short).  It  cannot  be 
welded  in  the  ordinary  sense,  like  iron,  by  hammering  below 
its  melting  point.  But  it  is  quite  capable  of  being  welded  by 
the  process  known  as  autogenous  welding.  This  is  similar  to 
the  old  art  of  ** lead-burning",  where  two  metallic  edges  are 
placed  together,  or  slightly  overlapped,  and  the  joint  is  made 
by  melting  the  edges  together  by  a  blowpipe  flame.  If  the 
sheets  are  heavy,  a  rod  or  strip  or  wire  of  pure  aluminium  is 
laid  in  the  joint  or  is  used  like  a  bar  of  solder  and  melted 
into  the  joint.  Plux  must  be  used :  that  of  Schoop  consists  of 
dry  potassium  fluoride  and  potassium  bi-sulphate;  others  use 
a  mixture  of  alkali  fluorides.  The  flame  is  sometimes  oxygen- 
hydrogen,  or  oxygen-coal  gas,  or  oxygen-acetylene,  or  air- 
acetylene.     Workmen  soon  become  expert  in  this  work,  and 
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seams  of  any  length  can  be  made  on  material  up  to  1  cm. 
(0.4  inch)  in  thickness,  and  down  to  the  thinness  of  paper. 
Large  vessels  or  tanks  can  thus  be  built  up  in  practically  one 
piece  of  metal,  with  absolutely  no  danger  of  corrosion  or  leak- 
ing at  joints.  This  method  has  largely  displaced  riveting,  and 
almost  altogether  displaced  soldering. 

By  making  the  blowpipe  apparatus  portable,  welding  can 
be  done  anywhere,  and  aluminium  cables  can  be  spliced  or  bus- 
bars joined  in  place,  into  one  continuous  piece,  in  any  length 
desired.  Continuous  metallic  belts  or  bands  or  carriers  can  be 
thus  made,  or  aluminium  wire  or  sheet  furnished  in  continuous 
lengths  to  any  length  desired. 

6.    Extmdabilily. 

The  softness  of  aluminium,  and  its  workability,  give  it  the 
valuable  property  of  extrudability,  by  virtue  of  which  it  can 
be  pressed  while  warm  through  a  die,  by  great  pressure,  and 
extruded  into  elongated  shapes  of  any  desired  cross-section, 
however  complicated,  and  to  practically  any  length  desired. 
The  apparatus  used  is  similar  to  that  used  for  extruding  lead 
pipe,  but  stronger ;  machines  at  present  in  use  produce  extruded 
shapes  up  to  6  inches  (15  cm.)  in  diameter,  with  walls  as  thin 
as  Ys  inch  (3  mm.).  Continuous  tubing  of  any  length  can  be 
also  thus  made,  or  continuous  bus-bars  of  great  length.  Very 
large  quantities  of  fancy  section  angles,  rods  and  mouldings, 
for  automobiles,  aeroplanes,  building  and  architectural  work, 
machinery,  etc.,  are  now  produced  by  extrusion,  and  sold  at 
but  a  small  advance  on  the  price  of  ingot  aluminium,  thus 
greatly  extending  the  uses  of  this  metal. 

Engineers  will  certainly  make  large  use  of  these  extruded 
shapes,  which  practically  take  the  place  of  rolled  shapes  of  all 
cross-sections,  except  when  over  6  inches  in  cross-section.  For 
the  larger  cross-sections,  rolling  must  at  present  be  used,  but 
since  the  extruded  metal  is  mechanically  superior  to  rolled 
metal,  it  is  to  be  hoped  that  extruded  shapes  of  large  size  may 
be  soon  available  to  engineers.  The  variety  of  cross-section 
shapes  at  present  available  is  surprisingly  large  (over  250), 
and  it  may  be  said  that  any  desired  shape  of  cross-section  may 
be  had  by  the  consumer  who  is  willing  to  pay  for  the  necessary 
dies,  which  cost  $25  to  $300  per  set. 
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Engineers  will  be  interested  in  knowing  also  that  some 
of  the  stiff  aluminium  alloys  can  also  be  extruded,  giving  some 
shapes  of  great  mechanical  strength,  and  that  some  alloys  can 
be  extruded  which  it  is  not  possible  to  roll. 

7.    Conductivity  for  Electricity. 

The  electrical  engineer  is  particularly  concerned  with  the 
large  conducting  power  of  aluminium.  Here  again  copper  is 
the  only  common  metal  with  higher  conducting  power,  and  it  is 
copper  which  aluminium  is  rapidly  replacing.  The  exact  figures 
for  hard-drawn  copper  and  hard-drawn  aluminium  are  97  and 
61  respectively;  pure  copper,  Matthiessen  standard,  being  100. 
As  a  first  approximation  one  may  say  that  to  replace  a  cop- 
per wire  by  one  of  aluminium  of  the  same  conducting  power, 
increase  the  diameter  one-fourth.  This  increases  the  cross- 
section  56  percent,  and  gives  practically  equal  carrying  power. 


(^^61^^  X  100  =  59  percent.  ^ 


The  weight  of  the  aluminium  conductor  will  be  159  -r-  3.33 
=  0.48  «=  48  percent  of  the  weight  of  the  copper  it  replaces. 
As  a  practical  basis  for  this  replacement  we  may  therefore 
figure  on  60  percent  increased  cross-section,  and  one-half  the 
weight.  Since  aluminium  is  now  sold  regularly  at  less  than 
double  the  price  of  copper,  we  may  say  that  at  present  alum- 
inium is  a  cheaper  electrical  conductor  than  copper. 

Aside  from  the  mere  cost  of  the  metal  in  the  conductor, 
there  are  a  number  of  factors  which  influence  the  question  of  the 
substitution  of  aluminium  conductors  for  copper.  They  are 
mostly  practical  engineering  considerations.  Some  of  them 
are  discussed  at  length  in  a  paper  by  H.  W.  Buck  (Proceed- 
ings International  Electrical  Congress,  St.  Louis,  1904)  and  in 
a  monograph  by  E.  Dusaugey  (Les  Conducteurs  d'Electricite 
en  Aluminium,  Paris,  1912) ;  the  Aluminium  Company  of  Amer- 
ica has  also  issued  a  50-page  pamphlet  on  this  subject.  When 
we  mention  that  the  monograph  of  Dusaugey  has  140  pages, 
it  will  be  seen  that  any  detailed  discussion  of  the  advantages, 
disadvantages  and  installation  of  aluminium  conductors  is  far 
outside  the  scope  of  this  paper.  We  will,  however,  mention 
the  main  items  under  consideration. 


THE  ENGINEERING  USES  OF  ALUMINIUM  565 

A.  Where  space  is  restricted,  as  in  the  windings  of 
dynamos  and  motors,  the  larger  section  of  aluminium  is  some- 
times inadmissible.  This  is  to  some  extent  overcome  by  the 
method  of  insulating  aluminium  with  a  superficial  thin  chemical 
compound,  and  dispensing  with  the  ordinary  thick  insulation. 

B.  Bus-bars  in  chemical  plants  often  give  trouble  at  con- 
nections. Aluminium  is  harder  to  keep  clean  and  has  lower  re- 
sistance at  the  joints  than  copper.  Copper  can  be  satisfactorily 
tinned  and  soldered  at  such  joints;  aluminium  cannot.  If  the 
aluminium  joint  is  autogenously  soldered,  such  difficulties  dis- 
appear; if  not,  it  must  be  bolted  more  tightly  and  more  fre- 
quently cleaned,  than  copper. 

C.  Aerial  wires  for  power  transmission  can  be  satisfac- 
torily joined  by  the  twist  joint.  The  two  ends  are  slipped  into 
a  flattened  aluminium  tube,  and  with  powerful  pliers  are  given 
a  half-dozen  twists.  Such  a  joint  has  and  retains  greater  con- 
ducting power  than  the  wire  itself.  With  heavy  cables  a  dif- 
ferent method  is  used.  The  two  ends  are  inserted  into  a  cast 
aluminium  sleeve  of  proper  size,  and  the  sleeve  then  subjected 
to  great  pressure  in  a  die  in  a  hydraulic  jack.  The  metal  of 
the  cable  and  the  sleeve  thus  flow  together  into  a  solid  mass. 
The  jack  can  be  made  portable,  and  such  joints  made  out  in 
the  field ;  the  whole  apparatus  weighs  only  200  pounds.  Some- 
times the  compression  is  applied  in  the  factory,  a  screw  socket 
being  thus  welded  on  the  end  of  a  cable,  enabling  it  to  be 
attached  to  a  similar  screw  socket  by  a  double-threaded  stud, 
whenever  connection  is  to  be  made. 

D.  The  cost  of  insulation  on  an  aluminium  wire  will  be 
some  twenty-five  percent  greater  than  on  copper.  But  large 
cables  for  power  transmission  are  usually  strung  without  insu- 
lating covering;  in  which  case  this  factor  does  not  enter.    . 

E.  Hard-drawn  aluminium  wire  being  about  half  as  strong 
as  hard-drawn  copper  wire,  per  unit  of  section,  the  aluminium 
conductor  with  60  percent  greater  cross-section  than  copper  is 
really  0.8  as  strong  as  the  copper  wire  which  it  replaces.  This 
is,  however,  more  than  offset,  in  practical  use,  by  the  fact  that 
the  aluminium  is  only  half  the  weight  of  the  copper.  For  spans 
of  equal  length  the  weight  of  aluminium  to  be  carried  is  only 
50  percent  that  of  the  copper,  while  its  strength  is  80  percent ; 
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it  is  therefore  relatively  1.6  times  as  strong.  Or,  putting  it 
another  way,  the  length  of  span  between  supports  could  be 
increased  approximately  50  percent,  with  the  same  dead-weight 
on  the  supports  and  the  same  factor  of  safety  on  the  strength 
of  the  wire. 

F.  The  increased  span  decreases  the  cost  of  the  supports 
or  towers  on  a  line,  the  number  of  insulators,  and  the  cost  of 
erection ;  also  the  leakage  to  the  ground  through  the  insulators 
and  towers.  These  savings  are  in  general  far  more  important 
than  the  saving  in  cost  of  the  cable  itself.  In  fact,  the  alumin- 
ium cables  might  be  profitably  used  even  if  the  wire  itself  cost 
more  than  copper. 

G.  A  combination  cable  consisting  of  aluminium  wires 
twisted  upon  a  steel  core  has  even  greater  advantages  than  the 
plain  aluminium  cable.  Taking  a  hard-drawn  steel  wire  of 
160,000  lb.  per  sq.  inch  ultimate  tensile  strength  and  130,000  lb. 
elastic  limit,  and  twisting  tightly  upon  it  six  aluminium  wires 
of  equal  diameter,  the  hard-drawn  aluminium  having  24,000  lb. 
tensile  strength  and  13,000  lb.  elastic  limit,  there  is  obtained 
a  combination  which  has  only  80  percent  of  the  weight  of  a 
copper  cable  of  equal  conductivity  but  which  is  57  percent 
stronger.  With  about  equal  cost  for  cable  it  is  possible  to  make 
so  much  longer  spans  with  this  composite  cable  that  there  are 
great  savings  in  cost  of  erection,  towers,  insulators  and  leak- 
age. Almost  all  the  new  high-power  transmission  lines  are 
being  constructed  with  this  composite  cable.  The  steel  wire  is 
galvanized  before  use,  and  the  aluminium  covering  is  twisted 
upon  it  so  tightly  as  to  practically  protect  it  from  air  and 
moisture. 

H.  The  calculation  of  wind  stresses  shows  that  more  allow- 
ance must  be  made  for  these  than  for  the  smaller  copper  cable. 

I.  Corrosion  of  the  aluminium  is  found  to  be  no  greater 
than  that  of  copper  cable  under  the  same  conditions.  Near  the 
sea-coast,  both  aluminium  and  copper  are  strongly  corroded 
by  the  salt  moisture  and  they  should  both  be  insulated. 

J.  Where  the  line  is  at  a  great  distance  from  the  manu- 
factory, the  saving  in  freight  on  cable  and  insulators  may  be 
an  important  item. 
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K.  Scrap  aluminium  is  much  less  easy  to  melt  up  or  to 
dispose  of  surreptitiously  than  scrap  copper.  It  is  therefore 
much  less  likely  to  be  stolen — a  fate  which  sometimes  befalls 
copper  cable. 

8.    Blechaiiical  Strength. 

The  commercially  pure  metal  is  not  strong.    It  is  a  soft 

metal  with  low  tensile  strength  and  elastic  limit.    For  No.  1 

metal,    99    percent  pure  or  over,  the  following    are    average 

figures: 

Cast  Metal    Sheet  Bod  Wire 

Elastic  limit,  in  tension, 

lb.  per  sq.  in 8,500        12,500         14,000        16,000 

25,000        23,000        33,000 

kg.  per  sq.  mm 6.0  8.8  10.0  11.6 

18.1  16.7  23.9 

Ultimate  strength,  in  tension, 

lb.  per  sq.  in 12,000        24,000        28,000        25,000 

14,000        40,000        40,000        55,000 

kg.  per  sq.  mm 8.7  17.4  20.3  18.1 

9.9  29.0  29.0  39.6 

Seduction  of  area,  percent 15  20  30  40 

30  40  60 

By  -working,  aluminium  becomes  hard  and  stiff,  like  hard- 
drawn  copper  or  brass.  It  has  a  large  range  between  elastic 
limit  and  ultimate  strength,  which  leaves  large  margin  in  which 
it  can  be  worked,  i.  e.,  its  shape  permanently  changed  without 
rupturing  the  metal. 

In  compression,  cast  aluminium  has  the  following  proper- 
ties : 

lb.         kg. 

Elastic  limit,  in  columns,  length  twice  diameter —       3,500        2.5 

Ultimate  strength  12,000        8.7 

Modulus  of  elasticity 9,000,000    6,500 

Where  strength  is  a  desideratum,  and  the  metal  must  be 
stiffer  or  stronger,  alloys  are  used  containing  small  amounts 
of  other  metals.  These  are  very  interesting  bodies  whose  me- 
chanical properties  will  be  given  under  a  separate  heading. 

It  should  here  be  brought  to  the  attention  of  the  engineer, 
however,  that  if  the  aluminium  is  substituted  for  a  strong  metal 
in  a  construction,  as  in  a  beam  or  girder,  the  aluminium  gains 
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because  of  its  greater  volume.  If,  for  instance,  an  aluminium 
girder  is  substituted  for  steel,  with  exactly  the  same  cross- 
section,  the  aluminium  is  much  weaker,  but  if  it  is  made  of 
the  same  weight,  it  will  be  much  stronger,  because  it  can  be 
given  three  times  the  cross-sectional  area.  Taking  standard 
section  of  I  beams,  for  example,  an  8-inch  steel  beam  will  weigh 
as  much  per  foot  as  a  15-inch  aluminium  beam,  but  the  latter 
will  carry  80  percent  more  working  load.  Where  the  space  can 
be  taken,  therefore,  the  aluminium  can  be  very  satisfactorily 
used;  or  conversely,  the  same  strength  can  be  obtained  by 
using  greater  cross-section  but  less  weight,  and  thus  weight 
saved  at  the  expense  of  using  up  more  space.  This  is  often  prac- 
ticable in  the  bracing  of  structures  internally,  where  the  space 
occupied  by  the  bracing  is  of  no  importance. 

CHEMICAL  PEOPEBTIES  AND  USES  BASED  THEREON. 

Action  of  the  Weather. 

Moist  air  rusts  aluminium,  not  as  quickly  as  it  does  iron 
or  steel,  but  about  as  quickly  as  it  does  copper.  An  apparent 
exception  to  this  statement  is  the  white  aluminium  paint,  which 
is  weather-proof,  but  this  is  because  the  aluminium  in  it  is 
ground  up  in  presence  of  grease,  which  coats  each  particle  and 
protects  it  from  oxidation. 

The  oxidation  of  polished  aluminium  takes  the  form  of  a 
thin  white  coating,  quite  continuous  and  adherent.  It  changes 
the  color  of  the  metal  to  a  gray,  and  sometimes  shows  up  spots 
like  cigar-ashes  where  the  metal  is  not  uniform  in  composition. 
Greasing  or  lacquering  of  the  polished  surface  protects  it  well 
from  oxidation,  just  as  it  would  polished  iron  or  copper.  It 
can  be  re-polished  by  using  bath-brick  or  sapolio,  finishing  off 
with  silver  polish  (tripoli  or  electron)  if  a  high  polish  is  desired. 

Paint  does  not  adhere  well  to  polished  aluminium,  and  if  it 
is  desired  to  protect  with  paint  the  surface  should  first  be 
roughened  or  frosted,  either  by  an  acid  wash  or  by  sand- 
blasting. Oil  paints  adhere  best.  Aluminium  surface  can  also 
be  chemically  blackened,  by  a  copper  sulphide  coating  (gun- 
metal  or  black-iron  effect),  giving  a  surface  quite  resistant  to 
the  weather  or  to  the  effects  of  ordinary  handling.  This  is  fre- 
quently applied  to  sextants  and  surveyors'  instruments. 
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Action  of  Ohemicals  and  Foods. 

Only  hydrochloric  acid  and  caustic  alkali  solutions  act 
strongly  upon  aluminium.  Other  strong  acids  will  act  on  it 
strongly  in  the  presence  of  salt.  Soda  solutions  attack  it  and 
blacken  it;  they  should  be  kept  away  from  aluminium  vessels. 
The  highly  seasoned  curries  of  India  are  said  to  be  hard  on 
aluminium  cooking  utensils.  The  most  severe  combination 
it  is  likely  to  meet  in  ordinary  cooking  is  strong  vinegar  and 
salt.  Strongly  acid  tomato  stew  has  some  action  on  it,  mostly 
in  the  direction  of  cleaning,  for  the  utensil  is  brightened  up 
inside  by  cooking  tomatoes  in  it.  On  the  whole,  however,  all 
common  foods  can  be  said  to  be  without  perceptible  chemical 
action  on  aluminium,  so  that  such  cooking  utensils  are  prac- 
tically indestructible.  This  is  a  valuable  property  in  the  equip- 
mient  of  a  mining  camp,  a  surveying  party  or  an  exploring 
expedition.  In  recent  years,  exploration  parties,  particularly 
arctic  and  antarctic,  have  been  equipped  with  aluminium  cook- 
ing utensils,  also  all  modern  armies,  including  not  only  the 
regular  army  kitchens  but  the  cup,  plate  and  bowl  of  the  in- 
dividual soldier.  If  these  are  not,  strictly  speaking,  engineer- 
ing uses,  yet  they  are  uses  which  are  very  valuable  to  the 
various  kinds  of  engineers. 

LIGHT  AND  STRONG  ALUMINIUM  ALLOYS. 

For  half  a  century  many  and  various  attempts  have  been 
made  to  alloy  aluminium  in  such  a  way  as  to  greatly  increase 
its  strength  without  greatly  *  increasing  its  specific  gravity,  so 
as  to  give  to  the  engineer  a  strong,  light  construction  material. 

A  considerable  number  of  metals  harden  and  strengthen 
aluminium,  without  increasing  much  its  specific  gravity.  In 
fact,  it  is  a  useful  fact,  that  the  heavier  metal  added  increases 
the  specific  gravity  not  in  proportion  to  the  weight  of  alloying 
metal  used  but  in  proportion  to  its  volume.  Ten  percent  by 
weight  of  zinc,  for  instance,  does  not  raise  the  specific  gravity 
one-tenth  of  the  way  from  that  of  aluminium  to  that  of  zinc, 
but  one  twenty-seventh  of  the  way  (27  to  10  being  the  relative 
specific  gravities  of  aluminium  and  zinc).  As  early  as  1860 
scale  makers  stiffened  aluminium  with  silver,  in  order  to  make 
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rigid  balance  beams,  and  since  then  a  large  number  of  alloys 
satisfactory  for  various  purposes  have  been  found. 

AUoys  witli  Copper. 

Tensile  Strentrth    Elastic  Limi^.   Elonga- 

Ib.  per  SQ.  in.       lb.  per  sq.  in.     tlon  % 
2  to  3  percent  copper  casts 

very  well;  works  well. 

6  percent  rolls  well.  Rolled  hard    35,000  3.5 

Annealed        25,000  15.5 

Casting  21,500  12,000  1.5 


Alloys  with  Zinc. 


4.0 


10  percent  Zinc  Cast  19,850  4,000  1.5 

15       ''  "     .. Cast  21,780  14,000 

20       "  "     Cast  24,140  16,000  0.4 

qq  tt          <<                     >Cast               34,060            24,000            0.4 

^^  5  Rolled  53,000  4.0 

15  percent  Zinc  

3       '*        Copper  

0.5    ''       Manganese  .. 


Cast  29,415  16,000  0.5 


30  percent  Zinc^.... j^^,  .^.SOO  25.000  0.8 

It  may  be  remarked  of  these  zinc  alloys  that  they  are  par- 
ticularly good  for  castings,  and  that  the  cheapness  of  zinc  and 
its  large  amount  makes  them  cheaper  than  any  other  light 
aluminium  alloys.  They  machine  freely,  like  brass,  and  resem- 
ble bronze  in  their  rigidity.  Their  specific  gravity  is  2.84,  2.93, 
3.02  and  3.31  for  the  10,  15,  20  and  33  percent  alloys  respec- 
tively. Their  melting  points  are  all  slightly  below  that  of 
aluminium. 

These  are  the  alloys,  particularly  those  with  a  little  copper, 
which  closes  the  grain  and  makes  a  finer  texture,  which  are  used 
mostly  for  motor-casing  castings  for  automobiles.  In  fact,  the 
making  of  these  zinc  alloy  castings  for  various  machine  pur- 
poses, such  as  parts  of  gasoline  motors  and  motor  castings,  has 
become  a  large  industry,  and  consumes  a  large  proportion,  prob- 
ably one-third,  of  all  the  aluminium  made. 

Alloys  With  Magnesium. 

These  are  noted  because  of  the  specific  property  of  being 
lighter  than  aluminium  itself.     Magnesium  has  a  density  of 
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1.72,  agamst  aluminium  2.58,  and  the  alloys  are  therefore 
lighter  than  aluminium.  The  action  of  magnesium  mechanically 
is  somewhat  similar  to  zinc,  up  to  a  limiting  addition  of  10 
percent  magnesium.  The  alloys  are  ductile,  and  increase  in 
strength  by  cold-working.  At  present  magnesium  costs  more 
than  aluminium,  and  these  alloys  are  therefore  more  costly 
than  aluminium  itself,  and  considerably  more  costly  than  the 
zinc  alloys.  Their  specific  gravity  runs  from  2.4  to  2.6  cast, 
2.5  to  2.7  worked.    They  are  known  commercially  as  Magnalium. 

Tensile  Strength    Elastic  Limit 
lb.  per  sq.  in.       lb.  per  sq.  in. 

2  percent  Magnesium 15,440  8,700 

5        "  "  17,850  13,090 

10       "  "  19,680  14,600 

Duralumin. 

Recently,  an  alloy  which  has  remarkable  mechanical  prop- 
erties has  been  sold  commercially  under  the  above  trade  name. 
It  is  said  to  contain  3.5  to  5.5  percent  copper,  0.5  to  0.8  man- 
ganese and  0.5  percent  of  magnesium.  Its  specific  gravity  is  the 
same  as  that  of  aluminium.  As  manufactured,  however,  it  is  not 
particularly  strong,  but  it  is  given  its  best  mechanical  properties 
by  heat  treatment,  consisting  in  heating  to  within  50*^0.  of  its 
melting  point  and  suddenly  cooling,  as  by  quenching,  to  300 ^^  C. 
On  being  laid  aside  after  such  treatment  the  alloy  is  said  to 
increase  in  strength,  and  to  attain  its  maximum  strength  in  about 
a  week.  Whether  this  information  is  all  reliable  the  writer  can- 
not vouch  for,  but  he  can  verify  the  statement  that  metal  called 
Duralumin  and  having  the  density  of  aluminium  has  shown 
59,000  lb.  per  sq.  inch  tensile  strength,  with  8  percent  elongation, 
as  tested  by  the  German  Testing  Bureau  at  Charlottenburg. 
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USES  OF  ALUMINIUM. 


Aeroplane  Parts 

AluminotTpe 

Ammonia  Condensers 

Ankle  Stiffeners 

Artificial  Limbs,  Noses,  etc. 

Automobile  Parts,  as  follows: 

Oastings. 

Bearing  Caps 

Bonnet  Strips 

Cluteh  Cones  and  Covers 

Cowls 

Crank  Cases 

Differential  Housings 

Fan  Blades,  Brackets  and  Wheels 

Floor  Boards 

Foot  Boards 

Gear  Box  Covers 

Hand  Hole  Plates 

Hood  Ledges 

Hub  Caps 

Instrument  Boards 

Intake  Manifolds 

Oil  Pans 

Pistons 

Radiator  Frames  and  Tanks 

Running  Boards 

Starting  Box  Brackets 

Steering  Gear  Cases  and  Covers 

Steering  Wheel  Spiders 

Switch  Boxes  and  Covers 

Tire  Holders 

Transmission  Cases  and  Covers 

Sheet. 

Body  Panels 
Deck  Plates 
Tenders 

Foot-rail  Casings 
Hoods 
Hub  Caps 

Running  Board  Pads  and  Mould- 
ings 
Seat  Compartment  Covers 
Scuff  Plates 
Tops 

Extruded  Sections. 

Angle  Moulding 
Door  Moulding 
Drip  Moulding 
Tender  Skirt  Moulding 
Garnish  Moulding 
Hood  Ledge  Moulding 
Panel  Moulding 


Backs  of  Brushes  and  Combs 

Baskets 

Battery  Plates 

Beams  for  Balances 

Beer-brewing  Apparatus 

Billiard  Cues 

Bits 

Blades  for  Fans 

Boot  Trees 

Bowls 

Boxes  for  Collars,  Cuffs,  Powder, 

Ointment,  Pills,  etc. 
Bracelets 
Braces 
Brackets 
Bread  Pans 
Bridles 
Brooches 

Bullets  for  Mob  Suppreasion 
Business  Cards 
Buttons 
Cab  Bodies 
Cake  Panp 
Camera  Parts 
Candle  Moulds 
Candlesticks 
Candy-making  Vessels 
Canoes 

Cans  for  Food 
Canteens 
Cards 
Car-roofs 
Cash  Conveyors 
Cash  Registers 
Caul  Plates 
Chafing  Dishes 
Chains 

Cigar  and  Cigarette  Holders 
Cigar  Moulds 

Clasps  on  Rubber  Garments 
Coffee  Pots 
Coins 
Colanders 
Collar  Boxes 
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Combs 

Compass  Cases 

Condensers 

Cooking  Utensils 

Cornets 

Cups 

Cuspidors 

Dental  Plates 

Dog  Chains 

Drop  Forgings 

Drum  Frames 

Electrical  Conductors 

Elevators 

Explosives 

Fan  Blades 

Field  Glasses 

Flash  Light  Powder 

Foil  for  wrapping  Food 

Food  Containers 

Forks 

Friction  Gearing 

Fruit  Cans 

Fruit  Evaporating  Shelves 

Galvanizing 

Gas  Stoves 

Gear  Casings 

Glue  Nets  and  Pans 

Grape  Juice  Apparatus 

Griddles 

Hair  Pins 

Hat  Pins 

Harness  Trimmings 

Helmets 

Hobnails 

Horns 

Horseshoes 

Hose  Connections 

Insoles  for  Shoes 

Kettles 

Kev  Chains  and  Keys 

Knife  Handles 

Lasts 

Leaf 

Levels 

Lightning-arresters 

Lithographic  Plates 

Match  Cases 


Medals 

Megaphones 

Milk  Pans  and  Pitchers 

Mine  Cages  and  Skips 

Mirror  Frames 

Models 

Mouldings 

Moulds 

Musical  Lastruments 

Nails 

Napkin  Bings 

Oil  Stoves 

Ointment  Boxes 

Opera  Glasses 

Ovens 

Padlocks 

Paint 

Paper  Cutters 

Passementerie 

Patterns 

Pen  and  Pencil  Holders 

Perfume  Bottles 

Picture  Frames 

Pigeon  Tags 

Pill  Boxes 

Pipes 

Pitchers 

Plaques 

Plates 

Pocket  Bules,  Scales  and  Levels 

Pontoons 

Powder  Plates 

Puff  Boxes 

Racing  Shells  and  Sulkies 

Railway  Car  Parts 

Rectifiers  for  electric  current 

Reflectors 

Refrigerator  Linings 

Rings 

Rivets 

Roasting  Pans 

Roller  Skates 

Rules 

Sauce  Pans 

Scales 

Scientific  Instruments 

Semaphores 
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Sextants 

Shades 

Shelves  for  Fruit  Dryers 

Shoe  Horns,  Lasts  and  Soles 

Skates,  Sleds,  Sleighs 

Soup. Ladles  and  Kettles 

Spectacle  Cases,  Chains  and 
Frames 

Spindles 

Spoons 

Spurs 

Stearic  Acid  Pans,  Pipes,  etc. 

Steel  Castings 

Stoves  and  Stove  Pipe 

Stirrups 

Strainers 

Submarines 

Sugar  Mill  Apparatus 

Surgical  Listruments 

Suture  Wire 

Tea  Pots  and  Balls 

Teething  Plates 

Telephone    Switchboard    and    Ap- 
paratus 


Telephone  Transmitter  Dia- 
phragms 
Telescopes 
Toilet  Articles 
Tracheotomy  Tubes 
Transmission  Lines 
Traveling  Cases 
Trays 
Trunks 
Trusses 
Tubes 

Typewriters 

Umbrella  Parts  and  Holders 
Vacuum  Cleaner  Parts 
Visiting  Cards 
Waffle  Irons 
Walking  Sticks 
Watches  and  Watch  ChaiDs 
Water  Coolers  and  Heaters 
Wattmeter  Discs 
Wireless  Apparatus 
Tacht  Construction 
Zinc  Castings 
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DISCUSBIOK 
Prof.  J.  W.  BicliaxdSy  in  reply  to  various  questions,  said  that  at  pres-     ^^^' 


ent  cost  of  producing  aluminium  is  10  to  15c.  per  lb.,  and  it  is  sold  at 
18  to  20c.  per  lb.  There  have  been  large  decreases  in  the  cost  of  produc- 
tion in  the  past  twenty  years,  as  much  as  $5  per  lb.  in  a  single  jump,  but 
any  future  decrease  will  be  a  matter  of  a  few  tenths  of  a  cent. 

If  pure  alumina  could  be  obtained,  greater  cheapness  would  follow. 

There  is  great  difficulty  in  the  reduction  of  aluminium  because  of  its 
great  affinity  for  oxygen;  therefore,  the  ore  must  be  first  purified  to 
aluminium  oxide,  and  then  this  is  reduced  to  the  pure  metal. 

In  regard  to  increased  uses  of  aluminium,  they  are  becoming  greater 
inversely  as  the  cost  is  becoming  less. 

Aluminium  is  polished  very  much  like  ordinary  tinware  with  bath 
brick,  plus  elbow  grease.    Any  common  polish  will  serve  the  purpose. 

The  best  alloys  with  magnesium  seem  to  be  those  which  have  a  low 
percentage  of  magnesium.  Hence  the  best  alloys  with  this  metal  are 
but  little  more  expensive  than  aluminium.  Possibly  the  price  of  mag- 
nesium may  be  reduced  to  $1  per  lb.  or  even  50c.  per  lb.,  if  the  demand 
for  aluminium-magnesium  alloys  becomes  greater. 

Busting  of  aluminium  is  referred  to  on  page  568;  it  corrodes  about 
the  same  as  copper.  It  can  be  painted,  but  it  is  best  protected  by  a  heavy 
coat  of  lacquer. 

Aluminium  is  a  very  serviceable  metal  for  certain  uses,  to  which 
it  is  well  suited.  More  uses  for  it  are  being  discovered  every  day,  and 
the  development  of  the  aluminium  industry  depends  upon  finding  new 
fields  where  it  may  be  profitably  employed. 
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STATIC  TENSILE  TESTS  OF  MATERIALS. 

Modern  research  has  shewn  that  the  stresses  to  which 
parts  of  machinery  and  structures  are  subjected  are  so  com- 
plicated and  the  behaviour  of  metals  under  different  kinds  of 
loading  and  mechanical  and  heat  treatment  is  so  variable  that 
the  ordinary  static  tensile  test  is  insufficient  for  purposes  of 
design,  except  for  very  simple  cases.  Even  with  simple  cases 
of  direct  tensile  stress,  great  care  should  be  employed  to  see 
that  a  test  on  a  short  specimen  in  a  tensile  testing  machine  is 
really  representative  of  the  conditions  to  which  the  material 
is  subjected  in  actual  use.  This  has  been  well  brought  out  in 
the  results  of  a  series  of  tensile  tests  on  15-metre  lengths  of 
hard  drawn  copper  wire  made  by  the  Author,  at  the  National 
Physical  Laboratory,  for  the  English  General  Post  Office.^  The 
testing  machine,  designed  and  constructed  at  the  National 
Physical  Laboratory,  Teddington,  is  shewn  diagrammatieallj 
in  Figs.  1  and  2.  The  load  is  applied  by  water  from  the  mains 
admitted  to  a  straining  cylinder  (A),  which  will,  with  the 
water  pressure  available,  produce  a  maximum  pressure  of  860 
kilogrammes.  The  estimation  of  the  load  is  made  by  a  pendu- 
lum weight  (B)  revolving  on  ball  bearings  at  the  other  end 
of  the  machine.    The  wires  are  held  by  grips  attached  to  (a) 

^  Report  on  Hard  Drawn  Copper  Wire  published  in  Collected  Besearches 
of  National  Physical  Laboratory,  Vol.  8,  1912. 
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the  piston  of  the  straining  cylinder,  and  (b)  a  flexible  steel 
strip  clamped  to  and  taking  the  curvature  of  a  cast  iron  seg- 
ment (C)  rotating  with  the  pendulum,  which  thus  has  the  load 
always  applied  to  it  horizontally. 

Pour  25  mm.  diameter  rods,  stayed  at  intervals  of  3 
metres  to  prevent  buckling,  extend  from  the  straining  cylinder 
to  the  pendulum  bracket,  and  these  take  the  thrust  instead  of 
the  machine  being  bolted  to  the  floor.  The  specimen  is  sup- 
ported horizontally  in  a  galvanised  tank,  full  of  water,  the 
temperature  of  which  is  regulated  by  circulation  through  a 
steam  heater  by  means  of  a  centrifugal  pump.  Provision  is 
made  (D)  for  taking  six  load  extension  diagrams  simultane- 
ously, one  at  every  3  metres  of  the  wire.  The  apparatus  for 
this  is  shewn  in  Fig.  3. 


•tgM. 


J 
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The  diagram  is  drawn  upon  a  vertical  plate  (E)  [attached 
to  a  carriage  (F)]  by  a  pen  (G)  actuated  by  a  clip  (H)  on  the 
wire  under  test. 

The  carriage  (F)  is  connected  by  a  steel  wire  to  the  same 
segment  (C,  Fig.  1)  as  the  flexible  steel  strip  and,  upon  the  appli- 
cation of  the  load,  moves  towards  the  cylinder  at  the  same  rate. 
There  is,  therefore,  no  relative  movement  between  the  carriage 
and  the  specimen  grips  at  the  pendulum  end  of  the  testing  ma- 
chine, and  the  horizontal  component  of  any  diagram  drawn  on 
the  vertical  plate  represents  the  extension  of  the  specimen. 

The  vertical  plate  moves  down  an  inclined  plane  (J),  at 
an  angle  of  45°  to  the  horizontal,  and  the  vertical  component 
of  the  diagram  is,  therefore,  equal  to  the  horizontal  movement 
of  the  carriage,  which  is  proportional  to  the  load.  The  dia- 
gram is  thus  a  load-extension  diagram. 
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In  these  experiments,  the  following  points  of  interest  were 
noted,  (a)  Very  small  '* kinks'',  invariably  present  in  the 
wire  when  used  in  long  lengths,  have  a  large  effect  on  the 
breaking  load  and  total  elongation.  The  former  may  be  7%  low 
and  the  latter  30%  low  in  a  wire  containing  a  kink  which 
would  be  considered  inappreciable  for  practical  use.  (b)  The 
temperature  of  testing  is  also  important,  it  often  depending 
upon  whether  the  tests  are  conducted  on  a  cold  or  hot  day  as 
to  whether  the  wire  passes  or  fails  to  reach  the  specified 
standard. 

Between  20°  C.  and  60*^  C,  a  rise  of  1°  C.  corresponds  to  a 
decrease  of  0.1%  of  the  breaking  load  and  an  increase  of  0.3% 
in  the  total  extension  at  15°  C.     (Table  I). 

(c)  Due  to  straightening  out  the  wire  after  it  has  been 
in  the  coil,  the  *' apparent'*  modulus  of  elasticity  obtained  by 
the  first  loading  of  a  long  length  of  wire  is  much  lower  than 
the  actual  modulus.  The  modulus  also  alters  with  the  tem- 
perature (Table  I),  but  this  is  only  slight  with  the  tempera- 
tures met  with  under  climatic  conditions,  being  about  0.0012% 
decrease  for  1°  C.  rise  of  temperature^.  A  paper  by  Messrs.  P. 
C.  Lea,  D.  Sc,  and  0.  H.  Crowther,  M.  Sc.,'  from  which  Table 
n  is  prepared,  shews  that  at  higher  temperatures  the  rate  of 
decrease  of  the  modulus  increases  not  only  with  copper  alloys 
but  also  with  steel. 

FATIGUE  TESTING. 

In  British  engineering  research  laboratories,  during  the 
last  15  years,  considerable  attention  has  been  paid  to  the 
behaviour  of  materials  under  the  action  of  fatigue.  It  has 
been  found  that  in  the  ordinary  Wohler  test,  by  means  of  a 

*  A  paper  by  H.  Walker  on  *  *  Variation  of  Young  *8  Modulus  Under  an 
Electric  Current",  published  in  Proceedings  of  R.  S.  Edinburgh,  No.  27, 
1907,  in  which  the  temperature  was  raised  by  an  electric  current  and  shews 
the  same  decrease  in  the  modulus  with  rise  of  temperature  at  temperatures 
below  100**  C. 

* '  *  The  Change  of  the  Modulus  of  Elasticity  and  Other  Properties  of 
Metals  with  Temperature",  by  Prof.  F.  C.  Lea,  D.  Sc,  and  O.  H.  Crowther, 
M.  Sc.,  read  before  Section  G  of  the  British  Association  in  America.  Pub- 
lished in  Engineering,  October  16,  1914,  page  487. 
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rotating  loaded  cantilever,  it  is  possible  to  increase  the  speed 
of  rotation  up  to  3,000  revolutions  a  minute  without  affecting 
the  limiting  resistance;  so  that  the  prediction  of  the  safe  range 
of  stress  in  any  material  is  no  longer  the  tedious  affair  that  it 
was  previously. 

Experiments,  by  electrical  methods,  up  to  rates  of  alterna- 
tion of  7,000  a  minute  have  been  made  by  Kapp*  and  Hopkin- 
son',  but  it  appears  that  at  these  high  speeds  the  results  ob- 
tained are  not  of  value  for  the  purposes  of  the  design  of  rela- 
tively slow  moving  parts  of  machinery.  As  regards  the  con- 
nection between  the  limiting  ranges  of  stress  for  materials 
under  alternating  stress  and  the  ranges  of  the  elastic  limits, 
in  the  investigation  of  which  Bauschinger  made  his  well  known 
researches,  Mr.  Bairstow,  in  an  important  paper*,  has  made 
experiments,  the  results  of  which  constitute  the  first  strong 
experimental  support  of  Bauschinger 's  hypotheses  that  the 
range  of  stress  between  the  superior  and  inferior  elastic  limits 
in  iron  and  steel  is  the  same  in  magnitude  as  the  maximum 
range  of  stress  which  can  be  repeated  without  limit  in  a  speci- 
men of  the  same  material  without  causing  fracture.  In  the 
testing  machine  used  by  Mr.  Bairstow  for  the  purpose  of  the 
experiments,  cyclical  variations  of  direct  stress  were  automati- 
cally produced  at  the  rate  of  2  per  minute  in  such  a  manner 
that  the  extensometer  used,  which  was  of  the  Martens  mirror 
type,  was  fixed  to  the  specimen  throughout  the  whole  of  the 
fatigue  test,  and  in  this  way  the  whole  history  of  the  progress 
of  fatigue  was  observed. 

When  the  limits  of  stress  were  tension  and  compression  of 
equal  values  it  was  found  that,  when  the  range  of  stress  was 
above  a  definite  value,  the  stress-deformation  curve  formed  a 
closed  loop,  which  was  called  the  hysteresis  loop,  consisting  of 
two  parallel  straight  lines,  corresponding  to  the  variation  of 

^''Alternate  Stress  Machine'',  by  G.  Kapp,  Zeits.  Yereines  Deutscher 
Ing.,  Aug.  26,  1911. 

»'*High-Speed  Fatigue  Tester",  by  B.  Hopkinson,  Proc.  B.  S.,  A.  86, 
1912. 

* '  *  Elastic  Limits  of  Iron  and  Steel  Under  Cyclical  Variations  of 
Stress ' ',  by  L.  Bairstow,  A.  B.  C.  Sc.,  Phil.  Trans.  B.  S.,  London,  Series  A, 
Vol.  210. 

B.  S.  =  Boyal  Society. 
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stress  from  the  limits  of  stress  towards  the  mean  stress,  and 
two  cnrTed  portions,  corresponding  to  Tariations  of  stress  from 
the  mean  value  to  the  extreme  values  (Fig.  4).  The  width 
of  this  loop,  which  was  the  permanent  ''set"  of  the  specimen 
per  cycle,  increased  as  the  range  of  stress  increased,  but  for  a 
definite  range  of  stress  tended  to  a  limit  which  was  not  greatly 
exceeded  by  subsequent  repetitions  of  loading,  even  when  this 
was  the  range  at  which  fracture  under  fatigue  eventually  took 
place.  Under  these  conditions  of  stress,  the  mean  length  of  the 
specimen  remained  constant. 
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Fig.  4.     A  Typical  Hy-iteresls  Loop. 


When  the  limits  of  stress  were  unequal  the  hysteresis  loop 
was  formed  as  before  but  was  not  closed,  owing  to  the  fact 
that  the  mean  length  of  the  specimen  gradually  changed  be- 
cause of  the  continued  repetition  of  the  same  cycle  of  stress, 
i.  e.,  the  change  of  mean  length  of  the  specimen  per  cycle  was 
the  amount  by  which  the  hysteresis  loop  was  enclosed.  The 
amount  of  the  permanent  extension  during  the  earlier  stages 
of  the  breakdown  becomes  considerable  as  the  superior  limit 
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of  stress  approaches  the  static  yield  point,  and  if  its  value, 
after  the  first  considerable  stretch  has  occurred,  be  plotted 
against  the  corresponding  values  of  the  superior  limit,  it  will 
be  found  that  the  curves  will  gradually  come  into  coincidence 
with  the  ordinary  static  * 'force-elongation "  curve  at  the 
*' yield  point".    This  is  shewn  in  Fig.  5. 
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Fig.  5.    Load  Eztensloii  Diagram  for  Repeated  Applications  of  the  Bange  of  Stress. 

As  Mr.  Bairstow's  method  of  determining  the  readings  of 
the  mirror  extensometer  is  somewhat  novel  and  has  not  been 
previously  described,  particulars  of  it  are  given  in  Appendix  I. 

The  principal  conclusions  arrived  at  by  Mr.  Bairstow  may 
be  summarised  thus  : 

(a)  The  ''natural  elastic  range"  is  the  value  to  be  used 
in  design,  and,  with  equal  compressive  and  tensile  stresses,  this 
value  is  identical  with  the  "Wohler  safe  range". 
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(b)  The  natural  elastic  range  depends  upon  (1)  The 
material  and,  (2)  the  lower  limit  of  stress.  The  elastic  range 
when  the  lower  limit  is  0  is  less  than  that  with  equal  tensile 
and  compressive  stresses  (about  15%  with  axle  steel  and  6% 
with  Bessemer  steel) . 

(c)  If  a  stress-extension  curve  is  plotted,  the  extension 
being  the  value  of  the  permanent  extension  reached  after  re- 
peated alternations,  it  assumes  the  form  found  with  hard  drawn 
copper  wire,  which  has  no  yield  point  but  corresponds  with 
the  curve  of  Fig.  5  produced  back  to  the  '* natural"  elastic 
limit. 

(d)  Recovery  due  to  stoppage  of  the  alternations  of 
stress  is  appreciable,  being  somewhat  rapid  for  some  materials. 
Recovery  reduces  the  permanent  extension  at  a  given  load 
and  can  be  greatly  accelerated  by  immersing  in  boiling  water 
for  a  few  minutes,  as  suggested  by  Muir.'' 

Some  interesting  examples  of  the  results  of  recent  fatigue 
tests  made  at  the  National  Physical  Laboratory  are  given  in 
Table  III  and  shew: 

(a)  Two  aluminum  alloys  (Nos.  6  and  8)  with  the  break- 
ing strength  of  mild  steel,  but  with  a  natural  elastic  range  of 
half  that  of  the  steel. 

(b)  The  effect  a  patent  treatment  may  have  on  steel  (Nos. 
4  and  5) ;  the  breaking  strength  being  reduced  only  3%%, 
while  the  ** natural'*  elastic  range  is  reduced  by  47%.  Com- 
parison between  these  figures  is  not  quite  fair,  as  the  tensile 
specimen  was  solid  and  1.4  cm.  dia.,  while  the  fatigue  speci- 
men was  a  tube  0.11  cm.  thick.  The  treatment  is  only  for  the 
surface  and  is  used  for  thin  plates ;  the  fatigue  test  under  these 
conditions  gives  the  true  percentage  of  reduction  of  strength 
with  repeated  loading  due  to  the  treatment,  while  the  tensile 
test  still  represents,  largely,  the  untreated  material. 

Two  of  the  principal  objections  to  the  commercial  adoption 
of  the  fatigue  test  are : 

(1)  Its  cost.  Most  machines  require  from  4  to  6  test 
pieces  in  order  to  find  the  ''elastic  range",  and  some  of  these 


'  *  *  The   Orerstraining    of    Iron    by    Tension    and    Compression ' ',   by 
James  Muir,  D.  Sc,  M.  A.,  Royal  Society  Proceedings,  Vol.  77,  pages  277- 
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have  to  be  subjected  to  a  considerable  number  of  reversals  of 
stress. 

(2)  The  apparent  variation  in  the  endurance  strength  of 
test  pieces  cut  from  the  same  bar. 

A  recent  report  by  Mr.  C.  E.  Stromeyer  ®  proposes  a  method 
of  determining  the  elastic  range  on  one  specimen  which  can 
be  carried  out  in  one  or  two  hours.  He  finds  that  when  the 
natural  elastic  range  is  reached  there  is  a  sharp  rise  in  the  tem- 
perature of  the  test  piece,  and  by  gradually  increasing  the 
range  he  fixes  this  point.  The  test  piece  is  surrounded  by  a 
loosely  fitting  India-rubber  sleeve  and  through  this  a  stream 
of  water  is  passed.  The  temperature  of  the  water  before  and 
after  reaching  the  specimen  is  observed,  and  when  a  diflference 
of  0.01°  C.  is  noticed  the  elastic  range  is  assumed  to  have  been 
reached.  It  seems,  however,  as  if  Mr.  Stromeyer  determined 
the  range  by  the  accuracy  with  which  his  thermometers  could 
be  read  (which  is  not  necessarily  the  accuracy  of  the  experi- 
ments) and  before  accepting  the  method  independent  evidence 
is  required. 

There  is  evidence  that  commercially  there  is  an  increasing 
demand  for  the  alternating  fatigue  test.  Several  types  of  ma- 
chine are  in  use  (Appendix  2),  but  the  rotating  beam  or  canti- 
lerver  (Wohler)  type  seems  to  be  generally  preferred,  and  the 
Author  has  obtained  reliable  results  from  machines  of  this 
type,  using  hollow  specimens  and  2,200  alternations  per  minute. 

COMBINED  STRESS  TESTS. 

The  stresses  so  far  dealt  with  in  this  report  have  been 
simple  stresses,  but  the  great  majority  of  cases  met  with  in 
practice  consists  of  varied  combinations  of  stress  with  or  with- 
out shock.  In  some  of  the  machines  for  testing  materials  in 
alternating  simple  tension  and  compression,  errors  in  the  re- 
sults are  attributed  to  superimposed  stresses,  which  are  pres- 
ent owing  to  the  design  or  workmanship  of  the  machine,  such  as 
the  thrust  or  pull  not  being  axial  and  causing  an  additional 

*  Manchester  Steam  Users  Association.  Memorandum  by  the  Chief 
Engineer,  for  the  year  1913. 
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torque  or  bending  moment  on  the  specimen  or  a  vibration  of 
the  machine  or  test  piece. 

Recently,  the  failure  of  a  series  of  petrol  engine  shafts 
has  been  brought  to  the  notice  of  the  Author.  These  shafts 
have  been  designed  for  combined  bending  and  torsion  accord- 
ing to  present  practice,  but  neither  the  static  tensile  tests  or 
impact  tests  (Table  IV)  shew  adequate  cause  for  failure.  All 
the  failures  have  fatigue  fractures  and  the  material  has  evi- 
dently failed  under  combined  stress  in  fatigue.  Gases  like  this 
are  numerous  and  shew  the  demand  for  more  information  upon 
the  question  of  combined  stress  in  fatigue. 

Practically  all  the  available  information  is  confined  to 
combined  stress  under  ** non-repeated"  loading  conditions,  and 
even  research  on  this  point  is  still  in  its  infancy. 

Three  theories  have  been  proposed  to  explain  how  a  duc- 
tive  material  fails  under  any  system  of  stresses,  viz.  : 

(1).     Greatest  stress  theory. 

The  material  yields  when  one  of  the  principal  stresses 
reaches  a  certain  amount.  (The  stress  determined  by  a  simple 
tension  experiment.) 

(2) .     Greatest  strain  theory. 

The  material  yields  when  the  maximum  strain  reaches  a 
certain  amount.     (The  yield-point  strain  in  simple  tension.) 

(3).     Greatest  shearing  stress  theory. 

The  condition  for  initial  yielding  of  a  uniform  ductile 
material  is  supposed  to  correspond  to  the  existence  of  a  specific 
shearing  stress,  the  intermediate  principal  stress  being  without 
effect. 

The  latter  theory  was  propounded  in  1900  by  J.  J.  Guest  • 
and  has  received  a  great  deal  of  support.  This  theory,  now 
known  as  '* Guest's  Law",  has  been  approximately  verified  by 
W.  Scoble  in  1906  ^^  and  W.  Mason  in  1909."    The  yield  stress 

*J.  J.  Guest  on  "Strength  of  Ductile  Materials  Under  Combined 
Stress",  Proceedings  of  the  Physical  Society,  Vol.  XVII,  1899-1901, 
page  202. 

'•Walter  Scoble  on  ** Strength  and  Behaviour  of  Ductile  Materials 
Under  Combined  Stress",  Phil.  Mag.,  Dec,  1906,  Vol.  XII,  page  533. 

"^W.  Mason  on  "Mild  Steel  Tubes  in  Compression  and  Under  Com- 
bined Stress",  Proceedings  I.  M.  E.,  4,  1909. 
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was  taken  as  the  point  of  failure,  this  being  no  doubt  due  to 
the  method  of  testing,  which  did  not  allow  of  the  tests  being 
continued  until  failure. 

The  most  important  case,  in  practice,  of  combined  stresses, 
with  ductile  materials,  is  that  of  bending  and  twisting.  For 
this  it  is  usual  to  design  for  an  equivalent  bending  moment  or 
equivalent  twisting  moment. 

Under  the  three  theories  we  have : 

Equiv.  bending  moment.  =  %  ( M+  VM^-\-T^)  (Greatest  stress  theory). 

=  %M-\-%Vm^-\-T^  (Greatest  strain  theory). 
=  Vm^-\-T^  (Greatest  shearing  stress  theory). 

The  two  former  give  sizes  which  are  too  small. 

Guest  in  conclusion  says:  *'The  specific  shearing  stress 
is  better  determined  by  taking  one  half  of  the  tensional  yield- 
point  stress  than  from  the  results  of  torsional  experiments  in 
which  the  sharpness  of  the  yield-point  is  masked". 

IMPACT  TESTING. 

Mr.  Hatt,  in  1904  (91)*,  as  a  result  of  some  experiments  in 
dynamic  tension,  came  to  the  conclusion  that  for  steels  there 
is  little  difference  in  the  total  elongation  and  the  unit  work  in 
fracture,  whether  the  fracture  is  brought  about  in  ten  minutes 
or  1/100  of  a  second. 

Messrs.  Stanton  and  Bairstow  (168),  in  1908,  and  Delik- 
how  (43),  in  1909  (using  a  drop-hammer  type  of  impact  ma- 
chine), have  also  shewn  that  the  tensile  impact  test  (i.  e.,  dynamic 
tensile  test)  gives  numerical  values  which  agree  with  the  re- 
sults of  the  static  tensile  test.  The  Author  recently  (with  a 
pendulum  impact  machine)  on  steel  and  aluminum  alloys  ob- 
tained further  confirmatory  evidence.  All  these  tests  shew 
that  the  dynamic  tensile  test  can  take  the  place  of  the  static 
tensile  test,  with  the  exception  of  the  determination  of  the 
primitive  elastic  limit,  which,  as  is  well  known,  is  an  arbitrary 
limit  depending  on  the  mechanical  work  put  into  the  material. 
Not  only  is  there  little  difference  in  the  total  extension  and 
contraction,  but  the  total  work  done  in  fracture  is  the  same, 

*  These  numhers  refer  to  the  Bibhography,  Appendix  III. 
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and  is  given  directly  as  the  result  of  the  test  without  any  labo- 
rious calculation  from  a  load  extension  diagram.  Another 
point,  important  in  some  cases,  is  that  the  testing  plant  re- 
quired is  considerably  cheaper  and  can  be  used  for  notched- 
bar  tests,  mentioned  in  the  following  paragraphs. 

In  1909,  Charpy  (33),  in  a  report  on  impact  tests  of  metals, 
shewed  that  a  static  tension  test  is  more  efficaciously  supple- 
mented by  a  notched-bar  bending  test  than  by  any  other  test, 
as  the  latter  test  gives  information  regarding  the  fragility  of 
the  material  which  other  tests  do  not  furnish.  Milton  (124), 
Sankey  (152),  and  other  experimenters  have  come  to  the  same 
conclusion.  Stanton  and  Bairstow  (168),  by  giving  repeated 
alternating  blows  of  a  tup  to  a  notched  specimen  (in  bending), 
came  to  the  conclusion  that  when  the  number  of  blows  to  break 
the  specimen  is  small,  the  relative  resistances  to  shock  are  in 
agreement  with  single-blow  bending  impact-tests,  but  when  the 
number  of  blows  is  considerable,  the  relative  resistances  are 
practically  reversed,  i.e.,  the  materials  which  are  weakest  under 
the  single-blow  test  become  the  strongest.  Also  under  the 
latter  conditions  the  resistance  is  proportional  to  f^/2E  where 
/  is  the  ** natural''  elastic  limit  and  E  is  the  modulus  of 
elasticity.  These  conclusions  agree  with  the  results  given  in 
Table  IV,  which  shews  that  the  resistance  to  single-blow  bend- 
ing impact  is  low  when  the  elastic  limit  is  high  and  vice  versa. 

Thus  it  is  evident  that  single-blow  bending  impact-tests 
on  notched  specimens  reveal  in  an  easy  and  unmistakable 
manner  the  power  of  resistance  of  materials  to  conditions 
which  the  static  tensile  test  does  not.  Mr.  Gharpy  (33)  has 
shewn  that  materials  which  give  good  results  with  this  impact 
test  stand  well  in  practice,  whereas,  the  same  class  of  materials 
giving  low  values  fail,  although  the  result  from  the  static  ten- 
sile test  in  both  cases  is  the  same. 

The  standardisation  of  the  notched-bar  impact  test  has 
received  serious  consideration  since  1906,  especially  by  the 
International  Association  of  Testing  Materials.  It  was  soon 
found  that  only  machines  employing  the  single-blow  method  of 
fracture  could  be  expected  to  furnish  comparable  results,  but 
the  law  of  similarity  between  specimens  of  different  sizes  has 
not  yet  been  established.    Special  experiments  are  being  under- 
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taken  in  order  to  determine  this  law  (196),  and,  in  the  meantime, 
two  types  of  specimens  have  been  provisionally  adopted,  viz: 

1.  30  X  30  X  160  mm.  specimen,  notched  to  depth  of  15 
mm.,  and  bottom  of  notch  cylindrical,  of  2  mm.  radius.  Dis- 
tance between  supports,  120  mm. 

2.  10  X  10  X  53.3  mm.  specimen,  notched  to  depth  of  5 
mm.,  and  bottom  of  notch  cylindrical,  of  2/3  mm.  radius.  Dis- 
tance between  supports,  40  mm. 

Both  Blount  (14)  and  Harbord  (88),  as  a  result  of  a  series 
of  impact  tests  on  notched  specimens  on  different  machines, 
concluded  that  duplicate  tests  on  the  same  material  shewed 
considerable  variation. 

Pr6mont  (63)  and  Delikhow  (43)  both  say  that  too  much 
attention  is  given  to  obtaining  a  large  size  of  specimen  which 
will  repeat  results,  as  these  do  not  always  expose  the  brittle- 
ness  with  the  same  rigour  as  small  specimens. 

The  Author's  experience  has  been  that,  with  specially  se- 
lected materials,  the  results  from  impact  tests  shew  but  little 
variation  and  that  variation  in  the  results  is  due  to  differences 
in  the  material  under  test.  A  brittle  material  or  brittle  places 
in  a  material  can  easily  be  identified. 

HARDNESS  AND  ABRASION  TESTING. 

Hardness  can  be  considered  from  two  different  stand- 
points, viz,  as  resistance  to  abrasion  or  resistance  to  indenta- 
tion. Some  experimenters  consider  it  from  both  aspects,  but 
most  of  them  from  only  one  point  of  view.  The  following  defi- 
nitions have  been  published : 

A.  Hardness  is  the  resistance  to  indentation.     [Ballentine  (8)*  and 

Turner  (180).] 
Hardness  is  the  resistance  offered  by  a  solid  substance  to  the  entry 
of  another  substance  into  it.     [Wahlberg  (184).] 

B.  (1).    Hardness  is  the  property  whereby  a  body  is  enabled  to  blunt 

or  wear  away  the  edge  of  a  tool  used  upon  it.    [Turner  (177).] 
(2).    Hardness  is  the  resistance  offered  by  a  smooth  surface  to 
abrasion, — Dana's  definition.     [Brynton  (20).] 


*  These  numbers  refer  to  Bibliography,  Appendix  lY. 
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Instruments  have  been  designed  and  used  to  determine 
the  hardness  of  materials  as  suggested  by  each  of  the  above 
definitions. 

A.  The  indentation  method  has  been  applied  in  three 
ways: 

(1).    The  material  tested  with  itself. 

B^aumur,  in  1722,  (1^2)  pressed  together  two  right  angled  pieces  of 
the  material.    The  depth  of  indentation  formed  a  measure  of  the  hardness. 

Foeppl,  [see  Wahlberg  (184)]  placed  two  cylinders  of  the  material 
with  their  axes  at  right  angles  and  pressed  them  together.  The  hardness 
was  equal  to  the  pressure  per  unit  of  flattened  surface. 

(2).  The  material  tested  by  pressing  (statically)  a  harder 
material  into  the  material  under  test. 

Ordnance  Dept.,  TJ.  8.  A.  (126),  Hardness  =  Vol.  of  indent  produced 
by  pyramidal  point  under  given  load. 

Calvert  and  p^ohnson  (23),  H  =  Weight  indenting  a  truncated  cone  into 
material  to  a  given  depth  in  a  given  time. 

Hertz  (56). 

Middleherg  (117).    A  knife  edge  used  as  indenting  tool. 

Auerbach  (5). 

Kirsch  (75).  H  =  Weight  indenting  a  cylindrical  plunger  into  ma- 
terial, x>6rmanently  to  a  given  depth. 

Unwin  (183).     Square  bar  indenting  tool. 

Brinell  (17  and  18).    Ball  as  indenting  tool. 

Ludwig  (94  and  95).    Gone  as  indenting  tool. 

(3).  Indentation  produced  by  Impact.  Ballentine  (8), 
BrineU  (18),  Kerner  (74),  Martel  (100),  GuiUery  (206),  and 
Shore  (162) ;  the  latter  measuring  the  height  of  rebound. 

It  has  been  shewn  by  numerous  observers  (Ast,  Breuil, 
Brinell,  Charpy,  Dillner,  Kurth,  Le  Chatelier,  Leon,  etc.)  that 
the  indentation  method  is  really  a  strength  test;  the  hardness 
number  given  by  it  being  proportional  to  the  tensile  strength. 
It  is,  therefore,  a  simple  means  of  comparing  tensile  strengths, 
provided  the  material  is  homogeneous. 

Each  method  employed  has  its  limitations : 
(a)     The  Shore  scleroscope  results  are  aflPected  by  the  shape  of 
the  small  hammer. 


590  TESTING  OP  MATERIALS 

(b)     The  Ludwig  cone  test  is  not  suited  for  very  hard  ma- 
terials. 

(-c)     The  Brinell  test  gives  results  varying  with  the  size  of 
ball,  load,  etc. 
For  indentation  hardness  tests,  the  Author  uses  (a)  and 

(c),  modifying  the  Brinell  number,  as  suggested  by  Benedicks 

(12),  in  order  to,  as  far  as  possible,  overcome  the  size  of  ball 

and  load  difficulty. 

^  .     11  *^     ^         ,..  Load 

Bnnell  Hardness  No.=  rr 


Spherical  area  of  indentation 


Benedicks  Hardness  No.=  gpherical  are^of  indentation  X^^R«»i"« oi ball. 
(All  measurements  in  kg.  and  mm.  units.) 

The  method  suggested  by  Moore  (119)  as  a  result  of  Mey- 
ers (111  and  112)  conclusions,  viz,  that  **the  Hardness  Num- 
ber with  the  ball  test  should  be  the  mean  pressure  per  unit 
area  when  the  diameter  of  the  impression  is  half  the  diameter 
of  the  ball",  is  a  satisfactory  method  of  overcoming  the  ball 
test  difficulty  but  it  is  too  complicated  to  apply  in  ordinary 
works  practice  as  it  needs  two  impressions  with  the  same  ball 
and  different  loads. 

B.     The  abrasion  method  has  been  applied  in  3  ways: 

(1)  As  a  scratch  test;  usually  the  load  on  a  diamond  of 
given  angle  to  produce  a  scratch  or  a  scratch  of  standard 
width.  As  exponents  of  this  method  we  have  Reaumur,  1722, 
(142) ;  Mohs,  1822,  (118) ;  Seebeck,  1833,  (159) ;  Turner,  1886, 
(177) ;  Martens,  1888,  (102) ;  Parsons,  1910,  (131) ;  and  Cohen 
(26). 

(2)  By  grooving  or  drilling  with  a  hard  steel  tool  or  dia- 
mond. Used  by  Bottone,  1873,  (14) ;  Plaff,  1883,  (134)  ;Hauss- 
ner,  1892,  (53) ;  Jagger,  1897,  (67) ;  Keep,  1900,  (69). 

(3)  By  wearing  away  with  or  without  an  abrasive. 

(a)     Pure  abrasion,  such  as  grinding  on  an  emery  wheel  or 
rubbing  with  an  abrasive  powder. 

Jannetaz  and  Goldberg,  1895,   (65) ;  Behrens,  1895» 
(10) ;  Rosiwall,  1896,  (154) ;  Robin,  1910,  (151) ;  Stouffh- 
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(b) 


ton  and  Macgregor,  1911,  (173);  Page,  1913,  (130); 
Stanton  and  Batson,  1913,  (170) ;  Gary,  1904,  (40) ;  and 
Warren,  1911,  (186)  who  used  a  sand  blast. 
Lnbricated  sliding  friction.  The  metal  subjected  to  wear 
by  contact  with  a  moving  metal  surface  well  lubricated. 
This  method  was  used  by  Derihon  (205). 


fiard^  Sfeel  rolier  /!A) 


Hard  Si-eel  roiiers 
dr/yen  b^  raUer  A  fhroafh  thC 

Fig.  6.    Method  of  Making  AIntmIoii  Testa. 


(C).  Dry  friction.  Used  by  Saniter,  1908,  (157  and  158) 
and  Stanton,  1908,  (169). 

It  has  been  found  by  Greaves  (44)  and  Turner  (177)  that 
the  scratch  method  and  the  drill  method  agree  very  well  with 
the  indentation  method,  but  experimenters  on  the  wearing  away 
test  do  not  find  the  same  agreement.    They  fijid  that  some  ma- 
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terials  which  give  a  low  value  from  the  indentation  method  have 
a  high  value  in  the  wear  method,  and  their  results  agree  with 
practical  experience  of  these  materials  under  wear  [Saniter 
(158),Devries  (29)  ]. 

Some  dry  rolling  abrasion  experiments  were  recently  made 
by  the  Author  on  Stanton's  machine  (169),  in  which  the  test 
piece  is  placed  between  three  hardened  tapered  rollers  mounted 
at  120°,  as  illustrated  in  Pig.  6.  The  top  roller  is  driven  by  a 
motor  through  a  flexible  coupling,  while  the  under  rollers  are 
mounted  on  friction  rollers.  The  results  on  a  series  of  rail- 
steels,  together  with  the  ball  test  results,  are  given  in  Table  V. 
These,  together  with  the  results  of  other  experiments,  shew 
that  a  wear  test  is  quite  distinct  from  the  indentation  test  and 
gives  results  which  are  of  practical  importance. 

The  Author  desires  to  express  his  thanks  to  Dr.  Stanton, 
F.  R.  S.,  M.  Inst.  C.  E.,  and  Mr.  Leonard  Bairstow,  A.  R.  C.  Sc. 
for  valuable  assistance  in  the  preparation  of  the  paper. 
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APPENDIX  I. 

MEASUBING  AEBANGEMENT   FOB  MIBBOB  EXTEN80METEBS. 

This  is  shown  diagrammatically  in  Fig.  7.  The  telescope 
(T)  is  attached  to  a  support  (S).  Immediately  nnder  the  tele- 
scope, and  attached  to  the  same  support,  is  a  platform  (P)i 
whose  height  from  the  ground  can  be  quickly  adjusted.  It 
can  be  locked  in  any  position  by  a  knurled-headed  screw  (A). 
The  telescope  attachment  is  kept  in  contact  with  the  platform 
by  means  of  a  spring  (B),  and  their  relative  position  in  a  hori- 
zontal plane  can  be  accurately  adjusted  by  means  of  the  piv- 
oted nut  and  screw  (C). 

The  platform  carries  an  illuminated  scale  (D),  two  fixed 
mirrors  (M^  &  M,),  and  two  mirrors  (N^  &  N,)  pivoted  verti- 
cally so  that  their  position  can  be  altered  by  means  of  a  screw 
and  spring  (E). 

The  illuminated  scale  is  reflected  from  one  of  the  "Mar- 
tens** rotating  mirrors  on  to  the  pivoted  mirror  N^,  and  the 
angle  of  this  is  adjusted  to  bring  the  reflection  into  the  telescope 
by  means  of  the  fixed  mirror  Mj.  The  other  "Martens"  mirror 
is  made  to  reflect  the  illuminated  scale  on  to  the  pivoted  mirror 
N2,  and  this  is  adjusted  to  bring  the  reflection  into  the  same 
telescope.  The  diflPerence  between  the  lengths  of  the  two  rays 
is  so  small  that  the  telescope  can,  at  the  same  time,  focus  the 
scales  reflected  by  each  of  the  Martens  rotating  mirrors.  The 
mirrors  reflect  "ghosts'*,  and  these  are  cut  out  by  inserting  a 
mask  (Pig.  8)  in  the  eye  piece  of  the  telescope  and  by  having 
adjustable  brass  strips  (R.  Fig.  7)  fixed  in  between  the  mirrors 
on  the  platform  and  the  extensometer. 

The  mirrors  used  must  be  absolutely  flat  and  great  care 
should  be  taken  to  see  that  they  are  not  distorted  when  they 
are  clamped  in  position. 
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rassMre^ 


sat  ^ 


Fig.  S.    Mwk  In  Eya-placa  af  Talasoopa  of  U«aniHils  AppaiaUa  foi  lOnK 
ExMnsomatvT. 
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APPENDIX  n. 

Blachines  Used  for  Testing  Materials  Under  Alternating  Simple 

Stresses. 

A — ^Rotating  Specimen  Machines. 

AU  aecoants  marked  *  give  a  description  of  the  machines  used. 

I  Botating  Bar  or  Wdhler  Type,  for  Bepoated  Bending  in  Opposite 

Directions. 

1  Wohler,  1871*,  Unwinds  "Materials  of  Construction".    Specimen  was 

a  rotating  cantilever  loaded  at  the  end  by  a  spring  balance  (20-25 
r.  p.  m.) 

2  Sondericker,  J.,  "Quarterly  Journal",  1892,  of  Massachusetts  Inst. 

of  Technology,  "Repeated  Stresses".     A  rotating  bar  having  a 
short  length  under  constant  bending  movement.     (350-500  r.  p.  m.) 

3  Stead  &  Bichards,  Journal  of  Iron  &  Steel  Inst.,  1903,  II.     Wdhler 

type. 

4  Dudley,  C.  B.,  1904,  Feb.,  1914,  Iron  &  Steel  Metallurgist,  "Alternate 

Bending  Stresses".    Wohler  type. 

5  Gardener,  J.  C,  "Effect  of  Stress  Reversal  on  Steel",  Journal  Iron 

&  Steel  Inst.,  1905.    Wohler  type. 

6  Rogers,  P.,  "Heat  Treatment  &  Fatigue  of  Steel",  Journal  of  Iron 

and  Steel  Inst.,  1905.    Wohler  type. 

7  Unwin,  W.  C,  1905,  "Expts.  on  Rotating  Bars  at  Different  Tempera- 

tures", Proc.  Inst.  Civ.  Eng.,  CLXVI.    Wohler  type. 

8  Howard,  J.  E.,*   "Alternate  Stress  Testing",  Engineering  Record, 

Sept.  22,  1906.    Sondericker  type  (500  r.  p.  m.). 

9  Eden,  E.  M.,  Rose  and  Cunningham,*  "The  Endurance  of  Metals", 

Proc.  Inst,  of  Mech.  Eng.,  1911-4,  pg.  839.     Sondericker  type  (250- 
1300  r.  p.  m.). 

10  Stanton  &  Pannell,*  "Experiments  of  Strength  and  Fatigue  Proper- 
ties of  Welded  Joints,"  Proc.  Inst.  Civil  Eng.,  1911,  Vol.  188. 
Wohler  type  (2200  r.  p.  m.). 

II  Boos,  J.   O.,*  "Some  Static  and  Dynamic  Endurance  Tests",  Int. 

Assoc.  Test'g  Materials,  Paper  V,  1912.     Wohler  type    (1200-2400 
r.  p.  m.). 

12  Stromeyer,  C.  E.,*  Manchester  Steam  Users  Assocn.,  Memo  by  Chief 
Eng.  for  Year  1913.  Wohler  type.  Fatigue  range  fixed  calorimetri- 
cally. 
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13  Marten,  A.,  "Fatigue  Bending  Tests".  Made  between  1892  and 
1912,  Science  Abstracts,  1914,  No.  1371.  Wohler  type.  Daring  the 
test  a  rough  estimate  was  made  of  the  rise  in  temp,  at  the  centre 
of  the  bar.  Considerable  heating — fracture  less  than  10*  reversals. 
Slight  heatings; — ^number  of  reversals  before  fracture  considerablj 
increased. 

2    Other  Types  of  Botating  Qpeclmea  MachlOAS. 

1  Stanton,  T.  E.,*  "New  Fatigue  Test  for  Steel",  Journal  Iron  and 
Steel  Inst.,  76,  1908.  Hollow  ring  of  rectangular  section  rotates 
between  three  hardened  rollers  STmmetrically  situated.  The  upper 
roller  being  loaded,  .3  cycles  per  rev.  of  specimen.  (2250  cycles  per 
minute.) 

B — ^Direct  Stress  Machines. 

1  Wohler,    1871,*    Unwin's   "Materials  of   Construction".     Bepeated 

tensions  obtained  on  a  fixed  vertical  specimen  by  means  of  a  sys- 
tem of  levers  worked  by  a  crank  and  connecting  rod. 

2  Bauschinger,  1886,  Unwin's  "Materials  of  Construction*'.     Similar 

to  Wohler 's  machine. 

3  Coker,  E.  G.,  1898,*  "Endurance  of  Steel  Bars  Subjected  to  Eepe- 

titions  of  Tensional  Stress,"  Proc.  Inst.  Civil  Eng.,  Vol.  135.  Wick- 
steed  type  of  testing  machine  loaded  up  from  0  in  tension.  E!x- 
tensions  measured  by  Kennedy  eztensometer.  (Bepeated  loadings 
by  hand.) 

4  Beynolds  &   Smith,*    "A   Throw   Testing   Machine   for   Beversak  of 

Stress,"  Phil.  Trans.,  A,  199,  1902.  Weight  supported  vertieally 
by  specimen  to  be  tested,  the  upper  part  of  which  receives  a  periodie 
motion  due  to  a  crank  and  connecting  rod — Inertia  of  weight  gives 
alternate  tension  and  compression.     (1300-2500  r.  p.  m.) 

5  Stanton  &  Bairstow,   1908,*   "Besistance   of   Iron  and  Steel  to  Re- 

versals of  Direct  Stress",  Proc.  Inst.  Civ.  Eng.,  CLXVI.  An  inertia 
machine  on  same  principle  as  Beynolds  &  Smith's,  except  that  it  is 
horizontal  instead  of  vertical.     (800  r.  p.  m.) 

6  Smith,  J.  H.,*   "Testing  Machines  for  Beversals  of  Stress",  Engi- 

neering, July  23,  1905.  Specimen  fixed  vertically  and  a  simple 
periodic  stress  applied  by  an  unbalanced  revolving  weight.  (1000 
r.  p.  m.) 

7  Bairstow,  L.,  "Elastic  Limits  of  Iron  and  Steel  Under  Cyclical  Vari- 

ations of  Stress,"  Phil.  Trans.  Boyal  Society,  A210,  1909.  Singie 
lever  testing  machine  arranged  for  alternate  tension  and  com- 
pression and  worked  automatically  (2  r.  p.  m.). 

8  Kapp,  G.,*  '  *  Alternating  Stress  Machine ' ',  Zelts.  Vereines  Deutscher 

Ing.,  Aug.  26,  1911.  Direct  tension  and  compression  by  pull  of 
electro-magnet  excited  by  an  alternating  current. 


I 


I 


I 
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9    Haigh,  B.  P.,*  ''Alternate  Load  Tests",  Engineering  Nov.  22,  1912. 
A  pulsating  pull  on  a  specimen  by  means  of  an  alternating  mag- 
netic flux  (3600  cycles  p.  m.). 
10    Hopkinson,  B.,»  "High  Speed  Fatigue  Tester",  Proc.  Eoy.  Soc.,  A86,. 
1912.    Similar  to  Kapp's  machine  (7000  cycles  per  min.). 

0 — Other  Machines. 

1  Alternate  Bending. 

1  Arnold,  J.  0.,*  **  Dangerous  Crystallisation  of  Mild  Steel  and  Wrought 

Iron",  Inst.  C.  E.  Proc.  Supplement,  1903.  To  detect  vibratory 
brittleness;  one  end  of  specimen  fixed  in  a  vice  and  the  free  end 
bent  to  and  fro  automatically  at  100  double  blows  per  minute. 

2  Sankey,  H.  B.,»  "Hand  Bending  Test",  Engineering,  Feb.  15,  1907. 

Specimen  bent  to  and  fro  in  a  machine  by  hand. 

3  Schuchart,  A.,*  "Besistance  of  Wire  to  Bepeated  Bending",  Stahl 

und  Eisen,  July  1,  1908.  Wire  gripped  in  curved  faced  jaws  and 
bent  backwards  and  forwards  into  contact  with  the  curved  faces. 

4  Stanton  &  Bairstow,*  Proc.  Inst,  of  Mechanical  Engrs.,  Nov.  20,  1908. 

Bepeated  alternate  bending  impact. 

5  Bondouard,  1910,*  "Breakdown  Tests  of  Metals",  Int.  Assoc,  for 

Testing  Materials,  1912.  Specimen  clamped  in  vice  and  free  end 
vibrated.  Vibrations  maintained  electro-magnetically,  oscillationa 
recorded  optically  and  photographically. 

6  Kommers,  J.  B.,*  "Bepeated  Stress  Testing",  Int.  Assoc,  for  Testing 

Materials,  1912.  To  and  fro  bending  by  oscillating  die.  (Landgraf. 
Turner  machine  similar  to  Arnold's.) 

2  Alternate  Torsion. 

1  Wohler,  1871,*  *  *  Machine  for  Bepetitions  of  Torsional  Stress ' ',  Unwin '» 

Materials  of  Construction.  A  lever  arrangement  worked  by  an  oscil- 
lating lever  and  connecting-rod. 

2  Hancock,  1906,  "Tests  of  Metals  in  Beverse  Torsion",  Phil.  Mag.,  No. 

12,  pp.  426-30.    Alternate  directions  of  twist  applied  slowly. 

3  Lilly,  W.  E.,  "A  New  Torsion  Testing  Machine",  Proc.  Inst.  C.  E.  of 

Ireland,  Nov.  2,  1910.    Worked  by  hand. 

4  Bitchie,   J.   B.,*    "Dissipation   of   Energy   in   Torsionally   Oscillating 

Wires",  Science  Abstracts,  1911,  No.  1310.  One  end  of  wire  fixed; 
repeated  application  of  a  twist  applied  to  the  other  end  by  an  oscil- 
lating pendulum  kept  in  a  uniform  range  of  oscillation  by  an  elec- 
trical arrangement. 

5  Stromeyer,  C.  E.,  1913,  Manchester  Steam  Users  Assocn.,  Memorandum 

by  Chief  Engineer,  for  the  year  1913.  For  torsion  fatigue  tests; 
stress  applied  by  inertia  of  oscillating  discs  driven  through  the  test 
piece.     (600  oscillations  per  minute.) 
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APPENDIX  m. 

Bibliography  on  Impact  Testing  and  Brittleness. 

1  Andrews^  T.,  "Effect  of  Temperature  on  the  Strength  of  Railway 

Axles",  Eng.  News,  Vol.  19,  1888,  pp.  112,  130;  Eng.  Rec.,  Vol.  32, 
1895,  p.  109. 

2  Arnold,  '* Brittleness  of  Mild  Steel'',  Prac.  Engr.,  Oct.  26,  1906. 

3  Ast,  W.,  "Tests  on  Notched  Bars'',  Report  of  Int.  Ass.  for  Test. 

Mat.,  1906,  pp.  75-92  J  Eng'g,  Nov.  9,  1906,  p.  638.  Employed  a 
Mohr  and  Federhaff  machine.  Energy  possessed  by  monkey  after 
breaking  measured  by  height  of  rebound.  Specimen  20  mm.  long  and 
10  mm.  dia.,  notched  by  milling  cutter  to  a  width  of  0.5  mm.  at  the 
deepest  point. 

4  Bade,  *  *  Experiments  on  Various  Cold  Tests ' ',  Comm.  M6th.  d  'Essais, 

Vol.  3,  pp.  311-358.  Results  of  tests  in  transverse  impact  on  punched 
bars. 

5  Barba,  "Expts.  on  Impact  in  Flexure",  Soc.  Ing.  Civ.  de  Fr.,  Apr.. 

1901,  pp.  563-575.    Impact  tests  on  notched  steel  bars. 

6  Barrillon,  "Self-recording  Rotating  Hammer  for  Notched-bar  Teats", 

R^un.  m.  fr.  et.  beiges,  June  5,  1908. 

7  Barrillon,  "Impact  Tests  Made  with  High  Velocity  on  Bars  of  Dif- 

ferent Sections",  R4un.  m.  fr.  et.  beiges,  Dec.  4,  1909. 

8  Baucke,  H.,  "Behaviour  of  Copper  Under  the  Impact  Bending  Tert 

on  Notched  Bars",  Proc.  Int.  Assn.  Test.  Mat.,  Vol.  2,  No.  9,  1912. 

9  Baumann,  "Impact  Tests",  ^eits.  des  Ver.  Deut.  Ing.,  Vol.  56,  pp. 

1311-1314.    Influence  of  the  breadth  of  specimen  for  impact  testing. 

10  Behrens,  H.,  "Das  Mikrosckopische  gefiige  der  Metalle  und  Legier- 

ungen",  p.  68. 

11  Berger,  "Resistance  of  Some  Natural  Rocks  to  Impact",  Mitt.  Wein., 

No.  4,  1894,  p.  46. 

12  Bernadon,  "Expts.  on  the  Properties  of  Steel  at  Very  Low  Tempera- 
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1900,  Vol.  1,  pp.  507-521.     New  type  of  impact  machine  described. 

93  Hatt  and  Turner,  "The  Purdue  University  Impact  Machine",' Proc. 

Am.  Soc.  for  Test.  Mat.,  Vol.  6,  1906,  p.  462;  Am.  Mach.,  Oct.  6, 
1906. 

94  Hatt  and  Marburg,  '  *  Report  of  Comm.  on  Present  State  of  Knowledge 

Concerning  Impact  Tests ' ',  Am.  Sect.  Int.  Ass.  Test.  Mat.,  Bull.  No, 
5,  Oct.,  1899. 
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Shocks",  Trans.  Am.  Inst.  Mining  Eng.,  Vol.  8,  1880,  pp.  76-78. 
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bending  and  in  dynamic  bending  are  not  in  any  uniform  relation. 
There  can  be  no  uniform  relation  between  the  static  tensile  test  and 
notched  bar  impact  test. 
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Int.  Ass.  Test.  Mat.,  No.  8,  April,  1912,  IV,  6.  A  small  test  pieee 
suggested. 
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160  Sears,  J.  E.,  "Some  Experiments  on  Impact",  Eng'g,  Apr.  30,  May  7, 
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TESTING  OF  MATERIALS  609 


APPENDIX  IV. 


Bibliography  on  Hardness  and  Abrasion  Testing. 
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et  beiges,  Ass.  Int.  Ess.  Mat.,  March  6,  1909. 

17  Brinell,  "Methods  of  Testing  Steel",  Communication  before  Int.  Ass. 

of  Test.  Mat.,  Paris,  1901,  Vol.  II,  p.  81. 
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Microsclerometer. 

21  BuUens,  D.  K.,  "Brinell  Hardness  Test",  Iron  Age,  Vol.  89,  pp.  7-10. 

Tests  on  steel  for  automobile  construction. 

22  Bureau  of  Engraving,  Washington,  XJ.  S.  A.,  Journ.  of  Franklin  Inst., 

Supplement,  Vol.  158,  pp.  2-4.  A  new  form  of  indentation  machine 
for  effecting  hardness  tests. 

23  Calvert  and  Johnson,  "The  Hardness  of  Metals  and  Alloys",  Philo- 

sophical Mag,,  4th  Series,  Vol.  XVII,  p.  114.  The  hardness  of 
alloys  determined  by  the  weight  which  caused  a  small  truncated  cone 
to  indent  the  alloy  to  a  depth  of  3%  mm.  in  half  an  hour. 

24  Le  Chatelier,  Revue  de  M^tallurgie,  m,  1906,  p.  689.    Gives  Benedick's 

formula  for  const,  hardness  number  with  ball  tests. 

''       £r  =  Hardness  No. 
P  =  Load  in  Kg. 


20000 


10     17000  +  P 


D  =  Dia.  of  Ball. 


25  Charpy,   "Hardness   Testing",  Brussels    (1906)    Congress,   Int.  Ass. 

Test.  Mat.    Constant  for  converting  hardness  No.  to  tensile  strength. 

26  Cohen,  Rosenbusch  Mikros.  Physiographic,  p.  258.     Abrasion  test  bv 

scratching  by  hand. 

27  Derihon.     Specimen  pressed  on  polishing  wheel   for   2,000,000  turns 

at  3200  R.  P.  M.    Hardness  given  by  loss  in  weight  or  reduction  in 
diameter. 

28  Devries,  R.  P.,  "A  Comparison  of  Five  Methods  of  Hardness  Measure- 

ment", Proc.  Am.  Soc.  for  Testing  Mat.,  Vol.  XI,  1911,  p.  707. 
(1)  Brinell  method.     (2)  Cone  test.     (3)  Shores  Sderoscope.    (4) 
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Bauer  method.  Cutting  hardness.  Bate  at  which  a  steel  drill  run- 
ning at  const,  speed  and  under  const,  pressure  drills  the  material. 
(5)  Ballantine's  method.  Results  obtained  by  this  method  were 
nearly  the  same  for  all  materials.^ 

29  Devries,  R.  P.,  "Hardness  Testing*',  (Discussion)  Proc.  Am.  Soc.  for 

Test.  Mat.,  Yol.  XI,  1911,  p.  743.  Manganese  steel  rails  give  great 
resist,  to  abrasion.  This  property  is  not  determined  by  Brinell  or 
Shore  methods. 

30  Devries,  B.  P.,  ''Hardness  Tests",  U.  8.  Bureau  of  Standards,  Tech- 

nologic Paper  No.  11. 

31  Dillner,  ^'Researches  Concerning  the  Relation  Between  Hardness  Num- 

bers and  Tensile  Strength'',  Report  on  Prob.  27,  Brussels  Int.  Con- 
gress, 1906  (Engineering,  Nov.  9,  1906,  p.  638). 

32  Dumas,  "Traits  de  Chimie  Appliqu^e  auz  Arts",  (Treatise  on  Chem- 

istry Applied  to  the  Arts)  Paris,  B6chet  Jeune,  1830,  t.  II,  p.  19. 

33  Exner,  "  Untersuchung  iiber  die  Harte  an  Krystallflachen ",   (Hard- 

ness of  Crystal  Surfaces)  Preisschaft,  Wein,  1873.  Drawing  the 
test  piece  under  a  point.    Hardness  =  wt.  on  the  point. 

34  Pay,  Th.  J.,  "Principle  of  the  Scleroscope  for  Measuring  Hardness", 

Automobile,  March  4,  1909. 

35  Frankenheim,  "De  Crystallorum  Cohoesione",  Inaugural  Dissertation, 

Breslau,  1829.    Hugueny  and  Auerbach's  methods. 

36  Franz,  "De  Lapidum  Duritate  Eamque   Mettindi   Nova   Methodo", 

Inaugural  Dissertation,  Bonn,  1850;  Poggendorf's  Annalen,  t. 
LXXX,  p.  37.    Hugueny 's  method. 

37  Fr^minville,   M.   de,   "Shore's   Hardness   Testing   Apparatus",   Rev. 

M6tall.,  June,  1908,  p.  329. 

38  Friesendorff,  P.,  Baumaterialienkunde,  Vol.  XI,  pp.  122-124.     Brinell 

test  considered  from  a  mathematical  standpoint  in  connection  with 
the  theory  of  elasticity. 

39  Gandillot,  Osmond  and  Pourcel,  "Rapport  sur  la  Terminologie  Tech- 

nique", (Report  on  Technical  Terminology)  Commission  des 
M^thodes  d'Essais  des  Mat^riauz  de  Construction"  (Section  A).  A 
section  on  hardness. 

40  Gary,   Prof.   M.,   Mitt,   aus   dem   kon.    Materialpriifungsamt,    Berlin, 

1904,  103.     Abrasion  by  sandblast  on  stones,  minerals  and  timber. 

41  Gessner,  A.,  "Tests  by  Means  of  the  Ludwik  Cone",  Z.  d.  ost.  I  u. 

A.  v.,  Nov.  15,  1907. 

41a  Gessner,  A.^  "The  Cone  Pressure  Test  for  Determining  the  Hardness 
of  Permanent  Way  Material",  Proc.  Int.  Ass.  Test.  Mat.,  No.  6, 
1909. 

42  Gluck,  "Apparat  zur  Bestimmung  der  Relativen  Harte  Verschiedener 

MetaUe",  (Apparatus  for  Determining  the  Relative  Hardness  of 
Various  Metals)  Wochenschrift  des  Osterr.  Ing.  u.  Arch.  Vereincs, 
1876,  t.  V,  p.  251. 
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43  Grard;  ''Investigations  on  the  Hardness  of  Steels",  B^un.  d.  m.  fr. 

et  belg.,  Ass.  Int.  Ess.  Mat.,  6me  Proc.  Verb.  1910.  Comparison 
between  hardness  and  specific  work  of  impact. 
43a  Grard,  G.,  ''Research  on  the  Hardness  of  Steels",  Proc.  Int.  Ass. 
Test.  Mat.,  No.  9,  Vol.  2.  Ball  method.  M  'mnts.  of  depth  and  dia. 
of  indentation.  Comparison  of  strength  and  hardness  no.,  and  time 
of  application  of  load. 

44  Greaves,  B.  H.,  "The  Physical  Interpretation  of  Hardness  as  Meas- 

ured by  Shore's  Seleroscope ",  Proc.  Inst.  Civil  Engineers,  1909-10, 
Paper  3879,  Vol.  CLXXXI.  Proof  that  scleroscope  measure  a  defi- 
nite physical  const,  of  the  material  tested.  Comparison  of  results 
obtained  by  the  Brinell,  Turner,  Shore  and  Martel  methods. 

45  Grailich  and  Pekarek,  "Das  Sclerometer,  ein  Apparat  zur  Genaueren 

Messung  der  Harte  der  Krystalle",  (The  Schlerometer,  an  Appara- 
tus for  Accurate  Measurement  of  the  Hardness  of  Crystals),  Sit- 
zungsler  d.  KK.  Akad.  Wien.,  Vol.  XIII,  1854.  Similar  test  to 
Exner.     (Contains  bibliography  of  earlier  papers). 

46  Grenet,  L.,  Comptes  Bendus,  1905,  pp.  155-157.     Investigation  of  the 

causes  of  hardening  in  quenched  steels. 

47  Grenet,  L.,  "The  Comparative  Method  of  Making  Brinell  Hardness 

Tests",  Bev.  de  M6tall.,  Dec.,  1908.,  p.  928.  Tests  nwide  with  the 
use  of  an  ordinary  vice  or  press. 

48  Grenet,  L.,  "Test  on  the  Hardness  of  a  Steel  at  the  Annealing  Tem- 

perature after  Hardening  and  Hammering",  Bev.  de  M6tall.,  Oct., 
1909. 

49  Guillet,  L.,  "Modem  Methods  of  Mechanical  Testing",  Revue  G^n. 

des  Sc.,  Aug.  15,  1907. 

50  Haler  and  Stuart,  Pr.  Engineer,  1913,  Vol.  47,  pp.  25-26.    Hardness 

tests  of  steel  and  methods  of  operation  of  the  scleroscope. 

51  Hanriot,  Comptes  Bendus,  1912,  Vol.  45,  pp.  713-716,  and  1502-1504. 

Brinell  method.     Hardness  increased  locally  as  a  result  of  the  test. 

52  Hartig,  "Der  Tragmodul  als  Maas  der  Harte",  (Load  Modulus  as  a 

Measure  of  Hardness)  Civil  Ingenieur,  Heft  5,  1891.  Kirsch  method. 

53  Haussner,   A.,   "Hobeln-und   Harte",    (Planing  and   Hardness)  Ost 

Zeitschrift  fiir  Berg  und  Hiittenwesen,  1892,  No.  32  and  33,  Vol 
XI,  pp.  379  and  397,  Aug.  6  and  13.  Hardness  defined  as  the 
resistance  to  planing  per  mm'  for  a  cutting  angle  of  90°. 

54  Haussner,  A.,  "Das  Hobeln  von  Metallen",  (The  Planing  of  Metob) 

Mitt,  des  K.  K.  tech  Gewerke-Museums  in  Wien,  Vol.  11,  p.  1^'' 
Heft  4,  5  and  6,  1892. 

55  Haiiy,  "Traits  de  Min6ralogie ",  (Treatise  on  Mineralogy)  2nd  £<!•> 

Vol.  1,  p.  136,  1822.    Hugueny's  method. 

56  Hertz,  "Ueber  die  Beriihterung  Fester  Elastischer ",  (On  the  Contact 

of  Solid  Elastic  Bodies  and  on  Hardness)  Verhandlunger  des  Ver. 
ziir  Beford.  des  Gewerbfleisses,  1882,  p.  449.  Static  pressure  test 
for  hardness. 
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57  Hertz-Ouerbach  Fdppl,  "Zeitschrift  d.  Osterr.  Ingeniear  u  Architekten 

Vereines,  1907,  N.  11  and  12. 

58  Hugueny,  ''Becherehes  Exp^r.  snr  la  Duret^   des  Corps'',  Gauthier 

Villars,  Paris,  1865. 

59  Huyghens,  ''Trait6  de  la  Lumidre",  (Treatise  on  Light)  Lejde,  van 

der  Aa,  1690.    Hugueny's  method. 

60  India  State  Bly.,  Laboratory;  Ingenierio  Ferrovia,  Vol.  7,  No.  12; 

Rev.  de  M^t.  (Extraita),  Vol.  8,  pp.  719-720.  Method  of  applying 
hardness  test. 

61  Isaacs,  J.  D.,  ''Wear  and  Breaking  of  Steel  Bails",  B.  B.  Age  Gaz., 

Nov.  13,  1908. 

62  Jaggar,  **A  Microsclerometer'',  Am.  Jour.  Sci.,  1897,  Vol.  IV,  p.  399. 

Botation  of  a  diamond  pt.  under  const,  pressure  and  uniform  rate 
of  rotation.  Hardness  =  no.  of  rotations  of  the  point  to  reach 
a  uniform  depth. 

63  Janka,  C,  *'Die  Hiirte  des  Holzes",  (The  Hardness  of  Wood)   Mit- 

teilungen  der  KK.  Forstlichen  Versuchsanstalt  in  Mariabrunn. 
Wien,  1906.    Brinell  test  on  wood. 

64  Jarolimek,  Ding.  P.  Journal,  1885,  255,  pp.  2  and  59.    Used  a  spiral 

steel  spring  and  observed  the  influence  of  a  given  weight.  (Hardness 
varying  from  0  to  10.) 

65  Jannettaz  and  Goldberg,  Assoc,  fran^.  p.  I'Avanc.  d.  Sc.,  Aug.  9,  1895. 

Abrasion  found  by  comparative  loss  on  grinding. 

66  Jones,  Gavin,  Engineer,  LXII,  p.  426.     On  abrasion  by  emery  wheel. 

67  Keep,  W.  J.,  Keep's  "Tests  for  Foundry  Iron",  S.  Stafford  Inst,  of 

Ir.  and  Steel  Works  Managers,  March  24,  1888l 
68-1   Keep,  W.  J.,  "Aluminium  on  Cast  Iron",  Trans.  Am.  Inst.  Mining 

Eng.,  Vol.  18,  p.  102,  1889-1890. 
68-2   Keep,  W.  J.,  "Phosphorus  on  Cast  Iron",  Trans.  Am.  Inst.  Mining 

Eng.,  Vol.  18,  p.  458. 
68-3  Keep,  W.  J.,  "Aluminium  and  Other  Metals  Compared",  Trans.  Am. 

Inst.  Mining  Eng.,  Vol.  18,  p.  798. 
68-4  Keep,  W.  J.,  ' '  Aluminium  on  Wrought  Iron  and  Steel  Casting ' ',  Trans. 

Am.  Inst.  Mining  Eng.,  VoL  18,  p.  835. 
68-5   Keep,  W.  J.,  "Silicon  on  Cast  Iron",  Trans.  Am.  Inst.  Mining  Eng., 

Vol.  17,  p.  683. 
68-6   Keep,  W.  J.,  "Manganese  on  Cast  Iron",  Trans.  Am.  Inst.  Mining 

Eng.,  Vol.  20,  p.  291. 

69  Keep,  W.  J.,  "Hardness  of  Iron",  Am.  Soc,  of  Mech.  Eng.;  Iron  Age, 

Dec.  13,  1900,  pp.  16-19;  (Abs.)  Journ.  Ir.  and  Steel  Inst.,  1901, 
Vol.  1,  p.  496.  Hardness  determined  by  drilling.  Sim.  to  Bauer's 
method  described  by  Devries. 

70  Kick,  "XJeber  die  Ziffermassige  Bestimmung  der  Harte,  und  iiber  den 

Fluss  sproder  Korper",  Zeitsehrift  d.  Osterr.  Ingenieur  u.  Archi- 
tekten Vereines,  1890,  p.  1,  Vol.  17,  Hardness  measured  by  resist- 
ance to  shearing.  Specimen  as  tightly  enclosed  as  possible  on  all 
sides. 
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71  Kick,  ''Ueber  Hartebestimmung ",  (On  Hardness  Measurement)  Yerh. 

d.  Yereines  zur  Beford.  des  Qew,,  Jan.  6,  1890. 

72  Elick,  Ueber  Hartebestimmungen ",  (On  Hardness  Measurement)  Z.  des 

0.  I.  u.  A.  Y.,  Yol.  18,  p.  59,  1891. 

73  Kick,  ''Der  Tragmodul  ist  Kein  Mass  der  Harte'',  (The  Load  Modulus 

Is  Not  a  Measure  of  the  Hardness)  Dingier 's  polyt.  Journal,  YoL 
281,  p.  292,  Sept.  25,  1891. 

74  Kimer,  P.,  ** Dynamic  Determination  of  Hardness'',  Zeitschr.  d.  Ver. 

deutsch.  Ing.,  No.  43,  1910;  Am.  Mach.,  Yol.  33,  p.  972.  Swinging 
hardness  measurer  of  the  Norma  Co.  in  Cannstadt-Stuttgart. 

75  Kirsch,    Mitteilungen   des   K.K.    teehnolog.    Gewerbemuseums,   Wien, 

1891,  p.  108.  Hardness  measured  as  the  load  in  kg./mm.'  reqd.  to 
force  a  cylindrical  steel  plunger  of  5  mm.  dia.  0.01  mm.  permanently 
into  the  material.    Depth  measured  by  mirror  apparatus. 

76  Kirsch,  "Ueber  die  Bestimmung  der  Harte",  (On  the  Determination 

of  Hardness)  Mitt,  des  K.K.  tech.  Gewerbemuseums  in  Wien,  YoL 

1,  p.  79,  Heft  3,  4,  5,  1891. 

77  Kirsch,  "Ueber  die  Meesung  der  H.  durch  die  Elasticitatgrenze ",  (On 

the  Measurement  of  Hardness  by  the  Elastic  Limit)  Mitt,  des  K.E[. 
tech.  Gewerbemuseums  in  Wien,  Yol.  1,  p.  267,  Heft  9,  10,  1891. 

78  Knight,    W.    A.,    "A    Metal   Dynamograph    and   Besults:    Hardness 

Tester",  Am.  Mach.,  Yol.  32,  Sept.  18,  1909. 

79  KobeU,  F.  Yon,  "Geschichte  der  Mineralogie,  1650-1860".   (History 

of  Mineralogy  from  1650  to  1860)  Munchen,  Cotta,  1864.  Hugueny's 
method. 

80  Koch,  Wolfg,  "The  Measurement  of  Hardness",  Zeitschr.  f.  Werk- 

zeug,  Sept.  5,  1909. 

81  Kohn,  "Ball  Pressure  Test  on  Bail-Steel",  Zentralbl.  Bauv.,  Sept.  26, 

1908. 

82  Kiihnel  and  Schulz,  Giesserei  Zeitung,  1914,  Yol.  XI,  pp.  1-5,  56-59, 

89-93.  A  number  of  types  of  hardness  testing  machines  described 
and  illustrated. 

83  De  Kryloff,  Bevue  de  M6tallurgie,  1905,  pp.  425-440,  Electro-magnetie 

balance  by  means  of  which  the  degree  of  hardness  can  be  measured. 
More  sensitive  than  Brinell  test. 

84  Kurth,  A.,  "The  Ball  Hardness  Test  as  a  Measure  of  the  Strength  of 

Materials",  Bev.  M^c,  Sept.,  1908. 

85  Kurth,  A., ' '  Belation  Between  Hardness,  Lt.  of  Elasticity,  and  Internal 

Energy  of  Tough  Metals",  Zeitschr.  d.  Yereines  deutsch.  Ingen., 
Sept.  26,  1908,  Nos.  39  and  40. 

86  Kurth,  A., ' '  On  the  Belation  Existing  Between  the  Ball  Pressure  Hard- 

ness and  the  Yield  and  Ultimate  Tensile  Strength  Points  of  Tough 
Metals",  Yer.  Deut.  Ing.,  Jan.  16,  Feb.  6,  1909. 

87  Kumakow  and  Shemtschushny,  Jour.  Buss.   Phys.  Chem.  Ges.,   1908, 

Yol.  40,  p.  1067;  (Abstract)  Joum.  Soc.  Chem.  Indus.,  1909,  p.  93, 
Appears  to  shew  that  when  two  metals  unite  to  form  a  solid  soln* 
tion  there  is  an  increase  of  hardness. 
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88  Laboulaye,  ' ' Dictionnaire  dee  Arts  et  Manufactures",  (Dietionary  of 

Art  and  Manufactures)  5th  Edition,  Paris,  1891.  Article  on  hard- 
ness. 

89  Lake,  E.  F.,  <<  Methods  of  Testing  Steel  for  Strength,  Strains,  Hard- 

ness, etc.",  Am.  Mach.,  April  11,  1908. 

90  Lake,  E.  F.,  ''Electromagnetic  Hardness  Tester",  Am.  Mach.,  April 

25,  1908. 

91  Leon,  A.,  "Relation  Between  the  Besistance  to  the  Ball  Test  and  the 

Limit  of  Tension  of  Iron  and  Steel";  Stahl  und  Eisen,  Dec.  11, 
1907,  No.  50,  p.  1820. 

92  Loutchinnsky,  ''Experiments  on  the  Hardening  of  Lead  and  Changes 

in  Its  Hardness",  Rev.  de  M^tall.,  May,  1909. 

93  Ludwik,  P.,  "The  Determination  of  Hardness  by  the  Brinell  Ball 

Pressure  Test  and  Allied  Indentation  Methods",  Zeitschrift  des 
5sterr.  Ingenieur  und  Architekten  Yereines,  March  15,  1907,  No. 
11  and  12. 

94  Ludwik,  P.,  "The  Cone  Test.    A  New  Method  of  Hardness  Testing", 

Die  Kegelprobe.  Ein  neues  Yerfahren  zur  Hartebestimmung  von 
Materialien,  Berlin,  1908;  Julius  Springer. 

95  Ludwik,  P.,  "Hardness  Tests",  Proc.  Int.  Ass.  Test.  Mat.,  No.  6,  1908. 

Brinell  hardness  no.  influenced  by  size  of  ball  and  load.  Cone 
pressure  test  gives  impressions  geometrically  similar  for  all  loads. 
Suggests  ball  test  for  hard  materials.  Cone  test  for  soft  and  brittle 
materials. 

96  Macgregor,  J.  E.,  "Friction  and  Abrasion  Tests  on  Steel  Wedges", 

Am.  Mach.,  Yol.  32,  No.  25. 

97  Mallock,  O.  R.,  "Wear  of  Rails.     The  Reciprocal  Action   Between 

Wheels  and  Rails",  Bull.  Congrds  Chem.  de  fer.,  March,  1908. 

98  Mallard,  E.,  "Traits  de  Cristallographie  G^ometrique  et  Physique", 

(Treatise  on  Geometrical  and  Physical  Crystallography)  Yol.  2, 
p.  71,  1884. 

99  Malstrom,  R., ' '  Influence  of  the  Diameter  of  the  Ball  and  the  Pressure 

Respectively  on  the  Determination  of  the  Hardness  of  Cast  Iron  by 
the  Brinell  Method",  Dingier 's  polytechn.  Journal,  Jan.  19,  1907, 
No.  3,  p.  34. 

100  Martel,  Commission  des  M6thodes  d'Essais  des  Mat^riaux  de  Con- 
struction, Paris,  1895,  Yol.  m.  Sect.  A,  p.  261.  The  indentation  is 
measured  which  is  produced  by  the  fall  of  a  ram  through  a  height 

Hardness  = 


Vol.  of  indent. 


101  Martens,  G^nie  Civil,  Yol.  54,  p.  342.     Description  of  Martens  scler- 

ometer  to  obviate  the  calculation  necessary  in  following  the  Brinell 
method. 

102  Martens,   Sitzungsberichte  des  Yereines   zur   Befordenung  des   Ge- 

werbefleisses,  1888,  p.  41,  and  1889,  p.  197.   Scratch  hardness  ob- 
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tained  hy  the  load  in  grammes  under  which  a  conical  diamond 
(90°)  produces  a  scratch  0.01  mm.  in  width. 

103  Martens,  A.,  '  *  Untersuchnng  Dreier  Harteprief er ",    (Research  on  3 

Hardened  Tests)  Mitt,  aus  den  K.  tech.  Yersuchsanstalten,  Vol.  8, 
p.  215,  Heft  5,  1890. 

104  Martens,  A.,  '^Ueber  Hartebestimmungen ",   (Hardness  Tests)  Mitt. 

aus  den  K.  tech.  Versuchsanstalten,  Vol.  8,  p.  277,  Heft  6,  1890. 

105  Martens,  A.,  Sitzungsberichte  der  Kgl.  Akademie  fur  Wissenchaften, 

Berlin,  1905,  S  1035.  Ball  hardness  test  apparatus  for  exact  meas- 
urements of  very  small  cavity  depths. 

106  Martens   and   Heyn,   "Vorrichtung   zur   Yereinfachten   Priifung  der 

Kugeldruckharte  und  die  damit  Urzielten  Ergebrusse ' ',  (A  Sim- 
plified Apparatus  for  Ball-Hardness  Testing  and  Besults  Obtained) 
Zeits.  d.  Yereines  deutsch.  Ing.,  1908,  S.  1719.  Hardness  deter- 
mined from  the  load  which  is  required  to  force  a  ball  of  5  mm.  to  a 
depth  of  0.05  mm.  (Ratio  between  load  and  depth  of  cavity  con- 
stant up  to  0.05  nmi.) 

107  Martens  &  Heyn,  <<A  Simplified  Ball  Test  Device  and  the  Besults 

obtained  therewith",  Proc.  Int.  Ass.  Test.  Mat.,  No.  6,  1909;  Eev. 
de  M6tall.,  Jan.,  1909.    Description  of  machine. 

108  Mather,  R.,  '' Hardness  Tests  on  Cast  Iron",  Mech.  Eng.,  August  12, 

1910. 

109  Maurier,  Ed.,  * '  Investigation  on  the  Hardening  and  Tempering  of  Iron 

and  Steel",  M6tallurgie,  YI,  2.    Shore's  method  employed. 

110  Mesnager,  A.,  ''On  the  Results  Obtained  with  the  Brinell  Ball  Pressure 

Test",  R6un.  d.  m.  frauQ.  et  belg.,  March  23,  1907. 

111  Meyer,  E.,  *'A  Study  of  the  Different  Tests  of  Hardness",  Zeitschiift 

d.  Yereines  deutscher  Ingenieure,  1908,  Apr.  25,  May  9  and  23, 
Nos.  17,  19,  21  and  52. 

112  Meyer,  E.,  "Investigations  on  Tests  of  Hardness",   Mitt,  u  Fon- 

chungsarb,  Nos.  65  and  66,  Springer,  1909. 

No.  Ill  and  No.  112  shewed  that  mean  pressure  per  unit  area 

-Z —  is  const,   for  a  given  angle  of  impression,  whatever  the 

diameter  of  the  ball. 

113  Meyer,   E.,   "Die   Berechnung   der  Durchbiegung   von   Staben   deren 

Material  dem  HookeschenGesetze  nicht  folgt"  (Calculation  of 
the  Deflection  of  Rods  Which  Do  Not  Follow  Hookes  Law). 

114  Meyer,  E.,  Untersuchungen  iiber  Hartepriifung  und  Harte",  (Be- 

searches  on  Hardness  Testing  and  Hardness)  Sonderab.  Zeits.  des 
Y.  D.  Ing.,  1908,  p.  645. 

115  Meyer,  E.,  "Ueber  den  Einfluss  der  Kropfungsecken  auf  die  Forman- 

derung  von  gekropften  Kurbelwellen  ",  (On  the  Influence  of  Bight 
Angle  Bends  on  the  Deformation  of  Crank  Shafts)  Zeitschr.  V. 
Deut.  Ing.,  53,  pp.  295-298,  Feb.  20,  1909. 
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116  Middleberg,   S.  A.,   "Apparat  zur  Yergleiehung  d.   H&rtegrade   der 

Metalle'',  (Apparatus  for  the  Comparison  of  the  Degree  of  Hard- 
ness of  Metals)  Glaser's  Annalen,  1885,  Vol.  II,  p.  107. 

117  Middleberg,  S.  A.,  Engineering,  1886,  Yol.  II,  p.  481.    A  knife  edge 

used  as  an  indenting  tool. 

118  Mohs,  F.,  ^'Grundriss  der  Mineralogie ",  1st  part,  p.  374,  1822.  Hard- 

ness. Number  from  1-10.  Talc  being  1  and  diamond  10,  arranged 
so  that  the  next  harder  material  scratches  the  one  below  it  on  the 
scale. 

119  Moore,   H.,   "Investigation  on   the   Brinell  Method   of   Determining 

Hardness",  Proc.  Int.  Ass.  Test.  Mat.,  No.  9,  1909.  Supports  Meyer 
and  suggests  an  angle  of  30**,  and  suggests  hardness  as  mean  press, 
per  unit  area  when  dia.  of  impression  is  %  diameter  of  ball. 


„^  16  X  P  I>^^ 
ir(2d)n 

log  P,  -  log  P 
log  di  —  log  d 


n  = 


?  =  hardness  no. 

P  =  load  in  kilograms. 

D  =  dia.  of  ball 

d  =  dia.  of  impression  (obtained 
from  2  impressions  with 
same  ball  and  different 
loads). 


120  Muller,  Fr.,  <<Die  Qualitat  des  Konstruktionstahls  in  ihrer  Abhangig- 

keit  von  der  Chemischen  Zusammensetzung",  (The  Quality  of  Con- 
structional Steel  in  Belation  to  Chemical  Composition)  Glaser's 
Annalen,  1882,  1,  p.  225,  May  15,  1882. 

121  Muschenbroeck,  V.,  ''Physical  exp.  et  geom.  dissert.",  1729  and  1756. 

Chapter  X,  on  hardness. 

122  Nusbaumer,  E., ' '  Notes  on  Abrasion  Tests  on  Metals ' ',  Fifth  Congress, 

Int.  Soc.  for  Test.  Mat.,  Copenhagen,  1909.  Brinell  test  does  not 
indicate  the  wearing  properties  of  steel  subjected  to  the  Derihon 
wear  test. 

123  Nidecker,  G.,  "Measuring  Hardness  by  the  Scleroscope ",  Aul  Mach., 

Sept.  26,  1908. 

124  Ohnstein,  A.,  Stahl  und  Eisen,  Vol.  24,  pp.  399-400.     Description  of 

Huber  apparatus  for  Brinell  ball  test. 

125  Olsen,  "A  Machine  of  New  Design  for  Hardness  Tests",  Proc.  Am. 

Soc.  Test.  Mat.,  Yol.  IX,  1909,  p.  664.  A  practical  form  of  machine 
for  shop  practice  using  the  ball  test  method. 

126  Ordnance  Dept.,  TJ.  S.  A.,  Beports  on  Metals  for  Cannon,  1856.   Hard- 

ness measured  as  the  vol.  of  the  indent,  produced  by  a  pyramidal 
point  under  a  load  of  10,000  lbs.    %  cub.  inch  =  unit  hardness. 

127  Osmond,  "Hardness,   Its  Definition  and   Measure",  Commission   des 

M6thodes  d'Essais,  1893.  Hardness  bibliography  and  description 
of  methods  employed. 

128  Osmond,  "Sur  les  Essais  par  Penetration  statique  et  par  striage". 

Commission  des  M^thodes  d  'Essais  des  Mat.  de  Const.,  Sect.  A.  De- 
scription of  various  indentation  methods  of  hardness  determination. 
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129  Oveniay,  L.,  ''Tests  of  Hardness",  Tech.  Auto.,  July,  1909. 

130  Page,  L.  W.,  "Tests  of  Materials  in  the  Construction  of  Macadamised 

Boads",  Intemat.  Assn.  of  Boad  Congress,  1913,  Section  1,  Report 
76.    Hardness  machine  (abrasion),  (page  5.) 

131  Parsons,  A.  L.,  "A  New  Sclerometer ",  Am.  Jour,  of  Sc.,  Feb.,  1910, 

p.  162.  "Scratch''  hardness.  Force  necessary  to  make  the  scratch 
is  measured  by  means  of  a  spring. 

132  Panetti,  M.,  "Methods  of  Tests  of  Metals",  Ass.  Ital.  per  gli  Studi 

Sin.  Mat.  da  Constr.,  1907. 

133  Perkins,  F.  C,  Iron  Trade  Review,  Vol.  46,  p.   1128.     Machine  for 

making  hardness  test  by  Brinell  method. 

134  Pfaff,  Sitz.  K.K.  Bayer.  Akad.,  1883;  Sitz.  K.K.  Bayer.  Akad.,  1884. 

Hardness  determined  by  grooving  with  standard  tool.  Hardness 
determined  by  boring  with  a  standard  point. 

135  Pfaff,  "Yersuche  die  mittlere  Harte  der  Krystalle  mit  einen  neuan 

Instr.  des  Misosclerometers.  zu  bestimmen",  (Attempts  to  Deter- 
mine the  Mean  Hardness  of  Crystals  with  a  New  Instrument)  Neues 
Jahrbuch  fiir  Mineralogie,  1884,  II,  p.  4. 

136  Pfaff,  "Yersuche  die  absolute  Harte  der  Mineralien  zu  bestimmen", 

(Attempts  to  Determine  the  Absolute  Hardness  of  Minerals)  Neaes 
Jahrbuch  fur  Mineralogie,  1884,  II,  p.  5. 

137  Pfaff,  "  Untersuchungen  uber  die  abs.   Harte  des  Kalkspathes  nnd 

Gypses  und  das  Wesen  der  Harte'',  (Researches  on  the  Absolute 
Hardness  of  Calcite  and  Gypsum  and  the  Nature  of  the  Hardness) 
Neues  Jahrbuch  fur  Mineralogie,  1884,  II,  p.  7. 

138  Portevin,  "Results  Obtained  with  the  Shore  Apparatus*',  R^un.  m.  fr. 

et  belg.,  Ass.  Int.  Ess.  Mat.,  4me  proc.  verb.,  1910. 

139  Portevin  and  Bergot,  Bev.  de  M6tall.   (M^moires),  Yol.  7,  pp.  61-75. 

The  hardness  of  quenched  and  case  hardened  steels. 

140  Pulten,  F.  E.,  "Wear  of  Tramway  Rails",  Be  Ingenieur,  1908,  S.  569. 

141  Rasch,   "Testing  of  Cast  Steel  Balls",    (Prufung  von   Guss-stohl- 

kugeln).  Zeitschrift  fur  Werkungsmachinen  und  Werkzeuge,  1899, 
No.  19  and  20. 

142  R6aumur,  "L'art  de  Convertir",  pp.  296  and  299,  1722.   Used  two 

methods  of  testing  the  relative  hardness  of  steel.  1.  Scratch  method. 
A  bar  of  varying  hardness — position  on  this  bar  which  the  metal 
under  test  would  scratch.  2.  Indentation  method.  Two  right  angled 
pieces  of  material  pressed  together.  The  indentation  forms  a  measure 
of  the  hardness. 

143  Reichelt,  A.,  "Methods  and  Apparatus  for  Testing  the  Hardness  of 

Metals",  Geisserei  Ztg.,  Aug.  12,  1910. 

144  Rejto,  Baumaterialienkunde,  1907,  No.  17/20.    Hardness  no.  influenced 

by  size  of  ball  and  load. 

145  B^villon,  L.,  "Application  of  the  Brinell  Method  to  Special  Steels", 

Rev.  de  M^tall.,  May,  1908. 
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146  Bieolfl,  Metallurgia  Italiana,  1913,  VoL  Y,  pp.  756-765.    Conditions  of 

application  of  the  Brinell  method  for  determination  of  hardness  and 
tensile  strength  of  materials. 

147  Bobin,  F.,  '' Hardness  Test  of  Metals  and  Its  Measurement",  Bull. 

Soc.  Ing.  Givils  de  France,  April,  1908. 

148  Bobin,  F.,  ''The  Hardness  of  Steel  at  Different  Temperatures",  Bdun. 

des  m.  fr.  et  beiges,  June  27,  1908;  Bev.  de  M6tall.,  Dec,  1908. 

149  Bobin,  F.,  "Addition  to  Beport  on  the  Hardness  of  Steel  at  High 

Temperatures",  Bev.  de  M^tall.,  Feb.,  1909. 

150  Bobin,   F.,   ''Hardness  of   Steels   at   Low   Temperatures",  Bev.    de 

M6tall.,  Feb.,  1909. 

151  Bobin,  F.,   "Abrasion  Test",  Iron  and  Steel  Inst.,   1910,  Vol.   n. 

Cylindrical  specimens  rubbed  under  known  pressure  on  papers  covered 
with  abrasive  powders. 

152  Bobin,  F.,  "Abrasion  Tests  of  Steel",  Proe.  Int.  Ass.  of  Testing  Mat., 

Vol.  2,  No.  9,  III  6.  Description  of  abrasion  test  and  conclusions 
from  tests. 

153  Bome,  de  Lisle,  "  Cristallographie ",  Paris,  1783. 

154  BosiwaU,  Yerhandl.  K.K.  Geol.  Beichsanstalt,  1896,  Vol.  17,  p.  475. 

1 

Hardness  by  grinding,  with  an  abrasive  equals    ; — ; • 

•^  *  *'  ^  loss  of  volume 

155  Bousch,  G.  A.,  "Hardness  Tests  on  Alloys  of  Nickel  and  Copper  with 

Electric  Iron",  MetaU.  and  Chem.  Eng.,  Aug.,  Sept.,  1910.  Used 
the  Shore  scleroscope. 

156  Bousch,  G.  A.,  "Hardness  and  Its  Measurement",  Metall.  and  Chem. 

Eng.,  Oct.,  1910. 

157  Saniter,  E.  H., ' '  A  Test  for  Determining  the  Belative  Wearing  Proper- 

ties of  Bail  Steel",  Iron  and  Steel  Inst.,  No.  3,  1908,  p.  73;  Eng., 
Oct.  22,  1908.     A  wear  test.     Description  of  machine. 

158  Saniter,   E.    H.,   "Hardness   Testing   and   Besistance   to    Mechanical 

Wear",  Proc.  Inst.  Ass.  of  Test.  Mat.,  Vol.  2,  No.  9,  III,  1.  Machine 
to  shew  wear  by  dry  rolling  friction.  Besults  not  in  same  order  as 
Brinell  test.  Manganese  steel  gives  a  low  Brinell  no.,  but  the  best 
wear  number. 

159  Seebeck,  "Ueber  Harteprnfung  an  Krystallen",  (On  Hardness  Testing 

of  Crystals)  Progranmi.  des  Koln  Beal-Gymnasiums,  1833.  Descrip- 
tion of  a  sclerometer. 

160  Sellergnen,  Teknisk  Tidsknft  Mekanik  ock  Elektrotiknik,  Vol.  35,  pp. 

50-54.    Hardness  determined  by  grinding  on  an  emery  wheel. 

161  Schneider,  J.  J.,  "Scleroscope  Tests  for  Hardness",  Zeitschr.  d.  Ver. 

deutsch.  Ing.,  Sept.  24,  1910.  Used  apparatus  of  his  own  design 
resembling  the  Shore  scleroscope. 

162  Shore,  A.  F.,  "An  Instnmient  for  Testing  Hardness",  Am.  Mach., 

Nov.  30,  1907. 

163  Shore,  A.  F.,  "Use  of  the  Scleroscope  iu  Metallurgy  and  Manufac- 

turing", Machinery,  Aug.,  1909. 
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164  Shore,  A.  F.,  "The  Scleroscope",  Proc.  Am.  Soc.  for  Test.  Mat.,  VoL 

X,  1910.  Stages  in  the  design  of  the  scleroscope,  and  criticism  of 
Brinell's  ball  test  and  other  tests. 

165  Shore,  A.  F.,  ''The  Scleroscope  in  Automobile  Work",  Am.  Mach., 

Jan.  1-8,  1910. 

166  Shore,  A.  F.,  "The  Property  of  Hardness  in  Metals  and  Materials'', 

Proc.  Am.  Soc.  for  Test.  Mat.,  Vol.  XI,  1911.  The  hardness  test  in 
general.  The  hardness  test  as  applied  to  rolling  mill  products.  The 
hardness  test  as  appUed  to  cutting  tools.  Hardness  testing  of  rubber 
and  similar  materials. 

167  Shore,  A.  F.,  "Determination  of  Toughness  in  Metals",  Am.  Soc.  Test. 

Mat.,  June,  1913;  Iron  Age,  1913,  Vol.  92,  pp.  16-17.  Sclerometer 
and  a  new  machine  for  making  tension  and  bend  tests. 

168  Springer,  F.  E.,  "The  Shore  Scleroscope",  Ir.  Age,  Aug.  27,  1908; 

M^tallurgie,  No.  6,  1909;  Machinery,  Oct.,  1908. 

168a  Springer,   F.    E.,    "Methods    of    Testing   Materials    for    Hardness '% 
Cassiers  Mag.,  Sept.,  1908. 

169  Stanton,  "A  New  Fatigue  Test  for  Iron  and  Steel",  Proc.  Iron  and 

Steel  Inst.,  1908.  Machine  also  used  for  abrasion  (The  Journal  of 
Ir.  and  Steel  Inst.,  Vol.  Ill,  1908,  page  79). 

170  Stanton   and   Batson,    "Tests    of    Material   in    the    Construction    of 

Macadamised  Boads",  Intemat.  Assn.  of  Boad  Congress,  1913,  Sec- 
tion 1,  Beport  78,  p.  3  and  plate  2;  Beport  of  Nat.  Phys.  Lab., 
1911,  p.  74.    Hardness  machine.    Abrasion  test  on  stone. 

171  Stead  and  Jones,  "Hardness  Testing",  Proc.  Cleveland  Inst,  of  Eng., 

1906-7,  pp.  69-81.    Brinell  method  described. 

172  Steiger,  A.,  "Proposal  in  Begard  to  an  Abrasion  Test  of  Bail  Ma- 

terial", Schweiz.  Mitgl.  Int.  Verb.  Mat.,  No.  21,  1909. 

173  Stoughton  and  Macgregor,  * '  Hardness  Tests ' ',  Proc.  Am.  Soc.  for  Test. 

Mat.,  Vol.  XI,  1911,  p.  707.  Abrasion  and  penetration  give  different 
results.  Abrasion  machine — Botating  specimen  subjected  to  the  rub- 
bing action  of  fine  grain  whetstone. 

174  Stribeck,  Zeitschr.  d.  Ver  deutseh.  Ing.,  1907,  pp.  1445,  1500  and  1542. 

175  Thime,   "M6moire   sur   le   rabotage   des   m6tauz",    (Memoir   on   the 

Planing  of  Metals)  St.  Petersburg,  1877.    Haussner's  method. 

176  Tresca,   "M^moire  sur  le   rabotage   des  metaux",    (Memoir  on  the 

Planing  of  Metals)  Bull,  de  la  Soci6t6  d 'encouragement,  1873,  pp. 
584  and  655,  and  1874,  p.  503. 

177  Turner,  T.,  "Scratch  Test",  Proc.  Birmingham  Philos.  Soc.,  Vol.  V, 

part  2,  1886.  Weighted  diamond.  Load  to  produce  a  scratch  =  hard- 
ness (modified  by  Martens). 

178  Turner,  "The  Hardness  of  Metals",  Chemical  News,  1886. 

179  Turner,  Th.,  "The  Constituents  of  Cast  Iron",  Jour.  Ir.  and  Steel 

Inst.,  1886,  Vol.  1,  p.  1886. 

180  Turner,   T.,  "Tests  for  Hardness.     Hardness  as  Shewn  by  Various 

Apparatus",  Iron  and  Steel  Inst.,  No.  1,  1909,  Vol.  LXXIX,  p.  426. 
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Hardness — The  property  of  resisting  penetration.  Hardness  scales 
compared  for  Turner's,  Shore's,  BrineU's  and  Keep's  methods. 

181  Turner,  T.,  "Lectures  on  Ironf ounding ",  page  114.    Keep's  test  for 

hardness.    Similar  to  Bauer's  test  described  by  Devries. 

182  Uchatius,  Von,  "  Stahlbronze ",  Vortrag  gehalten  an  Ap.  10,  1874,  in 

K.K.  Artillerie  Arsenal. 

183  XJnwin,  "A  New  Indentation  Test  for  Determining  the  Hardness  of 

Metals",  Proc.  Inst.  C.  E.,  Vol.  CXXIX,  1897.  Sq.  bar  indenting 
tool. 

184  Wahlberg,   ''Brinell's   Method   of  Determining  Hardness  and  Other 

Properties  of  Iron  and  Steel",  Jour.  Iron  and  Steel  Inst.,  1901,  No. 
1,  p.  243;  No.  2,  p.  234.  (1)  Hardness  determined  by  forcing  one 
material  into  another.  (2)  Hardness  detd.  from  the  tensile  proper- 
ties of  the  material.  (3)  Hardness  detd.  by  testing  a  material  with 
itself  (Foeppl's  method).  A  series  of  tests  on  the  Brinell  method. 
Influence  of  size  of  ball  and  load.  Hardness  of  wood  and  metals 
and  alloys. 

185  Walker,   ''Hardness   Testing",   Canadian   Machinery,   1913,   Vol.    10, 

pp.  73-74.    Hardness  tests  of  materials  and  its  advantages. 

186  Warren,  W.  H.,  "Strength,  Elasticity  and  Other  Properties  of  N.  S.  W. 

Hardwood  Timbers",  Report,  Dept.  of  Forestry,  N.  S.  W.,  1911. 
Hardness  tests  with  description  of  apparatus  by  Brinell  ball.  Cone 
pressure  test.    Sand  blast  test. 

187  Wertheim.    Ann.  Chem.  Phys.  (3),  12,  385-1844. 

188  Wildometz,  "Hardness  Testing",  Osterr.  Zeitschrift  fur  Berg.  Hiitten- 

wesen.  Vol.  58,  pp.  63-67.  Ball  test.  Apparatus  for  measuring 
depth  of  indentation. 

189  Wollaston,  W.  H.,  "On  the  Cutting  Diamond",  Philosophical  Transac- 

tions, Vol.  14,  p.  265,  1816. 

190  "Tests  of  Hardness",  Ing.  Ferroviaria,  Sept.  1,  1907. 

191  "Hardness  and  Hardness  Testing  of  Metals",  Ingegn.  Ferrov.,  No.  17, 

1908. 

192  "The  Brinell  Method  of  Testing  the  Hardness  of  Iron  and  Steel", 

Ing.  Ferrov.,  June  16,  1910. 

193  "New  Microscope  for  Measuring  the  Impressions  of  the  Balls  in  the 

Brinell  Method  of  Hardness  Testing",  Stahl  u.  Eisen,  Nov.  15,  1906. 

194  "Machines  and  Measuring  Instruments  for  the  Brinell  Test",  Am. 

Mach.,  May  18,  1907. 

195  "A  Simple  Materials  Testing  Machine  by  Donawerk  Ernst  Krause 

&  Co.,  Vienna,  with  a  Device  for  Brinell  Ball  Test",  Am.  Mach., 
Vol.  36,  No.  23,  p.  932,  1912. 

196  Am.   Mach.,   1913,   Vol.   39,   p.   163.     Drop  weight   hardness   testing 

machine. 

197  "The  Ballentine  Method  of  Measuring  the  Hardness  of  Metals",  Genie 

Civil,  Oct.  26,  1907. 

198  "The  Schuchardt  and  Schiitte  Steel  Hardness  Tester",  Iron  Age, 

Apr.,  1908. 
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199  Engr.,  Vol.  94,  p.  353.     Machine  designed  by  W.  and  T.  Aveiy  for 

notched  impact  test  improved  by  addition  of  moving  anvil  block  for 
hardness  testing. 

200  Engr.,  YoL  117,  p.  281-283,  1914.     Description  of  Martens  hardness 

tester. 

201  Metall.  and  Chem.  Eng.,  1914,  Vol.  12,  pp.  205-206.    Portable  form  of 

machine  for  applying  the  Brinell  hardness  test  (Derihon  machine 
10  mm.  ball  3,000  kg.  pressure). 

202  Baumaterialienkunde,  Vol.  11,  p.  245-249.  Description  of  Guillery  hard- 

ness testing  apparatus. 

203  Iron  and  Coal  Trades  Beview,  Vol.  70,  p.  1353.    Apparatus  for  appli- 

cation of  Brinell  hardness  test. 

204  Iron  and  Goal  Trades  Beview,  Vol.  80,  p.  173.    Alpha  reboundimeter 

for  testing  hardness  of  metals. 

205  Mech.  Engr.,  Vol.  25,  pp.  702-703.    Machine  for  testing  durability  of 

metals  subjected  to  wear.  Designed  by  Derihon.  Metal  subjected  to 
wearing  by  contact  with  a  dioving  metal  surface  well  lubricated 
(greatly  increased  pressure  to  hasten  the  action). 

206  Mech.  Eng.,  Vol.  29,  p.  745.    Machine  designed  by  Guillery  for  testing 

hardness.  Follows  Brinell 's  principle  of  indentation  produced  by  a 
ball. 

Pamphlets. 

207  Aktiebolaget   Alpha,    Stockholm,    ''Die    Bestimmung   der   Harte   von 

materialien  vermittelst  der  Brinellschen  Kugelprobe".  (On  the 
Determination  of  Hardness  of  Materials  by  Means  of  the  Brinell 
Ball  Test.) 

208  S.  Denison  &  Son,  Ltd.,  Leeds,  "Testing  Machine  for  Determining  the 

Comparative  Hardness  of  Cast  Iron  Specimens".    Pressure  2240  lbs. 

209  F.  Fuess,  Berlin,  " Kugelf allappart,  by  J.  J.  Schneider".     (Apparatus 

Using  a  Falling  Ball,  by  J.  J.  Schneider.) 

210  J.  W.  Jackmann  &  Co.,  Ltd.,  Westminster,  ''Brinell  Machine". 
210a  J.  W.  Jackmann  &  Co.,  Ltd.,  Westminster,  "Ludivig  Cone  Test". 

211  W.  J.  Keep,  Detroit,  "Keep's  Hardness  Testing  Machine",  (Chas.  A. 

Bauer's  Drill  Test.)     %"  standard  drill,  200  r.  p.  m.,  load  150  lbs. 

212  Budge   Whitworth,   Ltd.,    Coventry,    "Quadrant    Sclerometer ".     "A 

scientific  instrument  for  measuring  friction  and  resistance  to  abra- 
sion ' '. 

213  Shore  Inst,  and  Mfg.  Co.,  N.  Y.,  "The  Shore  Scleroscope ". 

214  Schuchardt  &  Schutte,  34  Victoria  St.,  London,  S.  W.,  "The  Shore 

Scleroscope ' '. 

215  Soc.  frauQ.  de  constr.  m^caniques,  "Ball  Pressure  Apparatus". 
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TESTING  FULL  SIZE  MEMBERS. 


GAETANO  LANZA,  Mem.  Am.  Soc.  M.  E. 
Philadelphia,    Pa.,    U.    S.    A. 


INTRODUCTORY. 

At  the  Sixth  Congress  of  the  International  Association  for 
Testing  Materials,  held  in  the  United  States,  in  the  year  1912, 
a  paper  was  presented  by  the  writer,  a  portion  of  which  was 
devoted  to  *'The  Progress  in  the  United  States  in  Testing  Pull 
Size  Pieces". 

It  contained  a  list  of  most  of  the  laboratories  in  this  country 
which  had,  as  a  part  of  their  equipment,  large  testing  machines, 
whether  owned  or  controlled  by  the  (Jovemment,  by  industrial 
corporations,  by  educational  institutions,  or  by  private  companies; 
also  a  very  brief  summary  of  the  tests  of  full  size  pieces  that  had 
been  or  were  being  performed  by  each.  The  object  in  view  was  to 
outline  the  progress  thus  far  made,  and  the  activity  along  these 
lines  existing  at  the  time. 

It  is  not  the  purpose  of  the  present  paper  to  give  or  to  dis- 
cuss these  statistics ;  but,  starting  with  such  an  outline  in  retro- 
spect, to  consider  present  and  future  needs  for  work  of  this 
character,  and  the  requirements  to  be  observed  to  render  the 
results  of  most  value. 

The  greater  portion  of  my  remarks  will  therefore  be  de- 
voted to  a  consideration  of  the  following  topics,  viz. : 

(I)  The  meaning  and  scope  of  the  term  **  Testing  Full 
Size  Members". 

(II)  The  importance  of  making  such  tests,  and  the  reasons 
therefor. 

(III)  The  need  for  their  performance  on  a  systematic  and 
well  organized  plan,  so  that  the  results  obtained  may  be  of  the 
greatest  value  in  engineering  practice. 
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(IV)  An  enumeration  of  the  kinds  that  have  thus  far 
received  the  most  attention. 

(V)  A  summary  of  those  most  needed,  including  a  con- 
sideration of  certain  classes  concerning  which  comparatively- 
little,  and  of  others  concerning  which  no  progress  has  been 
made  thus  far. 

(VI)  Consideration  of  the  value  and  possibilities  of  co- 
operation. 

I.    THE  MEANING  AND  SCOPE  OF  THE  TERM  ' '  TESTING  FULL 

SIZE  MEMBERS. 

The  term  "testing  full  size  members"  is  a  convenient 
expression  employed  to  denote  the  testing  of  members  of  a 
structure  or  of  a  machine  of  the  size  and  dimensions  actually 
used,  and  in  so  arranging  the  experiment  (whether  it  is  made 
with  the  member  in  place  or  not),  as  to  subject  it  as  nearly  as 
possible  to  such  stresses  as  it  would  have  to  bear  in  actual  use. 

In  this  paper  it  will  be  considered  to  include,  also,  the 
making  of  any  auxiliary  tests,  whether  physical  or  chemical, 
that  may  be  necessary  to  determine  the  quality  of  the  metal. 

Observe  moreover  that  a  full  size  member  of  a  bridge  or 
of  a  building  is  of  very  different  dimensions  from  one  used  in 
an  automobile  or  an  aeroplane ;  also  that  the  method  to  be  pur- 
sued must  vary  in  consequence  of  the  differences  in  the  nature 
of  the  stresses  to  which  the  members  are  subjected  in  practice, 
or  in  consequence  of  differences  in  the  construction  of  the  full 
size  members. 

By  way  of  illustration  note  that,  in  the  case  of  large  timber 
beams  and  columns,  the  effects  of  knots,  cracks,  crooked  grain, 
and  other  defects  are  to  be  reckoned  with  to  such  an  extent  that 
they  form  the  principal  factor  in  determining  the  strength  of 
the  beam  or  column,  and  that  similar  remarks  may  be  made 
regarding  the  effects  of  blow  holes,  and  of  imperfections  in  the 
case  of  cast  iron  columns. 

II.     IMPORTANCE  OF  TESTING  FULL  SIZE  MEMBERS. 

In  the  design  and  construction  of  buildings,  bridges,  ma- 
chinery, and  other  engineering  structures,  many  cases  arise 
where  the  determination  of  the  proper  forms  and  dimensions 
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of  certain  pieces,  when  based  only  upon  the  usual  theoretical 
formulae,  methods,  etc.,  together  with  the  results  of  such  tests 
as  are  usually  made  upon  small  specimens,  to  ascertain  the 
chemical  and  physical  properties  of  the  materials,  is  not  satis- 
factory, because  it  leaves  out  of  account  certain  conditions 
depending  on  either  the  details  of  the  construction  or  the  char- 
acteristics of  the  material  as  it  exists  in  the  full  size  piece. 

In  some  instances  no  theoretical  formulae  have  been  devel- 
oped that  will  stand  the  test  of  actual  practice,  and  the  only, 
formulae  available  are  purely  empirical,  some  of  which  have  no 
reasonable  basis,  while  in  others  the  empirical  formulae  apply 
fairly  well  within  a  limited  range,  but  fail  to  agree  with  the 
facts  in  many  practical  cases  beyond  that  range. 

Under  such  conditions  as  those  mentioned  above,  and  also 
in  others,  tests  of  full  size  members  are  of  importance — 

a  To  establish  the  constants  for  use  when  the  formulae  and 
theories  are  applicable. 

b    To  determine  whether  the  formulae  and  theories  apply. 

c  To  furnish  a  basis  of  fact  for  the  development  of  new 
theories  that  are  suitable  when  those  in  common  use  are  not. 

d  When  no  theories  can  be  developed  that  are  applicable, 
to  furnish  a  basis  for  the  development  of  empirical  formulae  that 
are. 

e  When  none  of  these  things  can  be  done,  to  supply  actual 
knowledge  as  to  the  safety  of  the  particular  member. 

In  the  absence  of  the  resulting  information  the  engineer 
can  only  proceed  in  some  such  way  as  one  of  the  following,  viz. : 

a  To  base  his  design  and  construction  upon  past  experience, 
if  that  is  available  and  applicable. 

b  To  do  the  best  he  can  with  the  formulae,  and  results  of 
tests  that  he  can  find,  even  though  they  do  not  strictly  apply  to 
his  case. 

c  When  any  piece  breaks,  to  add  more  metal  at  the  point 
where  the  fracture  occurred. 

In  regard  to  the  first  of  these  methods,  if  the  expericDce 
available  is  sufSciently  complete,  it  is  of  course  a  guide,  as  the 
knowledge  that  a  certain  member,  having  certain  forms  and 
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dimensions,  and  constructed  in  a  certain  way,  of  a  known  qual- 
ity of  material,  has  given  satisfactory  service  is  a  matter  to 
be  taken  into  careful  consideration  in  any  event,  and  must 
necessarily  have  its  influence  on  future  practice;  but  in  very 
many  cases,  especially  where  the  industry  is  developing,  the 
dimensions  and  proportions  are  different  (often  larger)  and  fre- 
quently the  material  used  in  the  new  member  differs  from  that 
covered  by  the  experience. 

The  second  method  is  the  one  that  should  of  course  be  pur- 
sued in  all  cases. 

The  third  was  often  followed  in  olden  times  when  engi- 
neering was  not  so  far  developed  as  it  is  at  present ;  but  it  is 
now  recognized  not  only  as  unsafe  and  illogical  but  also  as  liable 
to  lead  to  unnecessary  weight  and  expense. 

The  recognition  of  the  importance  of  making  tests  of  full 
size  members  had  its  inception  at  a  period  which  began  about 
the  year  1875. 

At  that  time  tests  of  wrought  iron  bridge  columns,  and 
also  of  eyebars  were  made,  and  later  of  I  beams,  of  small  plate 
girders,  of  columns  of  cast  iron,  and  of  timber  beams  and 
columns,  while  in  recent  times  many  have  been  conducted  in 
many  places,  of  columns,  beams,  slabs,  and  floor  systems  of 
reenforced  concrete. 

In  most  of  the  tests  of  this  character,  more  attention 
has  been  paid  to  the  breaking  strength  than  to  any  thing 
else,  and  but  little  has  been  done  experimentally  to  study  the 
effect  upon  the  properties  of  the  material,  of  the  conditions  met 
with  in  service,  and  to  ascertain  the  distribution  of  the  stresses 
in  the  different  parts  of  a  complicated  structure,  or  in  those  of 
a  built  up  member,  during  the  erection  of  the  structure,  and 
later  when  subjected  to  the  conditions  of  service. 

It  is  only  very  lately  that  measurements  have  been  made 
to  find  out  the  strains  and  stresses  in  the  different  parts  of 
columns,  eyebars,  beams,  etc.,  in  buildings  and  bridges  under 
erection;  but  the  results  obtained  have  been  found  so  valuable 
that  more  and  more  attention  is  being  paid  to  this  class  of 
investigations,  and  the  amount  of  such  testing  is  steadily  in- 
creasing as  regards  such  structures;  and  in  all  probability  it 
will  find  application  in  many  other  cases. 
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in.     THE  NEED  FOR  THE  PERFOBMANCE  OF  SUCH  TESTS  ON 
A  SYSTEMATIC  AND  WELL  ORGANIZED  PLAN,  80  THAT 
THE   RESULTS   OBTAINED   MAY  BE   OF   THE 
GREATEST  VALUE  IN  ENGINEER- 
ING PRACTICE. 

While  at  the  present  time  there  are  available  in  print  the 
results  of  a  large  number  of  tests  of  full  size  members,  and 
while  the  benefit  already  derived  from  them  has  been  of  great 
value  and  has  contributed  much  to  our  knowledge  along  these 
lines,  and  hence  to  that  of  how  to  proceed  to  secure  proper 
safety  in  our  engineering  constructions,  nevertheless  there  have 
been  but  few  cases  in  which  the  investigation  was  carried  on 
with  such  completeness  as  to  constitute  a  thoroughly  compre- 
hensive and  well  organized  series. 

It  should  be  so  planned  that  the  effect  of  altering  each  of 
the  variable  features  in  the  design  and  in  the  construction  of 
the  member  may  be  determined  experimentally,  and  also  there 
should  be  made  the  usual  tests  upon  specimens  of  the  metal 
to  determine  the  chemical,  physical,  and  other  properties  of  the 
material  entering  into  the  construction  of  the  full  size  piece. 
Moreover  we  should  also  seek  the  effect  of  a  variation  in  each 
of  the  above  stated  properties. 

By  way  of  illustration  observe  that  while  many  experi- 
ments have  been  made  upon  the  compressive  strength  of  full 
size  built  up  columns  of  the  usual  structural  steel,  that  is,  of 
carbon  steel  having  a  tensile  strength  of  about  sixty  thousand 
pounds  per  square  inch,  a  good  ductility,  and  a  yield  point 
equal  approximately  to  one  half  the  ultimate,  and  while  a  few 
results  have  been  obtained  of  tests  of  solid  columns  (such  as 
connecting  rods)  made  of  carbon  steel  of  about  eighty  thousand 
pounds  per  square  inch  tensile  strength,  and  a  tensile  yield 
point  equal  to  about  fifty  per  cent  of  the  ultimate,  the  writer 
knows  of  none  upon  the  compressive  strength  of  full  size  mem- 
bers, whether  built  up  or  solid,  made  of  heat  treated  or  of  alloy 
steels,  nor  of  any  in  the  case  of  carbon  steels  where  the  tensile 
yield  point  (whether  artificially  raised  or  not)  is  very  consid- 
erably more  than  fifty  per  cent  of  the  ultimate  tensile  strength. 

As  to  the  first  mentioned  steels  (carbon  structural  steels) 
the  evidence  available  shows  that  for  ratios  of  slenderness  that 
do  not  induce  buckling,  the  crushing  strength  per  square  inch 
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is  approximately  equal  to  the  tensile  yield  point,  but  to  deter- 
mine whether  the  same  conclusion  applies  to  heat  treated,  to 
alloy  steels,  and  to  those  having  a  very  high  tensile  yield  point 
as  compared  with  the  ultimate,  experiments  are  needed. 

Moreover  results  are  available  that  give  us  approximately 
the  ratio  of  length  to  radius  of  gyration,  at  which  the  crushing 
strength  in  built  up  columns  of  structural  carbon  steel  begins 
to  decrease  on  account  of  buckling,  and  we  also  have  evidence 
to  show  that  in  the  case  of  solid  columns  of  carbon  steel  of 
about  eighty  thousand  pounds  per  square  inch  tensile  strength, 
the  corresponding  ratio  is  very  much  higher,  but  experimental 
evidence  is  lacking  so  far  as  the  writer  knows  to  fix  the  corre- 
sponding ratio  in  the  cases  of  heat  treated,  of  alloy  steels,  and 
of  steels  with  an  abnormally  high  yield  point. 

Moreover  this  and  other  information  of  a  similar  character 
is  becoming  of  more  and  more  importance  since  these  last  men- 
tioned kinds  of  steel  are  coming  more  into  use,  especially  in 
machinery  and  whenever  lightness  is  required. 

Among  those  that  have  been  designated  as  **  other  proper- 
ties" may  be  noted  the  liability  to  develop  cracks,  and  other 
defects,  including  segregation  and  lack  of  homogeneity. 

IV.     A  SUMMARY  OF  THE  CLASSES  OF  FULL  SIZE  TESTS  MOST 
FREQUENTLY  MADE  UP  TO  THE  PRESENT  TIME. 

As  already  stated,  the  investigations  of  this  character  thus 
far  made  have  been  mostly  such  as  have  found  their  application 
in  either  buildings  or  bridges. 

a  Thus  there  have  been  performed  a  considerable  number 
of  tests  of  eyebars  and  of  other  tensile  rods,  and  the  fact  has 
been  made  evident  that  inasmuch  as  the  large  members  receive 
as  a  rule  less  working  in  the  rolls  than  small  ones,  they  possess 
less  strength  per  square  inch,  and  there  are  many  results  avail- 
able as  to  the  relation  between  the  size,  and  the  amount  of  the 
reduction  in  strength.  On  the  other  hand  comparatively  little 
has  been  done  towards  studying  experimentally  the  effect  of 
the  proportions  of  the  eyes,  not  only  in  eyebars  but  in  other 
cases,  upon  their  strength. 

b  Many  tests  have  been  made  of  full  size,  built  up  columns 
of  wrought  iron  and  of  structural  steel,  but  little  has  been  done 
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by  way  of  making  an  experimental  study  of  the  details,  such  as 
the  stresses  in  and  the  effect  of  different  spacing  of  the  braces, 
and  of  the  effect  of  the  various  methods  in  use  for  attaching 
the  floor  beams,  especially  as  to  the  resulting  eccentricity  of  the 
load  thereby  induced. 

c  Quite  a  number  of  tests  have  been  conducted  upon  the 
strength  of  full  size  cast  iron  columns  such  as  are  used  in 
buildings. 

d  Many  tests  have  been  made  upon  tolerably  large  tensile 
riveted  joints,  but  in  the  majority  of  cases  the  rivets  have  been 
of  wrought  iron,  while  the  number  in  which  modern  steel  rivets 
have  been  used  is  much  smaller.  Also  very  little  has  been  done 
by  way  of  investigating  experimentally  the  various  riveted 
joints  of  members  supporting  transverse  loads,  such  as  the 
splices  or  the  connections  of  beams  to  columns,  girders,  etc. 

e  There  are  published  the  results  of  a  very  large  number 
of  tests  of  various  sorts  upon  beams,  slabs,  columns,  and  floor 
systems  of  reenf orced  concrete,  but  many  more  are  needed. 

Thus  there  is  available  comparatively  little  information 
based  on  experiment,  of  mushroom  systems,  of  arches,  dams, 
and  walls  including  retaining  walls  of  reenf  orced  concrete. 

f  The  number  of  full  size  tests  of  masonry  walls,  piers, 
arches,  etc.,  whether  of  brick  or  stone,  is  very  small,  though 
some  work  has  been  done. 

g  Quite  a  number  of  tests  have  been  made  upon  the 
strength  of  I  beams  and  some  on  that  of  plate  girders,  but  the 
results  obtained  are  very  far  from  furnishing  all  the  informa- 
tion required  in  these  directions. 

h  A  large  number  of  experiments  have  been  performed 
upon  repeated  and  alternate  stresses,  but  this  investigation  is 
of  great  moment,  and  far  more  work  of  this  character  is 
requisite. 

i  While  many  impact  testis  have  been  made  to  determine 
whether  or  not  axles,  rails,  etc.,  fulfill  certain  arbitrary  condi- 
tions laid  down  in  specifications,  very  little  has  been  accom- 
plished towards  putting  this  matter  on  a  practical  and  a  scien- 
tific basis. 

j     Enough  has  not  been  done  experimentally  regarding  the 
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strength  of  hooks,  eyes,  links,  and  of  machine  frames  similarly 
loaded,  and  a  great  deal  more  is  required. 

k  There  have  been  some  tests  on  the  strength  and  distor- 
tions of  flat  and  curved  plates  of  different  sections,  with  a  view 
to  their  bearing  upon  the  strength  of  the  ends  of  pressure  ves- 
sels, such  as  boilers,  digesters,  gas  tanks,  cylinder  heads,  and  to 
some  extent  of  pistons,  but  many  more  are  required,  not  only 
of  a  greater  variety  but  also  on  a  larger  scale. 

V.     A  SUMMAEY  OF  SOME  OF  THE  KINDS  OF  TESTS  OF  FULL 

SIZE  MEMBERS  MOST  NEEDED. 

Any  attempt  to  classify  the  tests  which  should  be  made, 
in  a  systematic  way,  according  to  the  sorts  of  stresses,  as  Ten- 
sion, Compression,  Transverse,  Shearing,  Torsion,  etc.,  would 
necessarily  be  attended  with  considerable  difficulty,  as  in  the 
majority  of  cases  we  have  a  combination,  as  tension  and  bend- 
ing, bending  and  torsion,  etc.,  or  else  different  parts  of  the 
member  may  be  subjected  to  different  kinds  of  stresses,  thus  one 
part  may  be  in  tension  and  another  in  tension  and  bending  com- 
bined, etc. 

Therefore  the  most  feasible  method  of  procedure  would 
seem  to  be  to  take  up  the  different  kinds  of  members  indi- 
vidually and  deal  with  them  according  to  the  parts  they  play 
in  actual  use.  The  investigation  of  each  should  be  as  complete 
as  possible,  not  only  as  to  the  strength  of  the  main  body  of  the 
member,  but  also  as  to  that  of  its  end  fastenings,  its  braces  if 
any,  etc. ;  all  this  should  be  done  as  far  as  possible  under  all  the 
various  conditions  of  loading  to  which  the  member  is  liable  to  be 
subjected  in  practice.  Thorough  tests  should  also  be  made  to 
determine  the  chemical,  physical  and  other  properties  of  the 
material  which  enters  into  its  construction. 

In  view  of  the  above,  notwithstanding  the  fact  that  there 
would  be  more  or  less  overlapping,  we  will  adopt  as  one  broad 
division  such  members  as  are  employed  in  building,  and  in 
bridges,  and  as  a  second,  such  as  are  used  in  pressure  vessels, 
and  in  various  kinds  of  machinery. 

The  investigation  of  those  belonging  to  the  first  of  these 
two  divisions  has  heretofore  received  the  most  attention  on  the 
part  of  the  investigators;  and  in  regard  to  them  I  shall  first 
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enlarge  upon  some  of  the  remarks  already  made  in  this  con- 
nection as  to  the  additional  work  that  should  be  done,  and  also 
call  attention  to  some  other  kinds  not  already  mentioned. 

Taking  up  first  therefore  the  kinds  of  tests  of  full  size 
members  already  enumerated: 

a  Eyebars  and  other  Tension  Members.  The  importance 
of  studying  experimentally  the  strength  and  proper  proportions 
of  the  eyes  has  been  already  mentioned,  and  this  applies  not 
only  to  the  usual  eyebars  and  counterbraces  used  in  bridges, 
but  also  to  many  cases  where  the  end  fastenings  are  of  a  similar 
nature,  such  as  round  solid  end  connecting  rods  in  machinery, 
boiler  braces,  etc.  Moreover,  sometimes  the  arrangement  is  such 
that  the  load  is  more  or  less  eccentric.  Beside  these  cases  we 
have  also  those  where  the  ends  are  riveted,  and  these  should  be 
investigated  both  when  the  resultant  of  the  load  acts  along 
the  centre  of  the  bar,  and  when  it  does  not.  There  is  also  oppor- 
tunity for  investigation  opened  by  the  various  modes  in  use  for 
fastening  the  ends  of  tensile  diagonal  braces  employed  in  steam 
boilers.  The  above  is  only  a  partial  list  of  suggestions  for  exper- 
imental study  of  members  of  this  character. 

b  Built  up  Columns  for  Buildings  and  Bridges.  The  im- 
portance of  studying  the  details,  and  that  of  examining  the 
effect  of  eccentric  loading  due  to  the  different  modes  of  attach- 
ing the  floor  beams,  etc.,  has  already  been  mentioned,  also  the 
determination  of  the  ratio  of  length  to  radius  of  gyration,  at 
which  the  crushing  strength  per  square  inch  begins  to  decrease 
on  account  of  buckling,  and  how  this  is  affected  by  the  quality 
!  of  the  steel  used,  the  question  as  to  the  relation  when  the  ratio 

of  length  to  radius  of  gyration  is  less  than  that  referred  to 
above,  between  the  crushing  strength  and  the  tensile  yield  point 
in  all  kinds  and  grades  of  steel. 

There  is  also  the  question  whether  the  same  law  may  or 
may  not  properly  be  assumed  to  hold  when  through  overstrain- 
ing or  otherwise  a  yield  point  is  obtained  which  is  very  con- 
siderably more  than  fifty  per  cent  of  the  ultimate  tensile 
strength,  including  cases  where  it  approaches  it. 

Among  the  causes  which  result  in  failure  by  buckling  of 
the  channels  in  detail,  may  be  mentioned  the  proportions  of  the 
channels  or  other  shapes  used  and  their  arrangement. 
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c  Cast  Iron  Columns  for  Building.  The  results  already 
obtained  show  that  the  principal  factors  affecting  their  strength 
are  the  flaws,  defects,  etc.,  induced  by  the  usual  methods  of  -cast- 
ing such  columns,  and  as  it  follows  that  the  strength  that  can 
be  relied  upon  is  the  lowest,  it  would  be  desirable  to  study  ex- 
perimentally such  methods  as  would  in  all  cases  insure  higher 
results. 

Besides  the  above  there  is  also  the  question  of  the  effect  of 
eccentric  loading. 

d  When  it  comes  to  riveted  joints  where  the  members  are 
subjected  to  either  an  eccentric  or  a  transverse  load,  there  is 
a  large  field  opened  up  for  experiment,  including  end  connec- 
tions,  gussets,  splices,  etc.,  of  plate  girders,  also  the  stresses 
involved  in  the  flanges  and  flange  rivets,  the  spacing  necessary 
to  prevent  buckling  of  the  flanges  or  of  the  web  in  detail,  and 
many  others. 

e  The  remarks  already  made  upon  the  tests  of  reenforced 
concrete  wiU  not  be  enlarged  upon  except  to  say  that  more  light 
is  required  regarding  the  reenforcement  of  dams  and  retaining 
walls  and  the  most  effective  method  of  reenforcing  arches  and 
domes. 

f  No  further  remarks  will  be  made  here  about  the  tests  of 
masonry. 

g  I  Beams.  In  regard  to  the  strength  of  I  beams,  not 
only  does  all  that  has  been  said  heretofore  concerning  its  vari- 
ation with  that  of  the  chemical  and  physical  properties  of  the 
steel,  apply  here,  but  also  very  little  has  been  done  by  way  of 
studying  experimentally  the  effect  of  the  variation  of  the  prop- 
erties of  the  steel  in  the  different  parts  of  the  section  due  to 
the  proportions  of  the  I  section  and  the  consequent  differ- 
ences in  the  degree  of  work  done  on  the  different  parts  by  the 
rolling. 

Another  important  matter  that  has  hitherto  received  but 
little  attention  is  the  effect  on  the  modulus  of  rupture  of  the 
proportions  of  the  web  and  of  the  flanges  respectively,  and  also 
of  the  span  employed.  Thus  there  are  certain  proportions  of 
the  web  and  flanges  which  for  moderate  spans  will  develop  on 
the  compressive  side  the  full  crushing  strength  of  the  metal, 
and  hence  result  in  the  greatest  modulus  of  rupture,  and  the 
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avoidance  of  a  failure  due  to  the  buckling  of  the  flange  in 
detail. 

Also  for  any  given  section  there  must  be  a  certain  span 
which  if  exceeded  will  result  in  local  buckling  and  consequently 
in  a  lower  modulus  of  rupture. 

Of  course  the  failure  of  I  beams  of  wrought  iron  or  of 
structural  steel  is  always  due  either  to  local  buckling  or  else  to 
the  ultimate  crushing  strength  having  been  reached  on  the  com- 
pressive side,  and  only  in  the  case  of  exceptionally  brittle 
material  is  it  ever  due  to  a  tearing  on  the  tension  side. 

In  view  of  these  facts  the  experimental  determination  of 
the  maximum  or  ultimate  transverse  strength  presents  some  dif- 
ficulty (which  can  be  overcome  however),  and  together  with 
some  other  more  or  less  theoretical  reasoning  often  leads  the 
experimenter  to  make  the  chief  object  of  his  test  the  deter- 
mination of  the  yield  point  rather  than  that  of  the  ultimate,  the 
most  common  method  of  ascertaining  it  being  from  the  load 
at  which  the  ratio  of  increase  in  the  deflection  becomes  notice- 
ably greater. 

Moreover  when  the  so-called  outside  fibre  stress  at  the  yield 
point  is  obtained  in  the  manner  just  described,  it  should  be 
compared  with  the  real  yield  point  of  the  material  as  deduced 
from  a  tensile  test,  as  it  is  plain  that  when  a  noticeable  increase 
can  be  observed  in  the  deflections,  the  real  yield  point  has 
already  been  exceeded,  since  the  passing  of  the  outside  fibres 
beyond  it  would  not  be  sufficient  to  cause  an  observable  increase 
in  the  rate  referred  to,  the  latter  becoming  sufficiently  pro- 
nounced to  be  apparent  only  after  a  number  of  the  fibres  have 
passed  the  yield  point. 

Detailed  investigations  should  be  made  to  find  the  effect  of 
the  form  and  proportions  of  section,  and  for  a  given  section  of 
the  span,  upon  the  excess  of  the  yield  point  as  determined  from 
a  transverse  test,  over  that  determined  from  a  tensile  test. 

This  applies  to  many  cases  besides  that  of  the  structural 
I  beams  used  in  buildings,  and  also  to  many  where  other  sec- 
tions are  used. 

h  Repeated  and  Alternate  Stresses.  The  work  hitherto 
performed  has  dealt  mostly  with  the  question  of  the  greatest 
load  under  which  the  piece  under  test  can  stand  without  break- 
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ing,  an  indefinite  number  of  repetitions  or  alternations  between 
tension  and  compression,  and  more  or  less  has  been  done  to  de- 
termine the  relation  of  this  load  to  either  the  elastic  limit,  or  the 
yield  point  of  the  material.  Even  this  work  needs  to  be  more 
extended  and  to  include  the  «ases  of  heat  treated,  of  alloy 
steels,  and  of  those  whose  yield  point  is  very  considerably  more 
than  one  half  the  ultimate. 

One  matter  of  importance  which  has  been  but  little  dealt 
with  is  the  effect  of  the  repetition  or  alternation  of  a  certain 
stress  below  or  above  the  yield  point  upon  the  physical  proper- 
ties of  the  material.  Thus  suppose  we  determine  the  physical 
properties  of  a  certain  number  of  specimens  chosen  from  a  lot 
all  made  from  the  same  heat  of  steel,  and  then  subject  other 
specimens  of  the  same  lot  to  repeated  or  alternate  stress  (be- 
ginning by  choosing  a  stress  of  a  supposedly  moderate  amount) 
for  a  certain  number  of  repetitions  (say  500,000  or  1,000,000). 
Then  remove  one  of  these  pieces  from  the  repeated  stress  ma- 
chine and  test  its  physical  properties. 

If  the  latter  have  not  undergone  any  change  then  it  would 
seem  that  that  number  of  repetitions  of  the  chosen  stress  has 
not  caused  any  change  of  physical  properties,  and  with  the 
next  piece  we  should  increase  either  the  load  or  the  number  of 
repetitions  or  both.  Another  important  matter  is  to  make  an 
experimental  study  of  the  effects  of  keyways,  set  screws,  etc., 
upon  the  lowering  of  the  allowable  repeated  stress. 

Such  tests  as  these  should  be  also  made  upon  heat  treated 
and  alloy  steels,  and  upon  steels  having  exceptionally  high 
yield  points  as  compared  with  the  ultimate. 

Lately  attempts  are  being  made  by  several  to  compare  the 
resistance  to  repeated  stress  of  different  specimens  of  steel  by 
subjecting  them  to  repeated  or  alternate  stress  of  such  magni- 
tude that  they  can  be  broken  in  a  short  time,  as  an  hour  or  less. 

The  question  of  what  can  be  fairly  concluded  from  such 
tests  is  one  which  is  at  the  present  time  under  discussion,  and 
regarding  which  more  evidence  is  needed  before  the  proper 
answer  can  be  found. 

i  The  whole  subject  of  impact  has  been  but  little  investi- 
gated experimentally,  and  what  little  has  been  done  has  had 
mostly  to  do  with  breaking.     Though  it  is  true  that  impact 
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tests  of  certain  kinds  are  called  for  in  specifications  for  axles, 
rails,  wheels,  etc.,  and  that  a  very  large  number  of  this  class  of 
tests  are  constantly  being  made,  nevertheless  the  weight  and 
drop  to  be  employed  have  been  fixed  upon  more  or  less  arbi- 
trarily in  the  light  of  past  experience,  and  a  study  of  the  effect 
of  impact  upon  the  physical  properties  of  the  material,  and  the 
question  of  the  proper  weight  and  drop  for  proof  tests  have 
not  yet  received  the  requisite  attention  in  an  experimental  way. 

There  has  arisen  within  recent  years  the  recognition  for 
the  need  of  proof  tests,  that  is,  such  as  will  reveal  defects  in  the 
member  but  which,  if  it  is  sound  and  of  proper  quality,  will 
not  strain  any  fibre  beyond  the  yield  point,  that  is  tests  which 
can  be  applied  to  each  member  if  desired,  or  to  a  certain  num- 
ber of  selected  members,  but  will  not  injure  them  for  service 
if  they  are  not  defective,  but  which  at  the  same  time  are  of 
sufficient  severity  to  reveal  any  cracks,  even  incipient  ones,  any 
undue  segregation,  imperfect  welding  or  other  defects  if  they 
exist. 

Such  tests  are  becoming  more  and  more  necessary  now  that 
heat  treated  and  alloy  steels  are  coming  into  extensive  use. 

Indeed  the  whole  subject  of  proof  tests  by  impact  is  in  a 
very  embryonic  state,  and  precise  experimental  work  is  very 
much  needed. 

Again,  looking  at  the  matter  of  impact  tests  from  a  more 
fundamental  and  theoretical  point  of  view,  we  may  observe  that 
very  little  has  been  done  heretofore  that  will  enable  us  to  ascer- 
tain, in  the  case  of  any  given  impact  testing  machine,  what  per 
cent  of  the  energy  of  the  falling  weight  or  of  the  pendulum 
is  actually  used  up  in  distorting  the  specimen,  and  how  much 
in  distorting  the  machine,  its  foundation,  and  the  surrounding 
ground. 

The  finer  work,  such  as  the  securing  of  a  correct  stress 
strain  diagram  which  will  show  the  actual  deformation  of  the 
specimen  during  the  time  when  the  ram  is  in  contact  with  it, 
has  been  but  little  investigated. 

Though  perhaps  hardly  to  be  classed  as  full  size  tests,  it 
may  be  observed  that  it  is  only  in  recent  years  that  attempts 
have  been  made  to  study  the  value  of  tests  by  impact  of  nicked 
bars,  and  to  determine  what  such  tests  show  regarding  the 
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quality  of  the  bars,  and  how  they  can  be  so  standardized  as  to 
furnish  useful,  and  at  least  comparative  results  of  the  quality 
of  the  material. 

Taking  up,  next,  members  belonging  to  the  second  division 
described  above,  the  following  may  be  cited  as  examples  of 
certain  cases  where  full  size  tests  are  needed,  and  where  the 
results  available  in  print  are  few. 

1  Steam  Boilers  and  other  Pressure  Vessels,  as  Pulp  Di- 
gesters, etc. 

a  The  effect  of  the  ends  upon  the  distribution  of  the 
stresses  in  the  shells,  both  in  the  case  of  unstayed  ends  and 
where  different  methods  of  staying  are  employed. 

b  The  distribution  of  the  stresses  among  the  stays  and  in 
the  stayed  surfaces  with  staying  of  different  kinds,  and  those 
developed  by  the  various  modes  of  fastening  of  the  stays. 

c  The  stresses  in  flat  ends  where  no  stays  are  used,  and 
where  they  are. 

d  The  determination  of  the  load  on  each  of  the  stays,  and 
the  bending  moments  in  the  plate  where  the  surfaces  into  which 
the  stays  are  screwed  are  not  parallel,  as  in  the  case  of  a  radial 
stay  boiler. 

e  The  stresses  in  spherical  ends,  both  at  the  centre  and 
at  the  flanged  portions  where  they  are  attached  to  the  shell. 

f  The  effect  upon  the  stresses  of  heating  a  portion  of 
the  shell,  as  in  the  case  of  the  horizontal  multitubular  boiler 
and  others. 

In  all  the  above  some  form  of  strain  gauge  would  be  a  valu- 
able tool  for  use.  The  strains  should  be  measured  in  more  than 
one  direction  at  any  one  point,  as  a  rule  in  two  at  right  angles 
to  each  other.  Such  tests  should  be  made,  not  merely  upon 
riveted  cylindrical  vessels  but  also  upon  those  welded  through- 
out and  having  spherical  ends,  as  in  a  number  of  pulp  digesters. 

Observe  also  that  all  this  should  be  done  upon  full  size 
boilers  and  digesters,  and  not  upon  small  models. 

2  Hooks,  Links,  Chains,  Machine  Frames,  etc.  More  or 
less  work  has  been  performed  along  these  lines,  but  the  informa- 
tion hitherto  obtained  is  far  from  adequate  for  our  needs.  Thus 
in  the  case  of  hooks,  we  have  first  the  common  or  older  theory, 
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and  at  least  one  other,  the  mathematics  of  which  is  based  upon 
the  Theory  of  Elasticity. 

In  seeking  experimental  confirmation  of  these  or  other 
theories,  difficulties  are  encountered  especially  with  ductile 
metal. 

In  such  cases  not  much  satisfaction  can  be  obtained  from 
experiments  upon  the  breaking  loads,  and  in  consequence  of 
this  fact  some  have  tried  to  base  their  conclusions  upon  an 
experimental  determination  of  the  yield  point,  bu^  they  ha^^e 
not  always  been  careful  to  observe  that  the  fibre  stress  corre- 
sponding to  the  yield  point  load  as  determined  from  deflection 
measurements  can  not  be  relied  upon  to  give  the  true  yield 
point  of  the  material  as  determined  by  tensile  tests,  and  that 
the  difference  between  the  two  varies  with  a  number  of  circum- 
stances, one  of  which  is  the  form  of  the  section. 

In  the  case  of  links  the  amount  of  experimental  evidence 
that  will  determine  the  distribution  of  stresses  is  small,  although 
the  breaking  strength  of  chains  has  often  been  tested,  and  many 
results  are  available. 

These  however  do  not  enable  us  to  deal  with  the  various 
forms  and  proportions  of  links,  rings,  and  straps  that  are  em- 
ployed in  practice.  A  parallel  is  to  be  found  in  various  parts 
of  machine  frames,  especially  punching  machines  and  riveters. 

3  Connecting  Rods  and  Links  in  Running  Machinery.  In 
these  we  most  commonly  have  to  reckon  with  the  ten- 
sile, the  compressive,  and  the  transverse  stresses  in  the  body  of 
the  rod  of  link,  and  often  with  a  combination  of  two  of  them. 

Observe  moreover  that  generally  the  rods  are  not  built  up 
as  with  bridge  and  building  columns,  and  here  we  have  to  deal 
with  solid  sections,  and  also  with  a  grade  of  steel  differing  very 
much  from  structural  steel. 

Therefore  the  value  of  length  to  radius  of  gyration  at  which 
the  crushing  strength  begins  to  decrease  on  account  of  buckling 
is  very  much  higher  than  it  is  in  built  up  columns. 

Besides  this,  much  needs  to  be  done  in  regard  to  the 
strength  of  the  end  fastenings,  and  also  the  effect  of  using  the 
recently  introduced  steels  already  referred  to. 

4  Pistons.  While  a  little  has  been  done,  much  more  is 
required  with  pistons  of  cast  iron,  of  wrought  iron,  or  different 
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kinds  of  steel,  also  upon  different  forms,  as  box  pistons,  spider 
and  follower  pistons,  pistons  largely  in  the  form  of  flat  plates 
with  a  ring  at  the  outside,  and  those  in  the  form  of  a  cone. 

Also  the  effect  of  using  radial  or  other  ribs  in  box  or  spider 
and  follower  pistons. 

What  has  been  done  hitherto  has  led  to  empirical  and  semi- 
empirical  methods  of  calculation  rather  than  to  methods  based 
upon  the  Theory  of  Elasticity. 

5  Cylinder  Heads.  While  those  which  are  really  flat 
plates  can  be  treated  by  methods  depending  upon  the  Theory  of 
Elasticity,  and  while  constants  for  use  as  determined  by  experi- 
ment are  available,  by  far  the  majority  of  cylinder  heads  are 
not  amenable  to  such  treatment,  as  their  forms  are  very  com- 
plicated, involving  not  merely  plates,  but  also  ribs  and  other 
projections,  while  they  are  often  conical  or  of  a  curved  form. 
While  some  good  results  have  been  secured,  leading  to  a  semi- 
empirical  treatment,  much  more  should  be  done  by  way  of  exper- 
iment before  we  have  sufficient  information  to  cover  all  cases. 
It  is  probable  that  the  resulting  formulae  will  have  to  be  at 
least  partly  empirical,  and  in  this  event  the  tests  will  have  to 
include  practical  examples  of  all  sorts  and  cover  a  sufficiently 
wide  range,  as  such  empirical  and  semi-empirical  formulae  do 
not  furnish  us  the  means  of  passing  from  certain  sizes  and  pro- 
portions to  others  differing  very  much  from  them. 

Many  other  sorts  of  full  size  tests  might  be  mentioned, 
some  of  which  would  involve  the  use  of  very  powerful  testing 
machines  and  special  apparatus,  as  for  instance  testing  the  en- 
tire chord  of  a  bridge,  the  entire  frame  of  a  machine,  trusses 
of  timber  including  framing  joints,  whether  made  by  bolts, 
notches  or  shoes  of  various  patterns  bolted  on,  etc. 

Of  course  such  a  set  of  tests  as  those  outlined  in  this  paper 
is  not  possible  for  any  one  laboratory,  both  because  their  equip- 
ment and  the  time  available  would  be  inadequate.  When  the 
question  arises  as  to  how  and  where  portions  of  the  work  can 
be  accomplished,  the  possibilities  that  will  readily  occur  to 
any  one  are  the  following,  viz. : 

1  Engineering  Schools. 

2  Experiment  Stations,  whether  connected  with  a  school 
or  not. 
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3  Industrial  Works. 

4  Government  Laboratories  and  Bureaus. 

1  The  Schools  are  limited  in  their  resources  and  equip- 
ment and  in  the  number  of  persons  available  who  are  compe- 
tent to  carry  on  such  investigations. 

Therefore  it  is  only  in  the  larger  ones  that  much  work  of 
this  character  can  be  performed.  Besides  this  the  schools  are 
established  for  teaching  the  students,  and  only  such  amount 
of  investigation  is  feasible  as  is  consistent  with  the  carrying  on 
of  the  work  of  teaching. 

2  Experiment  Stations.  The  amount  that  can  be  done  in 
these  establishments  depends  upon  the  equipment  and  re- 
sources. 

3  Industrial  Works.  Sometimes  full  size  tests  are  made 
by  such  concerns,  but  this  as  a  rule  can  only  be  done  when  they 
are  specially  and  commercially  interested  in  the  results. 

4  Government  Laboratories  and  Bureaus.  How  much 
they  can  do  depends  upon  the  amount  of  money  that  the  law- 
makers deem  it  wise  to  spend  for  equipment,  for  a  competent 
personnel,  and  for  carrying  on  the  work. 

In  view  of  the  above  it  is  plain  that  by  cooperation,  not 
only  will  unnecessary  duplication  be  avoided,  but  also  where  it 
is  desirable  that  certain  tests  should  be  made  by  independent 
observers  and  the  results  compared,  it  can  be  done. 

By  a  systematic  cooperation  and  communication  between 
the  agencies  that  are  doing  work  of  this  character,  the  greatest 
good  can  be  accomplished. 

DI80U8SIOK 

Mr.  Mr.  B.  M.  Wilson*  said  that  the  question  of  the  buckling  of  flanges, 

Wilson,  and  the  effect  on  the  modulus  of  rupture  of  the  relative  proportions  of 
the  web  and  flanges  of  I-beams,  have  been  referred  to  on  page  63S, 
and  one  would  expect  the  same  questions  to  have  some  bearing  on  the 
constants  used  for  the  straight-line  formula  commonly  used  in  column 
design. 

In  the  design  of  columns,  formulae  have  been  developed  and  used, 
based  on  the  moment  of  inertia  of  the  section  and  without  regard  to  the 
manner  in  which  the  section  has  been  built  up. 

*  Traveling  Fellow,  University  of  Queensland,  Australia. 
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Formulae  have  also  been  developed  for  the  purpose  of  calculating     Mr. 
the  bending  and  horizontal  shear  in  columns,  based  on  given  assumptions.  Wilson* 

It  appears  to  Mr.  Wilson  that,  in  specifying  the  straight-line  formula, 
the  radius  of  gyration  of  the  section  is  considered  and  no  account  is 
taken  of  the  interrelation  of  the  parts  forming  the  cross-section  of  the 
strut,  although  experiments  have  been  made  to  show  the  results  obtained, 
due  to  the  buckling  of  individual  members. 

One  of  the  writers  in  Engineering  News,  January  1,  1914,  when  dis- 
cussing the  probable  causes  of  failure  of  a  long  H  column,  suggested  the 
buckling  of  the  flanges  as  a  possible  cause  of  the  trouble,  and  when  re- 
built, the  column  was  stiffened  at  the  edge  of  the  flanges  by  using 
channels,  instead  of  flat  plates. 

Mr.  Wilson  believes  that  some  light  may  be  thrown  on  this  question 
from  an  inspection  of  the  tests  to  destruction  of  full-sized  steel  columns, 
as  exhibited  by  the  United  States  Bureau  of  Standards,  Liberal  Arts 

« 

Building,  Panama-Pacific  International  Exposition. 

These  tests  tend  to  show  that  sections  having  unsupported  flanges 
fail  at  lower  unit  stress  than  those  having  stiffened  flanges.  He  would 
very  much  like  to  see  the  results  of  te&ts  on  the  type  of  H  columns  which 
have  been  used  recently  in  the  lower  stories  of  tall  buildings,  and  to  know 
whether  there  should  be  any  modification  of  the  constants  of  the  usual 
straight-line  formula  for  such  cases.  In  these  columns,  the  relative  pro- 
portions of  web  and  flange  areas  are  very  different  from  those  usually 
employed,  and  the  speaker  would  expect  them  to  fail  with  a  lower  unit 
stress  than  the  more  common  channel  section. 

He  is  of  opinion  that  if  the  above  type  of  H  column  is  used,  either 
the  stress  usually  specified  for  struts  should  be  decreased,  or  the  outer 
edges  of  the  flanges  stiffened  up  with  angles,  and,  in  some  cases,  also 
lattice  bracing  or  batten  plates. 

Mr.  Frank  S.  M.  Harrl8,t  Assoc.  M.  Am.  Soc.  0.  E.,  said  that  in  listen-     Mr. 
ing  to  Prof.  Lanza 's  paper  on  *  *  Testing  Full  Sized  Members ' ',  the  writer  Harri«. 
was  impressed  with  the  broad  general  outline  of  tests  suggested,  and  the 
vast  amount  of  data  to  be  derived  therefrom,  particularly  as  regards 
built-up  members  of  the  larger  structures,  as  bridge  chords  and  the  like. 

The  obvious  drawback  in  this  particular  branch  of  full-size  testing 
has  been  the  magnitude  and  expense  of  the  machine  required  for  the 
testing  to  failure  of  such  tremendous  specimens,  as  well  as  the  practical 
difficulties  in  the  accurate  calibration  and  control  of  the  loading.  The 
reliability  of  the  calibration  of  large  testing  machines  of  the  hydraulic 
type  has,  until  recently,  been  so  seriously  doubted  as  to  materially  dis- 
courage the  introduction  of  this  type  of  machine,  which,  of  all  others, 
could  be  most  readily  and  economically  adapted  to  large  capacity  work. 

The  tension  chord  of  the  large  structure  has  fared  better  in  this  re- 
^rd  than  has  the  compression  chord.  This  is  due  to  its  being  most 
frequently  composed  of  a  system  of  eye-bars,  the  testing  of  any  unit  of 

t  Oakland,  Calif. 
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Mr.     which,   individually,   gives  the   true  strength  of   all,   collectively.     This 
Harris,  observation,  of  course,  does  not  apply  to  built-up  tension  members,  full- 
size  tests  of  which  the  writer  believes  have  never  been  made. 

Great  uncertainty  has  always  attended  the  construction  of  large 
built-up  compression  members,  due  to  the  many  specific  factors  which 
enter  into  their  design,  such  as  the  degree  of  fixedness  of  the  ends,  the 
slenderness  ratio,  the  resistance  of  the  plates  to  buckling  and  the 
strength  of  the  lattice  to  take  the  transverse  stresses  resulting  from  the 
axial  loading.  In  spite  of  these  g^oss  uncertainties  and  the  urgency  for 
their  empirical  determination,  full-size  tests  of  the  compression  mem- 
bers of  the  most  important  structures  are  precluded  by  the  tremendous 
loading  required  for  their  ultimate  failure.  The  heaviest  chord  sections 
of  the  dimensions  of  the  Blackwell's  Island  or  the  Quebec  bridges  would 
require  an  axial  load  of  from  15,000  to  20,000  tons,  while  the  capacity  of 
the  Phoenixville  machine  is  but  1,200  tons. 

Mr.  Gustav  Lindenthal  and  others  have  suggested  the  using  of  quarry 
walls  as  abutments  between  which  to  test  such  full-size  members,  loads 
up  to  25,000  tons  being  applied  by  means  of  either  an  hydraulic  cylinder 
acting  directly  at  one  end,  or  by  some  form  of  toggle  joint  at  the  center 
between  two  such  members.    These  proposals  have  never  met  with  favor. 

The  practical  solution  of  this  difficulty,  which  at  once  suggests  itself, 
lies  in  the  testing  of  scale  models  of  the  members,  reduced  only  suffici- 
ently to  come  within  the  capacity  of  existing  testing  machines.  It  is  the 
necessity  of  such  testing,  and  the  belief  of  its  value,  that  prompt  the 
discussion. 

The  primary  object  in  the  making  of  full-size  tests  is  not  data  re- 
garding the  physical  characteristics  of  the  material  of  the  specimen  bat, 
rather,  information  regarding  the  conformation  and  distribution  of  the 
material  in  the  cross-section  so  as  to  cause  it  to  work  together  as  a  whole. 
Such  questions  would  be  answered  qualitatively,  at  least,  if  not  quantita- 
tively, by  the  testing  of  properly  made  scale  models.  Among  the  more 
urgent  of  these  problems  may  be  mentioned  the  following: 

(a)  The  transverse  stress  in  terms  of  the  axial  stress  on  the  mem- 
ber, necessary  in  the  design  of  the  lacing. 

(b)  The  distribution  of  the  stress  in  the  cross-section.  This  dis- 
tribution depends  largely  upon  the  end  conditions  of  the  member,  and 
while  neither  the  reduced  nor  the  full-size  test  can  truly  reproduce  the 
end  conditions  of  service,  they  may  be  studied  quite  as  accurately  in  the 
model  as  in  the  large  member. 

(c)  The  point  where  the  slenderness  ratio  begins  to  hold,  and  a 
suitable  reduction  factor  for  use  in  column  formulae.  Knowing  the 
physical  properties  of  an  unfamiliar  alloy  steel  or  of  a  high-carbon  steel, 
the  testing  of  a  scale  model  should  give  very  definite  results. 

As  pointed  out  by  Prof.  Lanza,  small  sections,  such  as  would  com- 
pose a  test  model,  receive  relatively  more  manipulation  in  the  rolls'  than 
do  the  larger  sections  in  the  make-up  of  the  full-size  member,  with  a 
correspondingly  higher  elastic  limit  and  ultimate  strength.     If  thought 
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advisable,  this  error  may  be  guarded  against  by  the  redaction  of  the  Mr. 
section  of  those  parts  in  proportion  to  the  rise  in  their  ultimate  re-  Harris, 
sistance.  A  case  in  point  would  be  the  small  angles  used  for  the  lacing 
of  a  model  strut,  which  could  be  smaller  than  the  scale  dimension  to 
make  them  comparable  with  the  elements  of  the  main  section  which 
would  be  of  lower  ultimate  resistance.  All  details  of  fabrication  should 
be  reproduced  in  so  far  as  practicable,  such  as  sub-punching,  reaming, 
drilling  and  the  sequence  of  riveting.  This  will,  in  a  measure,  overcome 
the  tendency  to  take  unusual  care  in  the  fabrication  of  the  model,  which 
would  result  in  its  being  tested  under  'idealized''  conditions. 

The  largest  compression  tests  thus  far  undertaken  were  of  models 
of  the  compression  chords  of  the  Quebec  bridge  (1907),  one  of  the  ill- 
fated  member  which  first  failed  in  the  original  design,  and  one  of  the 
revised  design  of  the  same  member.  One  of  these  models  was  at  one- 
third  linear  scale  and  the  other  at  one-fourth  linear  scale,  but  even  these 
reduced  members  required  nearly  the  full  capacity  of  the  Phoenix ville 
machine  for  ultimate  loading.  The  results  of  these  tests,  which  were 
satisfactory  in  every  particular,  now  that  the  calibration  of  the  machine 
is  determined,  are  to  be  found  in  detail  in  the  report  of  Professor  Wm. 
Burr,  M.  Am.  8oc.  C.  E. 

The  writer  is  in  full  accord  with  Prof.  Lanza  as  to  the  desirability 
of  full-size  testing  wherever  practicable,  but  lacking  facilities,  the  test- 
ing of  the  model,  fabricated  as  nearly  as  may  be  under  ''full-size"  con- 
ditions, will  at  least  contribute  materially  to  the  meagre  information 
at  hand. 
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USE  OF  WROUGHT  IRON  VERSUS  STEEL. 

With  special  reference  to  the  use  of  wrought  iron  versus 
steel  for  purposes  where  either  might  answer  the  structural 
requirements,  some  miscellaneous  notes  may  be  of  interest. 

In  coal-carrying  wagons  I  am  told  that  the  corrosion  of  the 
standard  steel  sections  of  the  underf  rame  amounted  to  %  in.  in 
fifteen  or  sixteen  years.  The  main  members  became  so  weak- 
ened, in  consequence,  that  when  the  trucks  received  a  sharp 
impact,  the  parts  were  knocked  out  of  shape  and  the  life  of  the 
wagon  immediately  came  to  an  end.  It  has  further  been  stated 
that  in  railway  experience  the  corrosion  in  the  case  of  iron 
wagon  fittings  was  from  40  to  50  percent  less  than  in  the  case 
of  steel. 

It  was  common  experience  that  engineers  who  had  employed 
wrought  iron  in  recent  practice  for  locomotive  fire-boxes  had 
done  far  better  than  those  who  had  used  steel. 

In  the  case  of  bolts,  90  percent  of  the  bolts  and  nuts  made 
in  the  United  Kingdom  were  made  from  wrought  iron,  although 
bars  may  be  rolled  for  this  trade  made  from  a  mixture  of  iron 
and  steel  of  non-homogeneity  for  the  sake  of  cheapness. 

Clearly,  then,  the  revival  of  wrought  iron  for  general  work 
will  be  closely  dependent  upon  a  reliable  supply  of  wrought  iron 
produced  from  the  ore. 

For  the  skins  of  gates  for  dock  entrances  and  locks,  best 
wrought-iron  plates  are  preferred  by  engineers,  the  idea  being 
that  the  iron  is  less  liable  to  corrosion  than  steel,  this  being 
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especially  an  important  consideration  in  dealing  with  under- 
water parts  rarely  accessible  for  cleaning  and  painting. 

Of  course  in  the  case  of  graving-dock  gates  which  can  be 
got  at  for  painting,  etc.,  as  often  as  necessary,  there  does  not 
exist  the  same  reason  to  prefer  wrought  iron,  and,  consequently, 
mild  steel  may  be  adopted. 

CORROSION  OF  CAST  lEON. 

Hard  and  crystalline  iron,  in  which  the  carbon  is  chemically 
combined  with  the  metal,  is  found  to  be  less  oxidable  than  ductile 
and  fibrous  iron.  Cast  iron  is  not  so  readily  oxidized  in  moist 
air  as  wrought  iron,  but  when  influenced  by  impurities  in  water, 
corrosion  becomes  accelerated  by  .the  presence  of  decomposing 
organic  matter  or  free  acids.  Cast-iron  water  pipes  laid  in  gas- 
soaked  soil,  or  in  ashes  in  which  there  is  sulphur,  or  in  certain 
clays  in  the  London  area,  have  been  found  to  deteriorate  rapidly, 
the  iron  becoming  in  a  few  years  converted  into  a  chemical 
union  of  carbon  and  iron  known  as  ** plumbago",  so  that  it  could 
easily  be  cut  with  a  pocket  knife,  while  other  cast-iron  pipes 
laid  in  suitable  soil  have  lasted  and  been  in  use  over  sixty 
years,  the  metal  appearing  as  good  as  when  the  pipes  were  laid. 
Both  the  East  London  Water  Works  Company  and  the  New 
River  Company  commenced  to  use  cast-iron  pipes  about  the  year 
1808,  and  in  the  year  1816  iron  mains  were  said  to  be  charged 
regularly  throughout  the  night,  the  higher  pressures  required 
rendering  the  old  wooden  pipes,  which  had  hitherto  done  good 
service,  less  suitable  than  the  iron  pipes.  Steel  pipes  have  also 
been  introduced,  but  when  brought  into  connection  with  water 
of  a  certain  quality,  the  electrolytic  action  is  proportional  to 
the  time  during  which  the  current  acts ;  and  except  over  ground 
where  transport  is  distant  and  difficult,  cast-iron  mains  cast 
vertically  are  preferred. 

ELECTROLYSIS. 

Electrolysis  is  the  splitting  up  of  compounds  into  their 
chemical  constituents  by  the  action  of  an  electric  current  passing 
through  them. 

The  simplest  form  of  electrolysis  is  the  decomposition  of 
water  into  oxygen  and  hydrogen  by  the  action  of  an  electric 
current.    Dr.  Guillot,  of  Paris,  presented  a  paper  at  the  recent 
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autumn  meeting  of  the  Iron  and  Steel  Institute  in  which  he 
showed  that  by  the  manufacture  of  electrolytic  iron,  a  compara- 
tively pure  material  was  obtained  which  was  specially  adaptable 
for  use  in  the  construction  of  electrical  machinery  but  was 
brittle  and  hard,  due  probably  to  the  occluded  hydrogen  as  a 
result  of  the  process,  but  improved  by  annealing  for  portions 
subject  to  compression  or  bending. 

This  iron  is  stated  to  corrode  very  easily,  probably  on 
account  of  its  content  of  iron  chloride. 

The  presence  of  two  dissimilar  metals  in  a  corrosive  atmos- 
phere acting  upon  both  of  them,  may  bring  them  into  electrical 
contact  and  the  whole  of  the  corrosive  influence  may  act  on  one 
of  the  metals  without  reducing  the  section  of  the  other. 

Corrosion  may  also  be  accelerated  by  the  contact  of  iron 
with  any  metal  which  is  electro-negative  relative  to  the  iron,  or, 
in  other  words,  has  less  afiBnity  for  oxygen  or  with  the  rust  of 
the  iron  itself.  If  two  portions  of  a  structure  of  iron  are  in 
different  conditions  so  that  one  has  less  aflBnity  for  oxygen  than 
the  other,  the  contact  of  the  former  may  under  certain  condi- 
tions make  the  latter  oxidize  rapidly: 

In  the  case  of  an  iron  boat  in  which  steel  rivets  were  em- 
ployed in  the  repairs  of  an  iron  plate  on  the  top  of  tanks  under 
a  boiler,  the  steel  oxidized  at  the  expense  of  the  iron,  a  galvanic 
couple  being  formed.  In  a  steel  boat  in  which  iron  rivets  were 
used  in  repairing  the  deck,  these  became  slack,  and  had  to  be 
replaced  by  steel.  The  softer  material  may  have  been  sheared 
by  the  harder  steel,  but  the  wearing  away  was  doubtless  acceler- 
ated by  galvanic  action.  The  importance  of  thoroughly  remov- 
ing any  scale  from  the  steel  surface  is  seen  in  the  fact  that  gal- 
vanic action  may  be  set  up  between  the  adherent  scale  and  the 
adjacent  bare  portion  of  the  steel  surface,  the  latter  suffering 
locally  and  pitting  taking  place;  but  it  is  more  difl&cult  to  re- 
move scale  from  steel  by  chipping  or  scraping  than  it  is  to  re- 
move scale  from  iron. 

DECOMPOSITION  OF  CAST-IRON  PIPES. 

The  theory  of  decomposition  of  cast-iron  water  pipes  in 
contact  with  the  ground  has  varied  considerably  during  the  last 
few  years.  At  one  time  it  was  thought  that  the  moisture  in  the 
ground  was  split  up  into  its  elements,  oxygen  and  hydrogen,  and 
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that  the  iron  was  acted  upon  by  the  liberated  oxygen,  and 
gradually  disappeared  in  the  form  of  an  oxide;  but  later  in- 
vestigations seem  to  indicate  that  the  action  is  that  of  a  trans- 
position of  the  iron  molecules,  the  action  being  very  similar  to 
that  which  takes  place  in  an  electro-plating  bath,  where  the 
particles  of  silver  are  transposed  from  the  silver  plate  to  the 
articles  immersed. 

In  the  case  of  the  water  pipes  in  the  ground,  the  particles 
after  disintegration  tend  to  travel  towards  the  electric  current, 
which,  in  many  cases,  is  provided  by  a  tram  rail,  but,  of  course, 
it  is  very  unlikely  that  many  of  them  actually  reach  this  destina- 
tion, as  in  passing  through  the  ground  they  come  into  contact 
with  the  nitrates  and  chlorates,  and  are  converted  into  ferric 
salts. 

In  any  case,  the  essential  factor  appears  to  be  the  presence 
of  water,  and  the  action  cannot  take  place  in  perfectly  dry 
ground.    The  water  is  decomposed  and  the  hydrogen  liberated. 

Steel  is  more  easily  oxidized  than  wrought  iron  and  far 
more  easily  than  cast  iron.  Generally  speaking,  though,  the 
oxidation  of  steel  is  faster  than  that  of  iron,  it  is  more  uniform, 
and  the  corrosion  of  both  iron  and  steel  is  more  rapid  when 
partly  wet  and  partly  dry  than  when  wholly  immersed  in  water 
or  wholly  exposed  to  the  air. 

CORBOSION  OF  WROUGHT  IRON  IN  SEA  V7ATEB. 

In  examining  the  viaduct  of  the  Prince  of  Wales  Pier  at 
Dover,  where  wrought-iron  deck  girders  had  a  clear  headway 
of  15  feet  above  the  level  of  high-water  spring  tides,  the  under 
sides  and  bearings  of  these  girders  exhibited  the  most  corrosion. 
Upon  the  supporting  piles,  the  maximum  corrosion  occurred  at 
high-water  level.  Below  this  level  the  shell  incrustation  on  por- 
tions subject  to  immersion  seemed  to  form  a  protection,  because 
if  it  were  removed  by  hand  the  black  varnish  covering  under- 
neath, which  had  been  previously  applied,  appeared  to  be  undis- 
turbed. The  under  deck  parts  and  the  troughing  in  the  viaduct 
are  examined,  cleaned,  and  black-varnished  periodically,  while 
all  portions  above  deck  are  repainted  with  **Perfectum''  paint, 
a  material  that  has  been  found  to  give  satisfaction  for  a  durable 
covering,  free  from  cracks. 
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Nothing  appears  to  equal  black  varnish  as  a  protection 
against  corrosion  for  portions  of  iron  or  steel  structures  im- 
mersed  in  tidal  waters  when  it  is  laid  upon  the  hard  metal,  pref- 
erably applied  upon  a  dry  surface ;  but  it  is  necessary  to  pre- 
pare the  surface  to  receive  the  varnish  by  cleaning  off  any  scale 
with  a  wire  brush,  and  to  take  care  that  the  varnish  employed 
is  black  varnish  and  not  ''thinnings**. 

GALVANIZED   SHEETS. 

Iron  sheets  coated  with  zinc,  known  as  galvanized  iron  have 
been,  when  corrugated,  more  used  for  roofs  than  any  other 
metallic  covering.  In  pure  air  these  are  long-enduring,  if  the 
quality  be  good;  but  the  thinner  sheets  may  be  easily  pierced 
and  a  surface  crack  or  scratch  of  the  zinc  allows  the  commence- 
ment of  rust,  the  crack  developing  into  a  serious  rent,  when  the 
sheets  become  worthless.  In  regard  to  endurance  against  rust, 
good  iron,  well  galvanized,  will  last  longer  than  thicker  sheets 
of  inferior  quality,  but  iron  is  not  an  imperishable  material  and 
its  life  depends  upon  the  agencies  to  whiqji  the  metal  becomes 
exposed. 

Where  it  is  necessary  to  place  iron  in  contact  with  zinc,  it 
should  be  galvanized,  but  where  otherwise,  thicker  sections  of 
iron  will  allow  for  oxidation  and  scaling  during  a  reasonable 
period.  A  galvanized-iron  roof  may  last  for  20  to  25  years,  but 
will  during  this  time  need  repair.  Zinc  being  more  electro- 
positive than  iron,  and  zinc  being  particularly  sensitive  to  the 
action  of  chlorides  and  sulphates,  it  follows  that  a  battery  con- 
structed of  zinc  and  iron  with  the  presence  of  sea  water  as  a 
fluid  would  cause  the  zinc  to  be  attacked  just  as  it  would  in  an 
ordinary  battery ;  but  since  the  difference  between  iron  and  zinc 
is  not  great,  the  battery  would  be  feeble,  and  the  amount  of  zinc 
consumed  would  be,  consequently,  such  that  the  zinc  would 
protect  the  iron  as  long  as  the  covering  lasted.  It  is  thought  by 
some  that  the  tensile  strength  of  the  iron  becomes  diminished 
by  treatment  in  a  bath  of  molten  zinc  after  corrugation,  but  this 
is  of  comparatively  little  value,  as  the  life  of  the  covering  will 
have  lasted  a  reasonable  time;  while  in  the  case  of  bars  of 
greater  section,  chains  and  small  anchors,  the  effect  is  less 
appreciable,  as  thin  iron  oxidizes  more  rapidly  than  thick  iron. 
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In  1861  the  dome  of  the  Borough  Market,  London  Bridge, 
was  covered  with  corrugated  iron,  but  in  1891  this  was  found 
to  be  so  corroded  and  riddled  that  it  was  removed  by  the  writer 
when  he  reconstructed  the  present  roof  over  the  market,  and  re- 
lieved the  roof  from  the  vibration  of  the  adjacent  railway. 

PROTECTIVE  COVERINGS. 

The  value  of  paint  as  a  protective  covering  depends  mainly 
upon  its  own  power  to  adhere  chemically  to  a  surface  and  to 
resist  decay.  In  dealing  with  its  preparation,  the  quality  of  the 
bases  or  pigments  employed  demands  attention,  as  no  treat- 
ment can  render  an  adulterated  pigment  serviceable.  Water,  oils 
and  spirits  of  turpentine  are  all  valuable  constituents,  but  the 
oil  employed  for  mixing  needs  attention  both  in  its  quality  as 
well  as  in  subsequent  application.  It  is  a  fallacy  to  assume  that 
if  a  pigment  is  good,  carelessness  in  miidng  and  applying  can  not 
be  prejudicial,  as  much  disregard  of  this  precaution  may  result 
in  peeling  off,  blistering  or  perishing.  Consideration  of  driers, 
to  act  as  carriers  of  oxygen  to  the  oil  in  order  to  aid  the  oil  to 
solidify,  is  an  expedient  in  emergency;  and  when  the  work  is 
exposed  to  the  sun,  the  use  of  turpentine  prevents  the  paint  from 
blistering.  Covering  power  is  a  necessary  element  in  the  eco- 
nomical use  of  paint  and  is  ultimately  connected  with  fineness  of 
grinding  and  uniformity  of  execution.  The  examination  of  com- 
mercial paint  must  be  left  in  the  hands  of  a  trained  chemist,  but 
much  anxiety  may  be  saved  by  employing  a  paint  made  by  a 
respectable  house  of  manufacturers. 

The  paint  trade  becomes  a  spurious  one  with  second-hand 
firms  who  may  seek  orders  by  submitting  low  prices,  because  it 
is  possible  to  give  a  large  percentage  of  adulteration.  For  in- 
stance, white  paint  may  be  commercially  supplied  without  any 
white  lead  in  it,  **barytes'',  known  sometimes  as  ''dutch  lead'* 
in  the  market,  being  substituted.  This  produces  an  **  earth 
white"  as  ponderous  as  chalk,  and  it  is  known  that  sulphate  of 
baryta  absorbs  very  little  oil. 

Machinery  is  acknowledged  to  grind  colour  finer  than  when 
the  material  is  ground  by  hand  and  the  result  is  found  to  be 
improved  when  ground  in  oil,  as  each  particle  is  then  completely 
covered  with  oil.    Powdered  stuff  subsequently  mixed  with  oil 
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will  float  and  prove  to  be  only  mechanically  mixed,  so  that  the 
painted  surface  will  not  appear  as  smooth  as  when  more 
thoroughly  mixed  by  the  process  of  grinding  in  approved  oil. 
Ordinary  paint  for  indoor  work  is  usually  prepared  with  raw 
linseed  oil,  while  that  used  out  of  doors  contains  boiled  oil,  as  its 
rapidity  in  drying  contributes  to  a  protective  covering. 

The  surface  of  the  metal  to  be  protected  must,  of  course,  be 
prepared  by  being  properly  cleaned  from  rust  and  scale  and 
the  paint  should  not  appear  to  dry  quicker  than  is  required  for 
a  thorough,  superficial  covering.  Experience  teaches  that  the 
quicker  the  drying,  the  shorter  time  will  the  covering  last.  While 
water  dries  by  evaporation,  and  leaves  nothing  behind  it  when 
a  surface  dries,  linseed  oil  dries  by  absorption  of  oxygen  and 
becomes  changed  into  a  substance,  so  that  the  drying  property 
of  linseed  oil  must  not  be  confounded  with  the  drying  of  a  sub- 
stance wet  with  water.  The  object  of  extra  coats  of  paint,  ap- 
plied one  by  one,  when  the  surface  to  be  treated  is  dry,  is  to 
ensure  the  covering  being  non-porous,  since  air  and  moisture  are 
sure  to  penetrate  through  any  cracks  in  the  dried  oil,  such  minute 
accrescences  being  mainly  the  result  of  the  difference  in  the  rate 
of  expansion  and  contraction  between  the  metal  to  be  protected 
and  the  paint  covering  it.  The  difficulty  of  finding  a  form  of 
paint  absolutely  impervious  to  moisture  and  to  gas  has  led  to 
numerous  patent  combinations  more  attractive  in  their  name 
than  in  their  manufacture.  Oxides  of  iron  paints  are  deemed 
preferable  to  lead  paints  for  iron  and  steel  work  generally,  as 
in  the  case  of  lead  covering,  a  galvanic  action  may  be  set  up 
between  the  lead  and  the  iron,  particularly  if  lead  is  present  as 
metallic  lead.  The  carbonate  of  lead  could  not  produce  it  alone. 
There  is  also  a  tendency  of  red-lead  paint  to  solidify  if  not  used 
soon  after  it  is  made,  which  may  be  due  to  the  combination  of  the 
lead  with  any  acid  in  the  oil,  and  rust  may  manifest  itself  in 
spots,  though  such  paint  adheres  with  firmness,  when  moisture 
is  carried  through  a  film  of  a  first  coat  of  red-lead  covering. 
Moreover,  when  red  lead  is  used  as  a  priming  or  first  coat,  if 
the  paint  is  mixed  with  rule  of  thumb  proportions,  it  may  not 
assimilate  with  future  coats  of  paint ;  so  that  notwithstanding 
the  provision  of  a  covering  from  the  air,  the  red  lead  may  oxi- 
dize with  the  iron,  thus  forming  rust,  which,  although  minute. 


